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PREP ACH TO Rak (77. 


HESE Notes are intended to furnish a Student with 

information amply sufficient to enable him to pass the 

Honours Examination of the Board of Education, so far as 
a knowledge of Building Materials is concerned. 

They have, however, been extended somewhat beyond 
what is actually necessary for this purpose by the addi- 
tion of Tables and information of a practical nature, 
which it is hoped may be useful to young Engineers. 
Architects, and others engaged in the design and erection 
of structures of different kinds. 

It was considered that a work upon materials, written 
merely to meet the requirements of students in the earlier 
stages of the Science Examinations, would be unsatis- 
factory. 

Such a work would contain very elementary information 
on the subject. It would be so condensed that it would 
not give a fair idea of the great differences which exist in 
the characteristics and qualities of even ordinary building 
materials; and being thus narrowly restricted, it would 
tend to encourage the pernicious practice of cramming. 

In order to keep the bulk of the work within reasonable 
bounds, it has been necessary strictly to limit the scope 
of the Notes. 

It will be well, therefore, to state exactly what they are 
meant to contain and what is purposely excluded. 


viti PREFACE. 


They deal with the nature, characteristics, qualities, and 
defects of the materials used in Building and Engineering 
works ; and they describe the methods of examining and 
testing such materials. 

The information given is restricted to that required by 
an Engineer, Architect, or Builder, in order to select and 
understand the materials with which he has to deal. 

The principal varieties of building materials used in 
Great Britain and Ireland are described or noticed, but no 
reference is made to materials used only abroad—in India 
or the Colonies. 

Descriptions of the manufacture of materials, or of the 
methods by which they are procured, have been excluded, 
except in so far as some such knowledge is necessary for 
an intelligent appreciation of the characteristics of the 
material. 

The actual cost of materials has also, as a rule, been 
excluded. This varies from time to time, and must he 
ascertained from the annual Price Books. 

‘The methods of measuring and valuing materials must 
also be studied in works devoted to those subjects. 

It was originally intended to include in Part III. the 
information regarding stresses in parts of Structures required 
for Stages 2 and 3 and Honours. 


The bulk of the volume, however, renders it necessary 


to reserve these subjects for another Part, which contains, 
as far as possible, all the information relating thereto that 
is required for the Examinations of the Board of Education 
in Building Construction. 
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Note to Part II] 


Tue following List contains the names of the books which have 
been referred to and consulted in the preparation of these 
Notes. 

Information derived from them has been acknowledged as far 
as possible upon the pages where it is given. 

The writer is indebted also to many friends and to others for 
valuable particulars regarding special points. 

On all sides,—from scientific and professional men, from quarry 
owners, manufacturers, and merchants,—the information asked for 
has been most willingly given. 

The writer is glad to have this opportunity of expressing his 
thanks for the valuable assistance he has thus received, and for 
the very kind manner in which it has always been afforded to 
him. 

Abney’s Chemistry of Building Materials, 
Anderson’s Strength of Materials, 
Ansted’s Practical Geology. 
Barlow’s Strength of Materials. 
Bauerman’s Metallurgy of Iron. 
Beare, Professor H., on Building Stones, Proc. Inst, C.E. 
Bernays’ Lectures on Chatham Dockyard Works, 
Bloxam’s Metals. 
“ Chemistry. 
Box on Heat. 
Britton on Dry Rot. 
Brown’s Forester. 
Burnell on Limes and Cements. 
Burns’s Guide to Bricklaying, Plastering, etc. 
Clark on Roads and Streets. 
»» Manual of Rules and Tables. 
Cooke’s Aide Mémoire. 
Couche’s Railways. 
Cresy’s Encyclopsedia. 
Dana’s Mineralogy. 
Davidson on House Painting. 
Davies’ Slate and Slate Quarrying, 


x NOTE TO PART Iii. : 


De la Beche’s Report on the Geology of Cornwall, Devon, and Somerset, 
Dent’s Chemistry of Building Materials. 
Dobson and Mallet on Brick and Tile Making. 
Downing’s Construction. 
Ede’s Management of Steel. 
Experiments on Steel by a Committee of Civil Engineers 
Fairbairn’s Application of Iron to Building Purposes, : 
Iron Manufacture. : 
3 Useful Information for Engineers. 
Galton’s Hospitals. 
Gillmore on Limes, Cements, and Mortars. | 
5 on the Compressive Resistance of Freestone, eta. 
Gordon’s Lead Poisoning of Water and its Prevention. 
Greenwood on Steel and Iron. 
Gwilt’s Encyclopedia of Architecture by Papworth, 
Hartwig’s Sea and its Living Wonders. 
Haupt’s Military Bridges. 
Hill’s Lectures on Machinery used by Engineers, 
Holtzappfel’s Mechanical Manipulation. 
Hull’s Building and Ornamental Stones. 
Humber on Water Supply. 
Hunt’s Guide to the Museum of Practical Geology, 
Handbook to the Exhibition, 1862. 
», Mineral Statistics. 
Hurst’s Architectural Surveyor’s Handbook. 
»  Tredgold’s Carpentry. 
Hutton’s Practical Engineer's Handbook, 
Kirkaldy’s Experiments on Iron and Steel. 
Knapp’s Technology. 
Knight’s Dictionary of Mechanics. 
Laslett’s Timber and Timber Trees. 
Latham on Wrought Iron Bridges. 
Latham’s Sanitary Engineering. 
Lipowitz on Manufacture of Portland Cement. 
Lyell’s Geology. 
Matheson’s Works in Iron. 
Miller’s Organic Chemistry. 
Molesworth’s Pocketbook of Engineering Formule. 
Mushet on Iron and Steel. 
Newlands’ Carpenter’s and Joiner’s Assistant 
Page’s Economic Geology. 
Parkes’ Hygiene. 
Percy’s Metallurgy. 
Pole on Iron. 
Rankine’s Applied Mechanies, 
Civil Engineering. 
ra Useful Rules and Tables. 
Reid and Lipowitz, Practical Treatise on Manufacture of Portland Cement. 
on Concrete. 
» on Portland Cement, its Manufacture and Uses, 
Redgrave, Calcareous Cements. 
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LE LION GE SE NE RT ORO. 


NOTE TO PART 1711. xi 


Report on the Exhibition of 1871. 
Report on the Exhibition of 1876. 
Report of the Royal Commission on the Selection of Stone for building the 
New Houses of Parliament. 
Report of Commissioners appointed to inquire into the application of Iron 
to Railway Structures. 
Report of Tests on the Strength of Structural Material made at Watertown 
Arsenal. 
Richardson’s Timber Importer’s Guide. 
Roorkee Treatise, Civil Engineering. 
Pe Applied Mechanics 
Seddon’ s Builder’s Work. 
Sheffield Standard List. 
Smith’s Lithology. 
Spon’s Illustrated Price Book. 
», Workshop Receipts. 
Stevenson on Harbours. 
Stoney on Stresses. 
Traill on Mild Steel. 
Tredgold’s Carpentry. 
Unwin’s Iron Bridges and Roofs. 
HH Elements of Machine Design. 
‘a Testing of Materials of Construction. 
Ure’s Dictionary of Arts, Manufactures, and Mines. 
Vicat on Cements. Translated by Capt. J. T. Smith, F RS 
Whichcord’s Observations on Kentish Ragstone. 
Wilkinson’s Practical Geology of Ireland. 
Woodward’s Recent and Fossil Shells. 
Wray’s Application of Theory to Construction. 
Wray on Stone. 
Proceedings of the Chemical Society. 


Do. Institution of Civil Engineers. 

Do. American Society of Civil Engineers. 
Do. Institute of Engineers. 

Do. Institution of Mechanical Engineers. 
Do. Iron and Steel Institute. 

Do. Institute of Naval Architects. 

Do. Society of Arts. 

Do. Philosophical Society of Glasgow. 


Professional Papers of the Corps of Royal Bacio. 

The Professional Journals relating to Engineering, Architecture, Building, cte 

Circulars and Catalogues of several Manufacturers and Merchants 

List of Quarries (under the Quarries Act) and of Mines, prepared by H.M. 
Inspectors of Mines. 


xii NOTE 20 PART 11f. 


Note for Students. 


The Syllabus of the Board of Education makes reference to 
the following subjects in connection with the examinations in 
materials :— 

STAGE 1. 

The nature and properties of sand, lime, and cement; the composition 
of mortar or concrete . . . ; the properties of bricks, stones, tiles, and slates ; 
the various kinds of timber in ordinary use; the constituents of cast iron, 
wrought iron, and steel, and the essential or characteristic differences of their 
properties, 

STAGE 2, 

The best-known building stones, their quarrying, bedding, cutting, and 
dressing ; characteristics of timber, its conversion and seasoning ; the nature, 
qualities, and weights of various kinds of slates. 


STAGE 3. 

The methods of testing cement, timber, iron, and steel. 

Terra-cotta and artificial stone, their manufacture and uses. 

Masonry. Character of various stones used in building, and localities 
where found ; how to test for quality and bed; fitness of various stones for 
different atmospheres ; weight generally, and approximate strength. 

Timber: its seasoning, diseases, cause of decay, and means of preserving it. 

Cast iron, wrought iron, and steel: properties, uses, strength, weight, and 
preservation ; preservation of iron, timber, etc.; various kinds of glass and 
glazing. 


Candidates for the Honours Examination should study the 
whole volume, with the exception of the tables, lists of brands, 


recipes, and other similar matters, most of which are in very 
small print, and are intended chiefly for use in practice. 


Note TO THE SIXTH EDITION. 


In this Edition the Chapters generally have been revised, and 
in some cases extended. 

The Chapter on Iron has been revised, with special reference 
to the use of Mild Steel. 

Attention has been directed to modern methods of Portland 
Cement manufacture, and of Concrete mixing, while reference is 
made to the Standardisation of Rolled Steel Sections. 


CONTENTS OF PaR7 Tir 


CuHaprer I. 
STONE. 


Stone.—GrnzraL REMARKS. — Characteristics of Building Stone 
—Durability— Atmospheric Influence—Physical Structure—Fucility 
for Working —Hardness—Strength— Weight—A ppearance—Position in 
Quarry — Seasoning — Natural Bed — Agents which destroy Stones : 
Lichens, Molluscs. 

Examination of Stone. — Fracture — Tests — Crushing — Absorption 
—Brard’s Test—Acid Test—Smith’s Test—Practical way of ascer- 
taining Weathering Qualities—Quarrying. 
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CHAPTER I. 


STONE. 


General Remarks.—In the following Notes no attempt will 
be made to describe the appearance and characteristics of all the 
different kinds of stone used in this country. 

Such a task would be almost endless, and it would also be 
unprofitable. No description upon paper would give a practical 
idea of the appearance of the different varieties, and moreover the 
aspect and qualities of stone from the same quarry vary as dif- 
ferent beds are reached. 

It is therefore proposed to describe the characteristics which 
are common to most building stones, and to point out the quali- 
ties that are necessary to ensure a good material for building or 
engineering work. 

A knowledge of these will form a guide in selecting stone for 
such purposes from any quarry, new or old, whether in this coun- 
try or abroad. 

This having been done, a few of the best known British build- 
ing stones will be described, in order that the student may have 
some idea of their peculiarities and uses. 

Tables will be added, giving the names of the principal quarries 
in the country, which will serve to impress upon the student the 
numerous varieties of stone which exist, and the localities in which 
they occur. 

It is hoped that these Tables will be of use to the practical 
man, but, in order that they may be so, it will be advisable to 
describe exactly how they were prepared. 


They include all the quarries reported upon by the Royal Commis- 
sioners who selected the stone for the Houses of Parliament, except a few 
which have since ceased work. 

This list was extended by adding to it the names of the principal quarries 
given in the official report on Mineral Statistics, by Mr. Hunt. 

Next are added a few important quarries mentioned in Hull’s Building 
Stones, De la Beche’s Report, Wray on Stone, Gwilt’s Encyclopedia of Archi- 
tecture, and some known to the author personally. 

The list thus formed was ccmpleted as far as possible by comparison with 
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the specimens in the Museum of Practical Geology and with those in another 
good collection of building stones. 

The list was then sent to a great many different parts of the country, to be 
checked and supplemented by professional men having local knowledge, and 
also to a London stone merchant of great experience.’ 

With regard to any important stones of which the author had no personal 
knowledge, special information was obtained from experienced men on the 
spot. 


The Tables are arranged to show the geological formations 
from which the different varieties of stone are obtained.” 


These Notes do not, however, enter at all upon the subject from 
a geological point of view; the relative position of the different 
geological strata must be ascertained from works specially devoted 
to that subject. 

Any reference to the quarrying, working, or cost of stone has 
also been avoided. 


CHARACTERISTICS OF BUILDING STONE. 


In selecting a stone for a building or engineering work, inquiry 
and investigation should be made to ascertain whether it possesses 
certain important characteristics mentioned below :— 

Durability, or the power of resisting atmospheric and other 
external influences, is the first essential in a stone for almost any 
purpose. 

The durability of a stone will depend upon its chemical compo- 
sition, its physical structure, and the position in which it is placed ; 
and the same stone will greatly vary in its durability according © 
to the nature and extent of the atmospheric influences to which 
it is subjected. 

To make sure that a stone will “ weather,”—that is, will wear © 
well under exposure to the weather—many points have to be in- — 
quired into. 

Chemical Composition—The chemical composition of the stone | 
should be such that it will resist the action of the atmosphere, 
and of the deleterious substances which, especially in large cities, 
the atmosphere often contains. 

1 For this edition the lists of Stone and Slate Quarries have been again revised by 7 
the aid of the List of Quarries (under the Quarries Act) and of Mines, prepared by 
H.M. Inspectors of Mines, together with other sources of information. 


2 The quickest way of finding a stone in the Tables is to look it out in the Index" 
at the end of this volume. 
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These destroying substances are taken up by the moisture in 
the air, or by the rain, and are thus conveyed into the pores of 
the stone. 

The sulphur acids, carbonic acid, hydrochloric acid, and traces 
of nitric acid, in the smoky air of towns, and the carbonic acid 
which exists even in the pure atmosphere of the country,” ulti- 
mately decompose any stone of which either carbonate of lime 
or carbonate of magnesia forms a considerable part. 

The oxygen even in ordinary air will act upon a stone contain- 
ing much iron, and the fumes from bleaching works and factories 
of different kinds very soon destroy stones whose constituents are 
liable to be decomposed by the particular acids which the fumes 
respectively contain. 

In addition to the direct chemical action of the sulphuric and 
sulphurous acids upon the constituents of stones, sulphates are 
sometimes formed by them which crystallise in the pores of the 
stone, expanding and throwing off fragments from the surface. 

The durability of a stone depends, therefore, to a great extent 
upon the relation between its chemical constituents and those of 
the atmosphere surrounding. A stone which will weather well in 
the pure air of the country may be rapidly destroyed in the smoke 
of a large town. 

Nature and Extent of Atmospheric Influence.—The same stone 
will weather very differently according to the nature and extent 
of the atmospheric influences to which it is subjected. 

From what has been said above, it is evident that most stones 
will stand a pure atmosphere better than one which is charged 
with smoke, or with acids calculated to attack the constituents 
of the stone. 

It is also evident that the stone will be less attacked in dry 
weather than during rain; the destructive acids cannot penetrate 
so deeply, and the frost has no influence whatever when the 
stone is dry. 

The number of days on which there is rain in any district has 
therefore a great influence on the durability of stone used in that 
district. 


1 Dr. Angus Smith calculated that 15,000 tons of carbonic acid were daily evolved 
in Manchester. The air contained from ‘04 to ‘08 per cent of carbonic acid ; the 
rain from 1°4 to, 5°6 grains of sulphuric acid per gallon, and as much as 1; grain of 
hydrochloric acid. 

* Dr. Angus Smith found ‘03 per cent of carbonic acid in the pure air of the 
mountains of Scotland. 
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Wind has a considerable effect upon the durability of stone. 

A gentle breeze dries out the moisture, and thus favours the 
lasting qualities of stone. 

A high wind, however, is itself a source of destruction; it 
blows sharp particles against the face of the stone, and thus grinds 
it away. Moreover, it forces the rain into the pores of the stone, 
and may thus cause a considerable depth to be subject to the 
effects of acids and frost. 

“ Variation of temperature, apart from the action of frost, is also 
a cause of decay, the expansion and contraction due to it causing 
the opening of undetected natural joints, but its effect must be 
comparatively slight as a destructive agent.”! 

The Position of a Stone in a Building may very much influence 
its durability. 

The stone in that side of any building which faces the prevailing 
rain is, of course, more liable to decay than it is in the other sides. 

Any faces of stone that are sheltered altogether from the sun 
and breeze, so that the moisture does not quickly dry out, are 
very liable to decay. 

This may be noticed especially in buildings of an inferior stone 
situated in a bad atmosphere. In these it will be seen that the 
soffits of arches and lintels, the shady sides of window jambs, and 
parts of carvings which the sun never gets at, are always the first 
portions of the building to decay. 

Any stone exposed to very different degrees of heat on its dif-— 
ferent faces is liable to crack from unequal expansion and con- 
traction." | 

The Physical Structure of a stone is of the greatest importance, 
for upon it depends greatly its power of resisting the action of © 
the atmosphere. 

White chalk and marble are of the same chemical composition 
—pboth nearly pure carbonate of lime—yet the latter, especially | 
when polished, will resist an ordinary atmosphere for a long time, . 
while the former is rapidly disintegrated and destroyed. | 

Hence stones which are crystalline in structure are found to 
weather better than those that are non-crystalline. 

No stone intended for the exterior of a building should have a — 
porous surface, otherwise the rain conducts the acids from the ~ 
atmosphere into the pores of the stone, which soon becomes de- 
composed. 


t Wray On Stone. 
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Again, in winter the wet penetrates the pores, freezes, expands, 
and disintegrates the surface, leaving a fresh surface to be similarly 
acted upon, until the whole stone is gradually destroyed. 

If the chemical composition and remaining qualities of two 
stones are the same, then the stone which has the closer and 
finer grain of the two is likely to be more durable than the other. 

It is important that a stone should be homogeneous in its struc- 
ture. If the grains and the cement uniting them are both of 
lasting material, the stone will be very durable. If the grains be 
easily decomposed and the cementing material remains, the stone 
will become spongy and porous, and then liable to destruction by 
frost. If the cementing material is destroyed, the grains will fall 
to pieces. 

It is important that the stone should contain no soft patches or 
inequalities ; unequal weathering leaves projections which catch 
the rain, etc., and hasten decay. 

Facility for Working.—The readiness with which stone can 
be converted by the mason into the various shapes in which it 
is required for different kinds of work is of importance from an 
economical point of view. 

The characteristics of a stone in this respect will depend in 
some cases upon its hardness, but will also be influenced by the 
soundness of its texture; by its freedom from flaws, shakes, vents, 
etc.; and also by its natural cleavage and other peculiarities, 

A soft stone of even grain and without distinct beds would 
naturally be selected for carved work, while a hard stone in thin 
layers, easily separated, would be well adapted for building good 
and economical rubble masonry. (See Part I.) 

Hardness.—The hardness of stone is often of importance, 
especially if it is to be subjected to a considerable amount of wear 
and friction, as in pavements. It is, moreover, important when 
the stone is to be used for quoins, dressings, and other positions 
where it is required to preserve a sharp angle or “arris.” Hard- 
ness combined with toughness is also essential in good road 
metalling, which should not, however, be liable to splinter or to 
grind readily into dust. 

It does not follow because a stone is hard that it will weather 
well; many hard stones are more liable to atmospheric influence 
than those of a softer texture, whose chemical composition is of a 
more durable nature. 

Stone used for work exposed to the action of water should be 
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hard; running or dripping water soon wears away the surface. 
The blocks of stone in marine works are subject to serious injury 
not only from the impact of the waves themselves, but from the 
sand and stones thrown against them by the force of the sea. 

Strength.—The strength of stone should be ascertained if it is 
to be subjected to any excessive or unusual stresses. 

Stones in ordinary building or engineering works are generally, 
under compression, occasionally subject to cross strain, but never 
to direct tension. 

It is generally laid down that the compression to which a stone 
should be subjected in a structure should not exceed yy to zy of 
the crushing weight as found by experiment. 

Practically, however, the compression that comes upon a stone 
in any ordinary building is never sufficient to cause any danger 
of crushing. 

The greatest stress that comes upon any part of the masonry 
in St. Paul’s Cathedral is hardly 18 tons per square foot. In St. 
Peter’s, Rome, it is about 15 tons per square foot. 

By a reference to page 83 it will be seen that these stresses 
would be safely borne even by the softer descriptions of stone.’ 

The weakest limestones that exist will bear a compression of 
60 tons per foot, while the resistance of ordinary building stones 
ranges from 100 to 500 tons per square foot, and in the case of 
granites and traps rises as high as 700 to 1200 tons per square foot. 

It is possible, however, in some forms of arches, in retaining 
walls, and in other structures, that a considerable pressure may be 
concentrated upon certain points, which are liable to be crushed. 

Weight.—The weight of a stone for building has occasionally 
to be considered. 

In marine engineering works it is often advisable to use heavy | 
stones to resist the force of the sea. 

A light stone would be best adapted for arches, while heavy 
stones would add to the stability of retaining walls. 

Appearance.—The appearance of stone is often a matter of | 
importance, especially in the face work of conspicuous buildings. 

In order that the appearance may be preserved, a good weather- — 
ing stone should of course be selected, free from flaws, clayholes, etc. 

All varieties containing much iron should be rejected, or they 
will be liable to disfigurement from unsightly rust stains caused 


1 The student will bear in mind the reduction in the compressive strength of piers — 
of masonry or brickwork as compared with the single blocks of which they are con- 
structed. See pp. 80, 116. 
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by the oxidation of the iron under the influence of the atmo- 
sphere. 

Stones of blotched or mottled colour should be regarded with 
suspicion. There is probably a want of uniformity in their che- 
mical composition, which may lead to unequal weathering (see 
p. 5). 

Position in Quarry.—lIn order to obtain the best stone that a 


Mould. ) 
Clay and shingly matter ; débris of Purbeck 
stone. 

3 
Slaty beds of stone. le 

3s 
Bacon tier, with layers of stone. G 
Aish stone. 
Soft Burr. 
Dirt bed, containing fossil trees (Cycades). 

) 


Cap rising. 


Top cap, 8 or 10 feet. thick. 


Blasted, 


Scull cap. 


€haswatd-o| CN Roach (true), 2 or 3 feet thick. 


Whitbed, 8 to 10 feet thick. 


Curf ; flinty. 


Curf and Basebed roach. 


Quarried by means of wedges and levers (no blasting). 


Basebed stone, 5 or 6 feet thick, 


Flat beds or flinty tiers. 


Wedges, levers. 


OO es 
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quarry can furnish, it is often important that it should be taken 
from a particular stratum. 

It frequently occurs that in the same quarry some beds are 
good, some inferior, and others almost utterly worthless for build- 
ing purposes, though they may all be very similar in appear- 
ance. 

To take Portland stone as an example. In the Portland quar- 
ries there are four distinct layers of building stone. 

Fig. 1 is a section showing approximately how the strata in a 
Portland quarry generally occur. 

Working downwards, the first bed of useful stone that is 
reached is the True or Whitbed Roach—a conglomerate of fossils 
which withstands the weather capitally. Attached to the Roach, 
and immediately below it, is a thick layer of Whitbed—a fine even- 
grained stone, one of the best and most durable building stones in 
the country; then, passing a layer of rubbish, the Bastard-Roach, 
Kerf, or Curf is reached, and attached to it is a substantial layer 
of Basebed. 

The Bastard-Roach or Basebed-Roach and the Basebed are stones 
very similar in appearance to the True Roach and Whitbed ; but 
they do not weather well, and are therefore not fitted for out- 
door work. 

Though these strata are so different in characteristics, the good 
stone can hardly be distinguished from the other even by the 
most practised eye. 

Similar peculiarities exist in other quarries. 

It is therefore most important to specify that stone from any 
particular quarry should be from the best beds, and then to have 
it selected for the work im the quarry by some experienced and 
trustworthy man. 

The want of this precaution led to the use of inferior stone 
(though from very carefully chosen and good quarries) in the 
Houses of Parliament. 

Seasoning.—Nearly all stone is the better for being seasoned 
by exposure to the air before it is set. 

This seasoning gets rid of the moisture, sometimes called 
“quarry sap,” which is to be found in all stone when freshly 
quarried. 

Stone should, if possible, be worked at once after being 
quarried, for it is then easier to cut, but unless this mois- 
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ture is allowed to dry out before the stone is set, it is 
acted upon by frost, and thus the stone, especially if it be 
one of the softer varieties, is cracked, or, sometimes, disinte- 
grated. 

The drying process should take place gradually. If heat is 
applied too quickly, a crust is formed on the surface, while the 
interior remains damp, and subject to the attacks of frost. 

Some stones (see p. 59) which are comparatively soft when 
quarried, acquire a hard surface upon exposure to the air. 

Natural Bed.—— All stones in walls, but especially those that 
are of a laminated structure, should be placed “on their natural 
bed,’—that. is, either in the same position in which they were 
originally deposited in the quarry, or turned upside down, so that 
the layers are parallel to their original position, but inverted. If 
they are placed with the layers parallel to the face of the wall, the 
effect of the wet and frost will be to scale off the face layer by 
layer, and the stone will be rapidly destroyed. 

In arches, such stones should be placed with the natural bed 
as nearly as possible at right angles to the thrust upon the stone, 
—that is, with the “grain” or lamine parallel to the centre lines 
of the arch stones, and perpendicular to the face of the arch. 

In cornices with undercut mouldings the natural bed is placed 
vertically and at right angles to the face, for if placed horizon- 
tally, layers of the overhanging portion would be liable to drop off. 
There are, in elaborate work, other exceptions to the general rule. 

It must be remembered that the beds are sometimes tilted by 
upheaval subsequent to their deposition, and that it is the original 
position in which the stone was deposited that must be ascer- 
tained. 

The natural bed is easily seen in some descriptions of stone by 
the position of imbedded shells, which were of course originally 
deposited horizontally. In others it can only be traced by thin 
streaks of vegetable matter, or by traces of lamin, which gener- 
ally show out more distictly if the stone is wetted. 

In other cases, again, the stone shows no signs of stratification. 
and the natural bed cannot be detected by the eye. 

A good mason can, however, generally tell the natural bed of 
the stone by the “feel” of the grain in working the surface. 

A stone placed upon its proper natural bed is able to bear a 
much greater compression than if the lamine are at right angles 
to the bed joints. 
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Sir William Fairbairn found by experiment that stones placed 
with their strata vertical bore only $ the crushing stress which 
was undergone by similar stones on their natural bed." 

Agents which destroy Stones.—The two principal classes of 
agents which destroy stone have already been described. 

They are—Chemical agents, consisting of acids, etc., in the 
atmosphere; and Mechanical agents, such as wind, dust, rain, 
frost, running water, force of the sea, etc. 

There are other enemies to the durability of stones, which may 
just be glanced at, viz.— 


Lichens. 
Worms or Molluscs. 


LicHEens.—In the country lichens and other vegetable substances collect 
and grow upon the faces of stones. 

These are in many cases a protection from the weather, and tend to increase 
the durability of the stone. The fine rootlets spread themselves over the 
surface and into the interstices, covering the face from the action of wind and 
weather. 

In the case of limestones, however, the lichens sometimes do more harm 
than good, for they give out carbonic acid, which is dissolved in rain water, 
and then attacks the carhonate of lime in the stone. 

Mo.u.uscs.—The Pholas dactylus is a boring mollusc found in sea water, 
which attacks limestone, hard and soft argillaceous shales, clay, and sandstones. 
It also attacks wood, but granite has been found to resist it successfully. 

These animals make a number of vertical holes close together, so that they 
weaken and eventually destroy the stone. 

By some it is supposed that they secrete a corrosive juice,” which dissolves 
the stone ; others consider that the boring is mechanically done by the tough 
front of the shell covering the Pholas.? These animals are generally small, 
but sometimes attain a length of five inches—the softer the rock the bigger 
they become. The shale beds, on which was founded the quay wall at Kirk- 
caldy, were so perforated by Pholades that they crushed under the superin- 
cumbent pressure, and a settlement resulted.* 

The most notable instance of injury done by Pholades is at Plymouth break- 
water, where, in consequence of their attacks, the limestone blocks had to be 
replaced by granite.* 

The Saztcava is another small mollusc, found in the crevices of rocks and 
corals, or burrowing in limestone, the holes being sometimes six inches deep. 
It has been known to bore the cement stone (clay-ironstone) at Harwich, 
the Kentish Rag at Folkestone, and the Portland stone used at Plymouth 
breakwater. 


1 Rankine, Civil Engineering. 
2 Hartwig’s The Sea and its Living Wonders. 
3 Woodward’s Recent and Fossil Shells. 
4 Stevenson On Harbours. 
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EXAMINATION OF STONE. 


Speaking generally, in comparing stones of the same class, the 
least porous, most dense, and strongest, will be the most durable 
in atmospheres which have no special tendency to attack the con- 
stituents of the stone. 

Fracture.—A recent fracture, when examined through a powerful mag- 
nifying glass, should be bright, clean, and sharp, with the grains well cemented 
together. A dull, earthy appearance betokens a stone likely to decay. 

Tests.—In examining a stone it may be subjected to various tests, some of 
which afford a certain amount of information as to its characteristics. 

Resistance to Crushing.—The strength of the stone as regards resisting com- 
pression may be ascertained by crushing specimens of suitable form (see 
pp. 81-84). 

This is not a very important test, for the reasons given at page 6, but some 
authorities consider that it affords an idea of the powers of the stone with 
regard to resisting frost. 

Absorption— A more important guide to the relative qualities of different 
stones is obtained by immersing them for twenty-four hours, and noting the 
weight of water they absorb, The best stones, as a rule, absorb the smallest 
amount of water. 

The Table at p. 85 shows the amount of water absorbed in twenty-four 
hours by several of the most important English stones, some known to be 
durable, and others the reverse. This will afford a useful guide in judging of 
the quality of any new stone after ascertaining its powers of absorption. 

Brard’s Test—Small pieces of the stone are immersed in a concentrated 
boiling solution of sulphate of soda (Glauber’s salts), and then hung up for a 
few days in the air. 

The salt crystallises in the pores of the stone, sometimes forcing off bits 
from the corners and arrises, and occasionally detaching larger fragments. 

The stone is weighed before and after submitting it to the test. The dif- 
ference of weight gives the amount detached by disintegration, The greater 
this is, the worse is the quality of the stone. 

The action of the salt was supposed at one time to be similar to that of 
frost, but Mr, C. H. Smith has pointed out that it is essentially different, inas- 
much as water expands in the pores as it freezes, but the salt does not expand 
as it crystallises. 

Acid Test.— Simply soaking a stone for some days in dilute solutions con- 
taining 1 per cent of sulphuric acid and of hydrochloric acid, will afford a 
rough idea as to whether it will stand a town atmosphere. 

A drop or two of acid on the surface of the stone will create an intense 
effervescence if there is a large proportion present of carbonate of lime or 
carbonate of magnesia. 

Mr, ©. H. Smith’s Test was proposed for magnesian limestone, but is useful 
for any stone in determining whether it contains much earthy or mineral 
matter easy of solution. 

“ Break off a few chippings about the size of a shilling with a chisel and a 
smart blow from a hammer ; put them into a glass about one-third full of 
clear water ; let them remain undisturbed at least half an hour. The water 
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and specimens together should then be agitated by giving the glass a circular 
motion with the hand. If the stone be highly crystalline, and the partides 
well cemented together, the water will remain clear and transparent, bui if 
the specimens contain uncrystallised earthy powder, the water will presen: a 
turbid or milky appearance in proportion to the quantity of loose matter con- 
tained in the stone. The stone should be damp, almost wet, when the fng- 
ments are chipped off.” 

The best way of carrying out this test is to pulverise the stone and then 
treat it as above described. The heavy particles will sink to the bottom ad 
the earthy turbid matter will settle more slowly. 


Practical Way of ascertaining Weathering Qualities.—'The 
durability of a stone to be obtained from an old established 
quarry may generally be ascertained by examining buildings in 
the neighbourhood of the quarry in which the stone has been used 


If the stone has good weathering qualities, the faces of the blocks, even in 
very old buildings, will exhibit no signs of decay ; but, on the contrary, the 
marks of the tools with which they were worked should be distinctly visikle. 

Exposed cliffs or portions of old quarries, or detached stones from ihe 
quarry, which may be lying close at hand, should also be examined, to see 
how the stone has weathered. 

In both cases care should be taken to ascertain from what stratum or hed 
in the quarry, the stones have been obtained. 


Quarrying.—This is too large a subject to be entered upon in 
these Notes. 

It will be sufficient to remark that in quarrying stone for building purposes 
there should be as little blasting as possible, as it shakes the stone, besides 
causing considerable waste. 

Care should be taken to cut the blocks so that they can be placed in the 
work for which they are intended with their natural beds at right angles to 
the pressure that will come upon them. 

If this is not attended to, the blocks will be built in in a wrong position, 
or great waste will be incurred by converting them. 


Scientific Classification.—The different kinds of stone used 
for building and engineering works are sometimes divided into 
three classes :—1. The Siliceous. 2. The Argillaceous. 3. The Cal- 
careous ; according as flint (silica), clay (formerly called “argile ”), 
or carbonate of lime,’ forms the base or principal constituent. 


Practical Classification.—In describing the physical character- 
istics of stones, for practical purposes it will be better to classify 
them as follows :— 


1. Granites and other igneous rocks. 
2. Slates and Schists. 

3. Sandstones. 

4. Limestones. 


1 Calcium Carbonate. 
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GRANITE AND OTHER IGNEOUS ROCKS. 


Granite is, as its name implies, a stone of crystalline granular 
structure, 

True or Common Granite——There are several varieties of 
stone practically known as granite, but true granite consists of 
crystals of quartz and felspar mixed with particles of mica. 

Composition.—The quartz is a very hard glassy substance in 
grey or colourless amorphous lumps, occasionally in crystals. 

The felspar should be crystalline and lustrous, not earthy in 
appearance ; its grains are of different shapes and sizes, and their 
colour may be white, grey, yellowish pink, red, or reddish brown. 

The mica is in dark grey, black, brown, flexible, semi-transpa- 
rent glistening scales, which can easily be flaked off with a 
knife. 

Granite generally contains more felspar than quartz, and more 
quartz than mica. 

The colour of the stone depends upon that of the predominat- 
ing ingredient, felspar. 

“ An average granite may be expected to contain from two to 
three fifth parts of crystals of quartz or crystalline quartz; about 
the same, more or less, of felspar, also partly crystalline and chiefly 
in definite crystals; and the remainder (one-tenth part) of mica. 
But the mica may form two or three tenths, and the quartz three- 
fifths or more, while the proportion of the felspar, as well as the 
particular composition of the felspar, both vary extremely.” 

The durability of the granite depends upon the quantity of the 
quartz and the nature of the felspar. 

If the granite contains a large proportion of quartz, it will be 
hard to work ; but, unless the felspar is of a bad description, it will 
weather well. 

The felspars that occur most commonly in granite are potash 
felspar (orthoclase) and a lime and soda felspar (oligoclase). 

Sometimes both these varieties are found in the same stone. 

Of the two, potash felspar is more liable to decay than the 
other.” 

Mica is easily decomposed, and it is therefore a source of 
weakness. 


1 Ansted’s Practical Geology. 2 Wray. 
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If the mica or felspar contain an excess of lime, iron, or soda, 
the granite is liable to decay. 

“The quantity of iron, either as the oxide or in combination 
with sulphur, must affect the durability of granite, as well as of 
all other stone. 

“The iron can generally be seen with a good glass, and a very 
short exposure to the air, especially if assisted in dry weather by 
artificial watering (better still, if 1 per cent of nitric acid be added 
to the water), ought to expose this. 

“The bright yellow pyrites crystallised in a cubical form 
appear to do little harm. The white radiated pyrites (marcasite), 
on the contrary, decompose quickly. 

“Where the iron stains are large, uneven, and dark coloured, 
the stone may fairly be rejected, at any rate for outside work. 

“When the discoloration is of a uniform light. yellow, it is 
probable that little injury will be done to the stone in a moderate 
time, and unless appearance is a matter of great importance, such 
granite would not be rejected. 

“Jn the red granites, the discoloration from iron does not 
show so easily, but still sufficiently to guide the engineer if bad 
enough to cause rejection.” ! 

The quality of granite for building purposes depends upon 
its durability, and upon the size of the grains. The smaller these 
are, the better can the granite be worked, and the more evenly 
will it wear. 

“In using granite for ornamental purposes, the coarser-grained 
stones should be placed at a distance from the eye, the finer- 
grained stones where they can be easily inspected. Without 
attention to this point, very little better effect is produced than 
by a stone of uniform colour.” * 

Syenite and Syenitic Granite are generally included by the 
engineer and builder under the general term granite. 

True Syenite consists of erystals of quartz, felspar, and horn- 
blende, the latter constituent taking the place of mica in ordi- 
nary granite. It derives its name from the granite of Syene, in 
Upper Egypt, though it has been shown that the latter is really 
a syenitic granite of the composition mentioned below. 

Syenitie Granite consists of quartz, felspar, mica, and horn- 
blende, the last-named constituent being added to those of oradi- 
nary granite. 

1 Wray. 
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Characteristics.—The syenites and syenitic granites are gener- 
ally of darker colour than ordinary granite, caused by the grains 
of hornblende. 

“The syenitic granites are on the whole tougher and more 
compact than the ordinary granites, take on a fine polish, and are 
exceedingly durable. 

“They occur less abundantly in nature; but their rarer use 
most frequently arises from the darker tints imparted to them by 
the hornblende.” ! 

The following varieties of granite may be briefly noticed, 
thuugh they are of no great importance in connection with build- 
ing and engineering works :— 


TALCOSE GRANITE contains, in addition to the ingredients of common 
granite, talc, a material which scales off in thin flakes, having a whitish 
colour and unctuous feel. 

Such granites are said not to weather well. 

PROTOGENE contains tale instead of mica. 

CHLoRITIC GRANITE contains chlorite, an olive-green mineral, generally 
granular, and of a pearly lustre. 

SCHORLACEOUS GRANITE contains pieces of schorl, “a black, hard, brittle, 
mineral crystallised in masses or long crystals, sometimes columnar, and 
radiating from a centre.” ? 

GRAPHIC GRANITE is composed of long parallel prisms of quartz and 


felspar, the ends of which when broken across look like the letters of cunei- 
form inscriptions, 


This granite contains very little mica, and is not much used for building 
purposes. 


PORPHYRITIC GRANITE is the name given to those varieties in which large, 


distinct, independent crystals of felspar occur at random interspersed through 
the mass. 


These crystals are sometimes called “ horse’s teeth.” 


Quarrying and Dressing.—Granite is quarried either by 
wedging or by blasting. The former process is generally re- 
served for large blocks, and the latter for smaller pieces and road- 
metal. 

It is better to have the blocks cut to the desired forms in the 
quarries ; first because it is easier to square and dress the stone 
while it contains the moisture of the ground or “ quarry-sap ;” 
also because the local men, being accustomed to the stone, are 
able to dress it better and more economically, and part of the 
work can be done by machinery, generally to be found at the 
principal quarries. Moreover, the bulk of the stones being 
reduced by dressing, the cost of carriage is saved, without much 


1 Page's Practical Geology. 2 Wray On Stone. 
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danger of injuring the arrises in transit, as the stone is very 
hard. 

Uses to which Granite is applied.—Granite is used chefly 
for heavy engineering works, such as bridges, piers, docks, light- 
houses, and breakwaters, where weight and durability are re- 
quired. It is also used especially for parts of structures ex- 
posed to blows or continued wear, such as copings of dozks, 
paving, etc. The harder varieties make capital road metal. 

In a granite neighbourhood the stone is used for ordinary 
buildings; but it is generally too expensive in first cost, trans- 
port, and working, and is therefore reserved for ornamental ‘ea- 
tures, such as polished columns, pilasters, heavy plinths, etc. 

The granular structure and extreme hardness of granite render 
it ill adapted for fine carving, and its surface is entirely destroyed 
by the effects of fire. 


Varieties in Common Use.—Granite is found in Aberdeenshire, Kirk- 
cudbrightshire, Argyleshire, and the Islands of Mull and Arran. Also 
in Cornwall, Devonshire, Leicestershire, Cumberland, and the islands of 
Guernsey and Jersey. The Irish granites occur chiefly in the counties of 
Wicklow, Wexford, Donegal, and Down. 

The Scorch GRANITES are most esteemed for beauty and for durable 
qualities, especially those from the two great districts of Aberdeen and 
Peterhead—the stone from the former is generally grey, and that from the 
latter red. 

The other best known varieties of Scotch granites are those from Rubisdaw, 
Storling Hall, Dalbeattie, Ross of Mull, Kemnay, Kintore, Cruden, ete. 

The CorNISH AND DEVONSHIRE granites, sometimes called moorstones, 
have not so high a character. They contain a large proportion of felspar, 
which in some cases weathers very badly. The potash felspar of these 
granites, when decomposed, turns into Kaolin or porcelain clay. 

The LEICESTERSHIRE GRANITES are, generally speaking, syenites—very hard 
and tough, difficult to dress, and therefore not much used for building pur- 
poses. They are well adapted for paving sets, and make capital road metal. 

JERSEY AND GUERNSEY GRANITE is also syenitic. It is a good weathering 
stone, very hard, durable, used for paving purposes, but rather apt to become 
slippery. 

The Iris GRANITES are very numerous. Grey varieties are obtained 
from Wicklow and Dublin. Those of a reddish tint from Galway. A good 
bluish grey granite comes from Castle Welland, County Down ; Counties 
Donegal and Mayo produce good red granites. Several colours and varieties 
come from Carlow. Newry supplies a greenish syenite.! 

FoREIGN GRaANITES. Large quantities of imported granite are used in this 
country both for heavy engineering works and paving, etc., much of which 
is quarried in Norway. No details of localities can here be given, but 
amongst other Scandinavian Quarries may be mentioned that of Fredriks- 
hald, Idefiord. 


1 Wilkinson’s Practical Geology of Ireland. 
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The following Tables give a list of some of the principal 
GRANITE QUARRIES in Great Britain and Ireland. In these and 
the following Tables of Sandstones and Limestones, the names of 
certain quarries have been retained, where their connection with 
well-known works or buildings appeared to render such a course 
desirable, although their names may not appear in the latest 


official List of Quarries in the United Kingdom of Great Britain and 
Ireland and the Isle of Man. 
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NOTES ON BUILDING CONSTRUCTION, 


Igneous Rocks other than Granite.—There are several rocks 
which more or less resemble the granite in their characteristics, 
and are generally associated with it in the classification of build- 
ing stones. 

These rocks are, however, seldom used for building or engi- 
neering works, except in the immediate neighbourhood of the 
place where they are found. 


The Porphyries “ generally occur as dykes and eruptive masses intersecting 
the older schists and slabs, and are usually much fissured and jointed, and 
for this reason incapable of being raised in massive monoliths like the 
granite.” ? 

There are two principal varieties found in Great Britain. Each consists of 
a general mass or base, through which are scattered crystals varying in size 
from small grains to # inch in length. The stone breaks with a smooth 
surface and conchoidal fracture. 

Felstone Porphyry consists of a base, which is an intimate mixture of 
quartz and orthoclase, known as Felsite, with independent crystals of fel- 
spar. ; 

Quartetferous Porphyry has a base consisting of a granular crystalline com- 
pound of quartz and felspar, with individual crystals of felspar and quartz.1 

Characteristics— Both varieties appear in many tints—red, flesh-coloured, 
fawn-coloured, black, bluish-black, and bluish-green ; and both varieties may 
contain, in subordinate quantities, other crystals than those enumerated 
above.” 

“Incapable of being raised in large blocks, they are polished only for 
minor ornaments ; their principal use in Britain being for causeway-stones 
and road metal, for which their hardness and toughness render them specially 
suitable. 

“Though chiefly used for road material, in some districts they are em- 
ployed in the building of country mansions, farm sheds, and walls ; and when 
properly dressed and coursed make a very fair structure (especially the fawn- 
coloured sorts), and are perfectly indestructible.”? 

Some of the darker varieties are too sombre for building purposes, except 
when used for ornamental purposes to relieve surfaces of lighter stone. 

Evan (a term originally peculiar to Cornwall and Devon) is found in 
dykes or veins traversing the granite or slate; the dykes varying in width 
from a few feet to 300 or 400. 

It usually differs from granite in the absence of mica and in the fineness 
of its grain. It sometimes contains schist. 

“Tt is much used as a building stone in Cornwall, and is found to be very 
durable,’ ® also as road material in competition with Guernsey granite, 

Stone locally known as Elvan is also met with in County Wexford. 

GNEISS is composed of the same constituents as granite, but the mica is 
more in layers, and the rock has therefore a stratified appearance. 

The rock splits along the layers with facility, and breaks out in slabs from 
a few inches to a foot in thickness. 

? Quartz porphyry is quarried in Carnarvonshire, at Llanbedrog, Trefor, Nevin, 
and Portnant. 2 Page. 3 Wray. 
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It is used both as a building material in the bodies of walls (with dressinga 
of brick, or more easily dressed stone) and for flagging! 

Mica Scuist, sometimes called Mica Slate, is composed chiefly of mica 
and quartz in thin layers: the mica sometimes appears to constitute the 
whole mass. 

Its colour is grey or silvery grey, and it has a shining surface, owing to the 
quantity of mica present. 

It breaks out in thin even slabs, and the more compact varieties are used 
for flagging, door and hearth stones, and furnace linings.} 

HorNnBLENDE Scuist, or Hornblende Slate, is usually black, composed 
principally of hornblende, with a variable quantity of felspar, and sometimes 
grains of quartz. 

It resembles mica schist, but has not so glistening a lustre, and seldom 
breaks into thin slabs. It is tougher than mica schist, and is an excellent 
material for flagging. 


Trap RocKks.—Greenstone, also called Trap or Whinstone, is a 
mixture of felspar and hornblende. 

It has sometimes a granular crystalline structure, and at other 
times it is very compact without apparent grains. 

It is generally of a greenish colour, but varies in tint from 
light-greenish grey to greenish-black or black. 

It is extremely hard and tough, and makes capital road 
metal—is very often split up by joints, so that it is well suited 
for paving setts, but not for large blocks. Its colour is too 
sombre for the walls of houses. 

Some of the stratified varieties are dangerous as_ building 
stones, being liable to decomposition on exposure to the weather, 
even where there is no frost. 


Varieties in Common Use.— Penmaenmavr Stone from N. Walesis largely 
used throughout the country for paving setts. It is very easily split by cutting 
a fine line with an axe in the direction required, and then giving the stone 
a few smart taps with a hammer.? Quarries, Penmaenmawr and Darbishire’s. 

Bardon Hill Stone from Leicestershire is also much used for road metal in 
the central counties. 

Stone of this description is also found in Cornwall, near Edinburgh, in 
Argyleshire, at Carlin Knowse and other places in Fifeshire, and also in 
County Wexford. 

Whinstone is found in Wigtownshire, near Selkirk, in Kincardineshire, near 
Haddington, near Edinburgh, at Falkirk, in Perthshire, Fifeshire, Inverness- 
shire, Ross-shire, and other places in Scotland. 


Basaur resembles greenstone, but is composed of lime felspar, 
augite,? olivine, and titano-ferrite.* 
1 Dana and Wray. 2 Seddon. 


8 Black and greenish-black crystals of anhydrous silicate of magnesia 
4 Titanic iron. 
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It occurs in dykes or sheets penetrating or lying between 
older rocks, or upon the surface, and is sometimes stratified, some- 
times columnar. 

“Tt varies in colour from greyish to black. In the lighter 
coloured felspar predominates ; in the darker iron or a ferruginous 
augite.”! It is often of a dark green. 

This stone affords a great resistance to crushing, and is 
eminently adapted for paving curbs, etc. 

Rowley Rag is a basalt found in Staffordshire, and used for road material, 
paving sets, and also for making artificial stone. 


This material is found also in the counties of Armagh, Antrim, and Lon- 
donderry. 


SLATES AND SCHISTS. 


Cuay SutatE—The ordinary slate used for roofing and other 
purposes is an argillaceous rock, compact and fine grained. It 
was originally a sedimentary rock, but it will no longer divide 
along the planes of bedding, but splits readily along planes called 
“planes of slaty cleavage.” 

This facility of cleavage is one of the most valuable character- 
istics that slate possesses, as it enables masses to be split into 


thin sheets, whose surfaces are so smooth that they lie close 
together, thus forming a light and impervious roof covering. 

These planes of cleavage are caused by intense lateral pres- 
sure. 


Planes of cleavage are either coincident with the layers of deposit or lie at 
angles with them. When they are in the same plane, or nearly so, the rock 
is converted into slabs for paving ; or planed, if it is soft enough, and made 
into cisterns, etc. The reason that it cannot be made into roofing slates is 
that the lamina of the bedding and the lines of cleavage run into each other 
and render the surface rough and uneven. 

There is another line of imperfect cleavage, which will yield to the chisel. 
Along this line the blocks of slate are split up longitudinally. It is along 
this line that fracture occurs when a slate is accidentally broken. The split 
along this line is called by quarrymen the “ Plerry.” 

Quarrying.—The rock is worked in “Floors,” or tunnels one above 
another. 

Powder is used to detach the blocks, which are plerried into widths suit- 
able for making the best-sized slates ; then split into thicknesses of about three 
inches ; cut by circular saws into suitable lengths; split by skilful hands 
with the aid of thin inch chisels ; and squared, either by machinery or by 
hand. 


1 Dana’s Mineralogy. 
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Cambrian slates are not sawn, because natural joints occur at distances 
about equal to the length of the slates. They are generally squared by hand. 

Slate rock becomes more compact and the blocks are generally larger and 
more valuable the deeper they are from the surface ; but the rule does not 
always hold good, and there is apparently a limit to it. The blocks are split 
more easily when fresh from the quarry. 


CHARACTERISTICS OF SLATES. 


Hardness and Toughness.—A good slate should be both hard 
and tough. 

If it is too soft it will absorb moisture, the nail holes will be- 
come enlarged, and the slate will be loose. 

If it be brittle it will fly to pieces in the process of squaring 
and holing, or at any rate will break on the roof if any one walks 
over it, which is often necessary when the roof is being repaired. 

A good slate should give out a sharp metallic ring when struck 
with the knuckles—it should not splinter under the slater’s zax 
—should be easily “holed” without danger of fracture, and 
should not be tender or friable at the edges. 

Colour.—The colour is not much guide to the quality of a 
slate. Some people think, however, that the black varieties 
absorb moisture, and decay. 

The colours of slates vary greatly. Those most frequently met 
with are dark blue, bluish-black, purple, grey, and green. 

Red, and even cream-coloured slates have been found. 

Some slates are marked with bands or patches of a different 
colour—eg., dark purple slates often have large spots of light 
green upon them. ‘These are generally considered not to injure 
the durability of the slate, but they lower its quality by spoiling 
its appearance. 

Absorption.—A good slate should not absorb water to any 
perceptible extent. 

The amount of absorption may be ascertained by the test given 
at page 28. 

Grain.—A good slate should have a very fine grain. 

The grain of the rock is easily seen, and the slates are cut so 
that the grain is in the direction of their length, in order that if 
a slate breaks when on the roof it will not become detached, but 
will divide into longitudinal pieces, which will still be held by 
the nails. 
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Veins are dark marks running through some slates. They are 
always objectionable, but particularly when they run in the direc- 
tion of the length of the slate, for it will be very liable to split 
along the vein. 

Pyrites.—Crystals of iron pyrites are often found in slates, 
especially in those from Scotland, etc. 

They are often considered objectionable. It should, however, be 
borne in mind that there are two varieties of pyrites, of the same 
chemical composition but of different crystalline form, and very 
different in their resistance to atmospheric influence. 

Ordinary Iron Pyrites, consisting of yellow brassy crystals, 
generally cubical, weathers well. The crystals have been found 
pertectly bright and firm in their places in roofs 100 years old, 
even in the atmosphere of Glasgow. 

White Iron Pyrites (or marcasite), on the other hand, is easily 
decomposed, and slates containing it ought to be rejected. This 
form of pyrites is generally dull and oe in lustre, and is 
therefore not easily seen. 

Sizes.—The slates sent to the marl leet are squared in the 
quarry—sometimes roughly by hand, sometimes by machinery— 
to certain sizes, which are distinguished by different names,’ as 
shown in the following Table. 

In buying and selling slates in this country, a “thousand” is 
generally understood to mean 1200 or 1260. 

The Table shows the weight of 1200 slates of each descrip- 
tion; it also shows the number of yards covered per “ thousand ” 
of 1200 slates, and the cost per square. 

Strength.—The crushing strength of some British and 
American slates is given in the Table of Building Stones, p. 81. 
The transverse strength of a specimen of Monson (U.S.) slate 
tested at Watertown Arsenal was found to give a modulus of 
rupture of 7671 lbs. per square inch, and a shearing strength of 
2192 lbs. per square inch. Compare also the moduli of rupture 
for Building Stones, p. 84, and for Brick, p. 121 


‘ These names are used in the building trade, but not much in the quarries, 
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The following Table of the Different SLATEs in use has been taken from the list of the 
Oakeley Slate Quarries Company. The prices were those current in January 1904, 
but vary of course according to the state of the market. 


| | { | 
First MEDIUM SECOND THIRD fa 
QUALITY. | QUALITY. QuaLity.| , | QuaLITyY. | wi or nes 
NAMES. Sizes. | -| Sizes. iS para inch dea all 
|Computed |Computed Computed) @ |Computed! cover, about 
| Weight. | Weight. Weight. Weight. | é 
GES Cy Gs: We Den: Lost Cade Me feckiqe 
Hmpresses').. . |. 26 x 16) 4 00 4 00 aS ; A a 170 Sq. Yds. 
Small Empresses. 26 x 15 3 15 0 38150 Ps a5 160 = do. 
Princesses . . . 24 x 14] 8 50 BOO Oaw oa deer. O 86: dos 
Duchesses . . . Q4e TD | 2150, 2°15°0 Das aE 3 10 0 116 «do 
Small Duchesses. 22 x 12 210 0 2 1OV OOo) SeEBE he 8i51b).O 105 do 
Marchionesses . DOS Sallie? eo 0) ZV Oe On Oi xe tibales BE LOnO aS 97 do 
Countesses. . . 20 x 10 1150 1150 20 x 10 2° 7.2 20; 2100 78 do 
Wide Viscountesses| 18 x 10} 1122 1 12.2 HS COs th! DADs. aS 69 do 
Viscountesses. . TBE es Obed Te D Petes ke ee ron od ea Buk 2) O20 62 do 
Wide Ladies . . MCG ea gee Nes iene Ue ty (9 Phe 2 NGS OU Shee ; 60 do 
Broad Ladies . . Gi 9 1 50 Ee Du Or sls Oy pk shares 54 do 
Long Ladies . . | 163 x 8§| 1 50 Ls de 0) HOR xe Oa bale, 2e Oe | Pep: Ons 525) do 
badtesin fees TUS Secioepts elisa a2) D2 Oe Oe OG! iS. dinlO 0) 48 do 
Wide Headers. . 14 x 12 1100 Le LORO | Nie Ke 117 2 a wy 60 do. 
Hled@ersye eisai 5 TAS edo es 1075: 0 Pero OW tA LO) dro eve | Adele lee 20 50 do. 
Small Headers . ils kappa (0) De 2i-8 EN ge its U3 Veg Catal NO Hoa ani as a 46 do. 
Small Ladies . . DA Sere Sas Wee O30 Be sOn Or | Alaa xe 8 ha be be Oe e182 2020 40 do. 
Narrow Ladies . 14x Tele Onde 2 (0 aa a a WS ha agg Ren) 3) Es a 86 do 
Doublesi.)). 3. 1B De NE 01520 (0 Fd ah 0 aad NS tps yd Nt bs a0) (0) BY) BOs, 
Wide Doubles. . TQS See Si Onde d Ci Oe Re eres clean OeO 82 do 
Small Doubles. DK) 56 0 14 0 0140 sh { BS | 25... do 
SIMGHCS shee uO Ce Ory On De 0150 26 «do 
{ 


HEXAGON, GOTHIC, DIAMOND, ROUND, OR OTHER Fancy Suiatres made to order in First Quality 
only. 

QuEENS—First Quality.—24, 26, 28, 30, 32, and 34 inches long and various breadths, assorted as 
made, without specifying quantities of each, at per ton of 20 cwt. of 112 lbs., 90s. and 


upwards. 
Medium Quality.—As above, 75s. and upwards. 
Second Quality.— Do. 60s. do. 


The weights given are for Portmadoc slates. Slates from Bangor and Penrhyn are somewhat 
heavier, and Westmoreland slates heavier still. 

Rags vary in size, but average 36x24 inches. Imperials 30x24 inches. Queens, Rags, and 
imperials are sold by weight. 


THE FOLLOWING PRICES ARE FOR THE BEST (OAKELEY COMPANY’S) 
PORTMADOC SLATING. 


e SLATING PER SQ. 24 IN. LAP LABOUR AND NAILS. Sree 
NAMES. aE eS rade nme |e PR CRN RTT Sa Ti RELAY. 
Zine nails. |Copper nails. Zine. Copper. 
Sse sds £28; dy Seedy Sexiedy Son side 
Ladies . Ue ae Loe O Srive LOGEC T2E2Q) 
Countesses Be Sets arin icy oe 0) Deo Oren Gla 8 0 TREO 
DMchessesiic ce a eae ee eG 2250570 6 0 Sa56 1026 
Queens or Rags . 210% <0: 2 12) 36 10 0 12 6 15-0 
Inaperials . A100 2a 6 10 0 12 6 15 0 
Westmoreland ee. A Beh) 135.26 16i2:6 18 6 
HurekaGreen<- 2) 24S 6 2105-0 pie @ 9 6 12526 
Permanent Green . . .{| 1418 6 Dees 0) a0) 9 6 1246 
Whitland Abbey PR Nee) Dy eee) eoO 9:6 12:6 
ease ts 


Tif 3 inches lap, extra per square, 1s. 6d. 

William’s patent slate ridge and hips, with 2 inch circular roll and flat sides, per foot run, Is. 6d. 
Robinson’s ditto, 10d. ; do, 14 inch 1s. ; do, 3 inch roll 1s. 4d. 

Hips and ridges without roll, 14 inches girt ditto, 8d. 

Wor fixing with white lead and copper screws, 4d. 

1. inch, 14 inch, and 1} inch copper nails per lb., 10d. 
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Quality—The market qualities of slates are classed in the 
quarries according to their straightness, smoothness of surface, fairc 
even thickness, and in the Cambrian quarries according to the 
presence or absence of discoloration. 

Slates are generally divided into 1st and 2d qualities; in some: 
cases a “medium quality” is quoted. 

All slates for good work should be hard, tough, non-absorbent,, 
of uniform colour, free from patches, from veins, iron, cross-- 
grain, and with smooth and even surfaces. 

Thickness.—The thickness increases with the area of the slate,, 
and the rule for the proportionate thickness varies in differentt 
quarries but for Welsh slates is somewhat as follows :—' 


THICKNESS. 
1st Quality. 2d Quality. 
Duchesses and Marchionesses . : 3 ts inch =; inch. 
Countesses and large Ladies . é : Se aoe 
Doubles ; : i : : : eae es ts 


The best qualities of Welsh slates generally split easily intw 
even sheets with smooth surfaces, and holding their thicknesss 
close up to their edges, even after being squared. 

Irish and Scotch slates are often of very uneven thickness,, 
being thicker in the middle than near the edges, and very muchi 
stouter and more substantial than Welsh slates of the same area... 

Slates are sometimes split too thin, so that they are not strong: 
enough for roofing purposes. The Ffestiniog quarries have pro-- 
duced (for exhibition as specimens of perfection of cleavage) slatess 
5 feet to 10 feet long, 6 inches to 12 inches broad, only + inch 
thick.” 

Tests.—The following rough tests are generally recommended,, 
but they are not of a practical character, nor can they be relied 
upon. Experience is required to judge of a slate by the eye. 


1, Weigh the slate carefully when dry, steep it in water for 24 hours, runo 
the water off, and weigh again—any difference of weight will show thee 
amount of absorption. 

2. Stand the slate in water up to half its height—if it be of bad qualityy 
the water will rise in the upper half, but in a good slate no sign of moisturee 
will be seen above the water-line,* 

3. Breathe on the slate. Ifa clayey odour be strongly emitted it may bee 
inferred that the slate will not “ weather.” * 


id 


1 Wray, 4 Dempsey. 
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Slate Slabs.—LBesides the small thin slates used for roofing, large and 
tthick slabs, and even blocks of slate, are quarried out and used for many 
purposes connected with building and engineering works. 

Slate in these forms is particularly useful on account of its strength. 
“<The strength of slate 1 inch thick is considered equal to that of Portland 
sstone 5 inches thick,”? and “its resistance to shearing is said to be greater 
tthan that of any other stone.” ? 

Slate slabs are easily obtained of any length under 6 or even 8 feet, and 
containing from 10 to 30 superficial feet. 

Their thickness ranges from 1 inch to 3 inches. 

Larger slabs may be obtained by paying extra, The Exhibition of 1862 
csontained one sent by the Llangollen Slate Company which measured 
20 x 10 feet, and weighed 44 tons ; also several from the Ffestiniog quarries 
of the Welsh Slate Company averaging 14 feet by 7 or 8 feet.’ 

They may be procured either self-faced—that is, as they are split from the 
tolocks—rough sawn, quarry planed, or polished. 

The edges are sawn square, planed, filed, or rounded. 

Such slabs may be fitted with great accuracy, and are used for cisterns, 
wrinals, troughs, mantelpieces, baths, window and door-sills, skirtings, floor- 
iing, wine-bins, steps, landings, etc. 

Slate Blocks, containing as much as 2 or 3 cubic feet, can easily be 
cobtained. 

In Wales and other slate districts they are sometimes used for the walls of 
tbuildings, and slate in scantlings is substituted for much of the wood work, 
ee.g., in door and window frames, 

Slate is also sent out from the quarries in the form of steps, sills, etc. 

The same material is used for making ridge rolls of different patterns for 
rroofs, dowels for heavy masonry, etc. etc. 

Enamelled Slate is prepared by painting slate slabs, baking them, colour- 
iing to pattern, covering them with a coating of enamel, rebaked and rubbed 
édown several times alternately, and then polished. 

It is often made to represent different varieties of marble, and is much in 
rrequest for chimney-pieces and other purposes for which marble is used, also 
ffor sanitary purposes. 


Varieties in use.—There are many slate quarries throughout 
(Great Britain and Ireland, on the Continent, also in Canada and 
tthe United States. 

Some American slates have been imported during late years, 
but the great bulk of the slates used for building are from home 
cquarries. 


WetsH Suates.—The finest slates found in the United Kingdom come 
ffrom Wales. 


1 Papworth, 657. 2 Wray. 
3 Hunt’s Handbook, Exhibition 1862. 
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The slates from the Silurian formations of Merionethshire, Montgomery. 
shire, etc., are generally of a blue or grey colour, and of beautiful cleavage, 
splitting very thin, and sawn square by machinery. The best-known quarries 
are those in the Ffestiniog district, such as the Oakeley, Llechwedd, Maen- 
offeren, Votty, New Welsh Slate Mines, and others. 

The slates of the Cambrian formation in Carnarvonshire are of varied 
colours—blue, purple, green, and dark grey. They are more siliceous than 
the Lower Silurian slates, and not so easily cleaved. They are therefore 
thicker and heavier, but they are very hard and ring well when struck. 
Their edges are not sawn, for the reasons given above. The best-known 
quarries are those of Penrhyn and Dinorwic. 

Many of the quarries produce also slabs of first rate quality. 

EnGLisH SuartEs are generally thicker and coarser than those from Wales— 
hard, tough, and very durable. The best known are the green slates from 
Westmoreland and Lancashire, and the slabs from Delabole in Cornwall. 

Scorcu Suarss are also thick and coarse, and generally contain a large pro- 
portion of iron pyrites, which, however, does not interfere with their good 
weathering qualities, 

The best-known quarries are those of Ballachulish, Easdale, and Cullipool. 
They are generally blue. 

IrntsH SLATES.—Many of the best qualities resemble the Welsh varieties, 
others are thicker and coarser. 

Among the best-known Irish roofing slates are those from the Killaloe, 
Victoria, or Ormonde Quarries. Slabs of a high quality are exported from 
Valencia in county Kerry, suitable for billiard tables, creamery fittings, etc., 
together with roofing and school slates. 


d 
( 
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lps Cosy SITUATION, COUNTY. REMARKS. 
LOCALITY. 
For general remarks on the charac- | 
Welsh Slates. Parag of Welsh slates, see pp. 
ABERLLEFENNY Corris Merionethshire Slate mine. 
ALEXANDRA | Bryngwyn Carnarvonshire, 
BRAICHGOCH | Corris Merionethshire Do. 
Bryn Ecuwys Towyn | Do. Do. 
CEFN Cilgerran . | Pembrokeshire. 
CEFNDU Llanberis . | Carnarvonshire. 
CIL@wyNn Nantlle . Do. 
DINORWIC . | Llanberis . Do. 
DipHwysCasson. | Blaenau Fes- | Merionethshire Do. 
tiniog . 
DOROTHEA . Nantlle . Carnarvonshire. 
ERA : Machynlleth Montgomeryshire Do. 
GLANRAFON Glanrafon Carnarvonshire. 
GLYNRHONWY Llanberis . Do. 
LLANDILO Llandilo . | Pembrokeshire. 
LLECHWEDD Blaenau Fes- | Merionethshire Do. 
tiniog 
MAENOFFEREN Do. Do. Do. Do. 
MOELFERNA Glyndyfrdwy . Do. Do. 
Moe. Tryran Bryngwyn Carnarvonshire. 
NEw WELSH | Blaenau Fes- | Merionethshire Do. 
SLATE. : tiniog 
New VRoNHEULOG| Nantlle . | Carnarvonshire. 
OAKELEY Blaenau Fes- | Merionethshire Do. 
tiniog 
PENRHYN | Bethesda . Carnarvonshire. 
PENYRORSEDD | Nantlle : Do. 
RHIWBACH . | Blaenau _‘ Fes- Do. Do. 
tiniog 
RHOSYDD . : Do. Do. | Merionethshire. Do. 
SoutH DororueEa | Nantlle Carnarvonshire. 
TALYSARN Do. 4 : Do. 
VICTORIA . : 3ettws Garmon Do. 
Votty and Bo- | Blaenau Fes- | Merionethshire Do. 
WYDD ; : tiniog 
WHITLAND ABBEY | Danderwen . | Pembrokeshire . 
WRYSGAN . Blaenau Fes- | Merionethshire Do. 
tiniog 
WYNNE Chirk Denbighshire Do. 
nglish Slates, Putiend eign ter ee 
Q, 
ADDISTONE . Tonver: < Lancashire. ae 
APPLETHWAITE Applethwaite . | Westmoreland. 
BANNERSIDE + eeleolveri(its . | Lancashire. 
BroapD Moss | Tilberthwaite Do. 
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TABLE OF SLATE QUARRIES—Continued. 


QUARRY OR 
LOCALITY. 


SITUATION. 


COUNTY. 


English Slates— 
Continued 


BURLINGTON 
CAULDRON 
DELABOLE, OLD 
EAst CORNWALL. 
ELTERWATER 
Hoper CLose 
HoNISTER 
KIRKSTONE. 
KLONDYKE . 
LARCOMBE 
LAUNCESTON 
SLATE 
Moss Riae . 
OKEHAMPTON 
Park Woop 
Parrock END 
TILBERTHWAITE . 
TORVER 
TRACEBRIDGE 
TREBOROUGH 
TROUTBECK PARK 
YEOLMBRIDGE 


Scotch Slates. 


ABERFOYLE 
BALLACHULISH 
BALVICAR 
BELNAHUA . 
BREADALBANE 
BRECKLET 
CRAIGLEA 
CULLIPOOL . 
EASDALE 
GLENALBIN . 
Port Mary 


Irish Slates. 


BENDUFF 
DRIMOLEAGUE 
DROMASTA . 
FouRcorIL 
GARRYBEG 
laloe) 
MADRANA ; 
ORMONDE SLATE. 
VALENCIA ‘ 
VICTORIA SLATE. 


(Kil- 


| Kirkby 

| Kentmere 
| St. Teath 
| St. Neot . 
| Elterwater 


| 
mal 


| Tilberthwaite 
. | Honister . 

| Ambleside 
| Tilberthwaite 


| Moryer,. 2% 
. | Wellington 


Diptford . 


South Potherwit | 


Tilberthwaite 

Wiveliscombe . 

Kingsnympton 

Tilberthwaite 
Do. 


Treborough 


| Windermere 
Yeolmbridge 


; Aberfoyle 


Ballachulish 


| Seil Island | 
Belnahua Island | 


Luing Island 


| Ballachulish 


Logiealmond 
Luing Island 


Leap : 
Drimoleague 
Dromasta 
Clonakilty 
Nenagh 


Skibbereen 


Carrick-on-Suir 


| Valencia Island 
| Carrick-on-Suir 


REMARKS. 


| Lancashire. 
| Westmoreland. 
| Cornwall. 


Do. 


| Westmoreland. 
. | Lancashire. 


Cumberland. 


| Westmoreland. 
| Lancashire. 
| Devonshire. 


Cornwall. 


| Lancashire. 


Somersetshire. 
Devonshire. 


. | Lancashire . 


Do. 
Do. 


| Somersetshire. 


Do. 


| Westmoreland. 
. | Devonshire. 


| Perthshire. 


Argyleshire. 
Do. 
Do. 
Do. 
Do. 


| Perthshire. 
. | Argyleshire. 
| Easdale Island . Do. 

| Kilninver | 
| Luing Island 


Do. 
Do. 


| Cork. 


Do. 
Do. 
Do. 


| Tipperary. 


Cork. 


| Kilkenny. 


Kerry. 
Tipperary. 


Slate mine. 


| Slate mine. 
| Several quarries. 
| 


Do. do. 


For general remarks on the charac- 
teristics of Scotch slates, see p. 
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For general remarks on the charac- 
teristics of Irish slates, see p. 30. 
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Stone Slates——So called “slates,” being merely thin slabs of 
stone which splits into thin layers along the planes of bedding, 
are found in various parts of the country, and used for roofing 
purposes. They are tilestones rather than true slates. 

Among others may be mentioned the Collywiston and Stones- 
field “slates,” found in several quarries of the oolitic limestone 
formation, near Stamford in N. orthamptonshire, Stow-on-the-Wold 
in Gloucestershire, and at Purbeck. 

They are good non-conductors of heat, so that they keep a house cool in 
summer and warm in winter; but they are very heavy, especially when 


soaked with wet, and therefore require roofs of heavy scantlings to support 
them. 


SERPENTINE. 


Serpentine derives its name from the mottled appearance of its 
surface, which is supposed to resemble the skin of a serpent. 

Composition.—Pure serpentine is a hydrated silicate of mag- 
nesia, but it is generally found intermixed with carbonate of lime, 
with steatite or soapstone (also a silicate of magnesia), or with 
diallage, a foliated green variety of hornblende and dolomite. 

Colour.—The prevailing colour of serpentine is generally a rich 
green or red, permeated by veins of the white steatite. 

Some varieties have a base of olive-green, with bands or 
blotches of rich brownish-red or bright-red, mixed with lighter 
tints, or olive-green, with steatite veins of greenish-blue; some 
are red, studded with crystals of green diallage; some clouded, 
and some striped. 

Characteristics—Serpentine is massive or compact in texture, 
not brittle, easily worked, and capable of receiving a fine polish. 
It is so soft that it may be cut with a knife. 

It is generally obtained in blocks from 2 to 3 feet long, and 
it has been found that “the size and solidity of the blocks in- 
crease with their depth from the surface.”! 

Uses.—This stone is greatly used in superior buildings for 
decorative purposes. It is, however, adapted only for indoor 
work, as it does not weather well, especially in smoky atmo- 
spheres, for it is liable to attack by hydrochloric and sulphuric 
acids. The red varieties are said to weather better than those of 
a greenish hue, and it is stated that those varieties especially 
which contain white streaks are not fit for external work. 


’ Hunt. 
B. C.——lI D 


34 NOTES ON BUILDING CONSTRUCTION. 


It.is much used for indoor work, such as tables, shafts, pilasters, 
jambs for chimney-pieces, and ornaments of different kinds. 


Varieties in Common Use.—Enetisa.—Lizard Serpentine, from the 
Lizard promontory in Cornwall, is perhaps the best known and most exta- 
sively used in this country. 

There are three varieties of this Serpentine to be found in the locality. 

i. “The principal mass, like that of some other districts, is of a deep olive- 
green, but this is variegated by veins or bands and blotches of rich brownish- 
red or blood-red, mixed with lighter tints.” ' 

“The best places for obtaining the red-striped varieties which we heve 
seen, occur at the Balk near Landewednack, at the Signal Staff Hill mar 
Cadgwith, at Kennack Cove, and on Goonhilly Downs.” 

2, “ A variety, with an olive-green base, striped with greenish-blue steaiite 
veins, is found . . . near Trelowarren.” ” 

3. “An especially beautiful variety is found at Maen Midgee, Kerith 
Sands, in which the deep reddish-brown base is studded with crystals of 
diallage, which, when cut through and polished, shine beautifully of a 
metallic green tint in the reddish base.” 4 

Anglesea.—Greenish and reddish serpentines. are found at Llanfechell and 
Ceryg-mollion ; and a serpentinous marble at Tregola, near Llanfechell and 
near Holyhead. 

ScorcH.—Serpentine rocks occur in several localities in Scotland. 

That of Portsoy, in Banffshire, “is very rich and varied in colour. It passes 
from soft green to deep red, and is variegated with veins of white steatite.’ 

Serpentine is also found in the Ochil Hills, Aberdeenshire, at Killin in 
Perthshire, and in the Shetland Isles, where it forms the matrix of the 
chrome iron ore. 

Irtsu.—Connemara (Co. Galway) furnishes a serpentine in large blocks, 
commonly known as: Connemara Marble or “ Trish Green” marble. It is of 
two kinds. 

The first is of a deep uniform shade of dark-green, but the other is 
mottled, and made up of bands and stripes of greens of different shades, in- 
terlaced with white streaks. 

The principal quarries are near Ballinahinch, Letterfrack, and Clifden. 

ther green serpentines are found at Crohy Head, and Aughadovey in 
Donegal, and near Lough Gill in county Sligo.’ 

Anorent.—Vert Antique is a name applied to many varieties of green ser- 
pentinous rock used by, the ancient Romans. “These ornamental stones, 
exported from the ruins of buried cities, have been recut and polished, and 
are now used in the internal decorations of modern buildings.”* A detailed 
description of the different varieties will be found in Professor Hull’s Treatise 


on the Building and Ornamental Stones of Great Britain and Foreign Countries. 7 


SANDSTONES. 


Composition.—Sandstones consist generally of grains of quartz 


1 Hull’s Building and Ornamental Stones. 


9 Report on the Geology of Cornwall, Devon, and Somerset, by Sir H. de la Beche 
3 Hull. 4 Wray, 
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—ie. sand—cemented together by silica, carbonate of lime, car- 
bonate of magnesia, alumina, oxide of iron, or by mixtures of 
these substances. 

In addition to the quartz grains there are often other sub- 
stances, such as flakes of mica, fragments of limestone, argillaceous 
and carbonaceous matter, interspersed throughout the mass. 

As the grains of quartz are imperishable, the weathering 
qualities of the stone depend upon the nature of the cementing 
substance, and on its powers of resistance under the atmosphere 
to which it is exposed. 

Sometimes, however, the grains are of carbonate of lime, em- 
bedded in a siliceous cement; in this case the grains are the first 
to give way under the influence of the weather. 

Colour.—Sandstones are found in great variety of colour— 
white, yellow, grey, greenish-grey, light brown, brown, red, and 
blue of all shades, and even black.’ 

The colour is generally caused by the presence of iron. 

Thus carbonate of iron ? gives a bluish or greyish tint ; anhydrous sesqui-. 
oxide ? a red colour ; hydrated sesquioxides* gives various tints of brown or 
yellow, sometimes blue and green. In some cases the blue colour is produced 
by very finely disseminated iron pyrites, and in some by phosphate of iron. 

Classification.—The sandstones used for building are gener- 
ally classed as follows, either practically according to their phy- 
sical characteristics, or scientifically according to their geological 
position or the nature of their constituents. 

PracricaL Ciassirication.—Liver Rock is the term applied, perhaps more 
in Scotland than in England, to the best and most homogeneous stone which 
comes out in large blocks, undivided by intersecting vertical and horizontal 
joints. In Yorkshire it is known as “ Nell.” 

Flagstones are those which have a good natural cleavage, and split there- 
fore easily into the thicknesses appropriate for paving of different: kinds. 
The easy cleavage is generally caused by plates of mica in the beds. 

Tilestones are flags from thin-bedded sandstones. They are split into 
layers—sometimes by standing them on their'edges duritig frost,—and are 
much used in the North of England and in Scotland as a ‘substitute for-slates 
in covering roofs. 

Freestone is a term applied to any stone that will work freely or easily with 
the mallet and chisel—such, for example, are the softer sandstones, and some 
of the limestones, including Bath, Caen, Portland, ete. 

Grits are coarse-grained, strong, hard sandstones, deriving their name from 
the millstone grit formation in. which they are found. These stones are very 
valuable for heavy engineering works, as they can be obtained in large blocks.: 

ScIeNTIFIC CLassiFication.—The geological formations from which -the 
different varieties of sandstone are obtained are shown in the Tables, pp. 39-48. 

? Thus Mansfield stone is pale salmon colour ; Red Corsehill, a brick red ; Robin 
Hood, pale blue; Pennant, dark blue. 

2 Ferrous Carbonates 3 Ferric Oxide. * Ferrie Hydrates. 
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but any further notice of their classification from a geological point of view 
would be out of place in these Notes. With regard to their constituerts, 
they may be divided into the following classes :— 

Micaceous Sandstones are those which contain a very large proportion of 
mica, distributed over the planes of bedding, 

Calcareous Sandstones contain a large proportion of carbonate of lime. 

Felspathic Sandstones contain a large proportion of felspar, generally pro- 
duced by the disintegration of granite or other felspathic rocks. The weather- 
ing qualities of these depend upon the nature of the felspar. (See p. 13.) 

Metamorphic Sandstones are those which have been subjected to heat. They 
are too hard to work for building purposes, but are very suitable for breaking 
into road metal. 


Tests.— Fracture.—The recent fracture of a good sandstone, when ex- 
amined through a powerful magnifying glass, should be bright, clean, and 
sharp, the grains well cemented together, and toleratly uniform in size. A 
dull and earthy appearance is the sign of a stone likely to decay. 

Brard’s and Smith’s Tests—A sandstone may be subjected to Smith’s test 
or to Brard’s test, described at page 11. 

Weight and Absorption—Recent experiments “led to the conclusion that 
any sandstone weighing less than 130 lbs. per cubic foot, absorbing more than 
& per cent of its weight of water in 24 hours, and effervescing anything but 
feebly with acid, is likely to be a second-class stone, as regards durability, 
where there is frost or much acid in the air; and it may be also said that a 
first-class sandstone should hardly do more than cloud the water with Mr. 
Smith’s test.”1 


Grain.—It is generally considered that the coarse-grained 
sandstones, such as the millstone grits, are the strongest and most 
durable. This, however, seems doubtful; at any rate, some of the 
finer-grained varieties are quite strong enough for any purpose, 
and seem to weather better than the others. 

“Tt appears probable that for external purposes the finer-grained 
sandstones, laid on their natural bed, are better than those of 


coarser grain.” * 


Thickness of Layers.—In selecting sandstone for undercut 
work or for carving, care must be taken that the layers are thick ; 
and it is of course important that stones should rest in most 
cases (see p. 38, Part I.) on their natural beds. 

Uses.—The hardest and best sandstones are used for import- 
ant ashlar work ; those of the finest and closest grain for carving ; 
rougher qualities for rubble; the well-bedded varieties for flags. 

“Some of the harder sandstones are used for sets, and also 
for road metal, but they are inferior to the tougher materials, and 
roads metalled with them are muddy in wet, and very dusty in 
dry weather.” ' 

1 Wray. 
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Principal Varieties in common use.—A few of the best 
known sandstones will now be described, after which a list will] 
be given of some of the principal quarries in Great Britain and 
Ireland. 


Bramley Fall.—The original stone known under this name was a moderately 
coarse-grained sandstone of the millstone grit formation, from Bramley, near Leeds. 
It held a very high character for durability and strength. 

It was found in large blocks, and was specially suited and used for heavy engineering 
works, 

Thin stones of good quality cannot be produced from the best beds of the quarries 
without great waste. When therefore such stones are specified, they are sometimes 
supplied from the upper beds, which are of inferior quality.1 

Since the introduction of railways the original Bramley Fall quarries have almost 
ceased to be worked, but a great deal of similar stone is found to the north of Leeds, 
and is sold under the same name, which has become a generic name for the class of 
stone wherever it may be quarried. 

As a rule the stone sold under this name has considerable strength and durability, 
but in some cases an excess of grains of potash-felspar makes it weather badly. 

“Owing to its cheapness—and also to a want of knowledge that the best stone 
rises in large masses—many gentlemen specify their stones for templates, pad 
stones, bases, steps, and landings and copings to be worked out of Bramley Fall 
only 7 or 8 inches thick. This mistake has caused sume quarry men and producers 
to substitute inferior top rock for good stone, because the inferior top stone frequently 
rises in thinner lifts.” 2 

Bramley Fall stone has been used for the most massive engineering structures in 
the country. Its weathering qualities may be observed in Kirkstall Abbey, near 
Leeds, which was built with this stone in the twelfth century. 

Yorkshire Sandstones.—There are so many quarries producing stone of very 
similar quality and characteristics, classed under this head, that it would be useless 
to describe them in detail. 

These stones come chiefly from the coal measures and millstone grit series; a few 
come from the new red sandstone formation. 

In consequence of the large number of quarries in Yorkshire, the stone is commonly 
known as Yorkshire stone, but a great deal of similar stone is found in the adjacent 
counties. 

Of these stones the finer grained are suitable for building purposes, while the 
grits are more adapted for heavy engineering works. 

The sandstones from the millstone grit or coal measures are considered to offer the 
greatest resistance to injury by fire, for which reason Minera stone was selected for 
the National Safe Deposit Co.’s buildings.® 

A few of the quarries are mentioned in the Tables, pp. 89 to 48. Thereare several 
round about the principal towns. 

The best flags and landings come from near Bradford and Halifax. 

Scotgate Ash.—This stone is produced from quarries at Pateley Bridge near 
Harrogate. Used chiefly in staircase work, steps, landings, pavements, etc. 

The quarries produce landings of any size up to 150 feet superficial, steps up to 
20 feet in length, sets, paving and building stones, 

Some of the stone is white, some of a light green tint, and a bed called the 
ragstone is specially recommended by the proprietors for heavy engine bases, 
foundations, etc. 

Forest of Dean Stone.—This very useful stone is found in the coal measures 
near Lydney and Coleford in Gloucestershire, 

There are three distinct series or beds of considerable thickness. Of these the 
upper series consists of a soft, easily worked stone of various degrees of hardness, 
The second series is harder than the first, and the third harder than the second, and of 
a finer grit. Both the second and third series can be quarried in blocks of any size, 


' Mr. Trickett in Building News, 25th June 1871. 


* Mr. Trickett in Builders’ Weekly Reporter, 28d June 1875. 
Wray, 
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The first and second series are of a grey colour, the third is bluer. Sone 
of the stone has a brownish tint. 

The stone weathers well if placed upon its natural bed. Some used in ‘he 
churches of Newland, Staunton, and Mitcheldean, that has been exposed 400 
years, still retains the tool-marks as sharp as ever, but this of course was fom 
the best quarries, carefully selected. 

There are a great many quarries in the hands of different proprietors. It 
is unnecessary to give their names. 

The stone is admirably adapted for building, or for heavy engineering 
work such as bridges and docks. 

Where used.—It has been used in the construction of Cardiff, Newport, 
Gloucester, and Swansea docks; Folly Bridge, Oxford ; Cardiff Castle and 
National Provincial Bank, Marlborough ; Cardiff new Barracks ; port of Llan- 
daft; interior of St. John’s and Exeter Colleges; Taylor and Randolph’s 
buildings, Oxford ; Eastun Castle and Witley Court, Doncaster, etc. etc. 

Mansfield Stone is one of the best known and most important building 
stones in the country. 

It is a siliceous dolomite (see p. 58), and is found near Mansfield, Notting- 
hamshire, in the Permian system, between the new red sandstone and the 
carboniferous series. 

There are several beds found in the quarries, which differ considerebly 
from one another both in composition and texture. 

There are, however, two principal varieties of the stone sent into the 
market, the white and the red, both of them good for building purposes. 

Of these varieties the red is considered more durable than the white. Both 
kinds last well in a clear atmosphere. They are all admirably adapted for 
the finest ashlar work, turned columns, mouldings, carvings, ete. 

Wurre Mansristp.—There are several beds of this stone. The top bed of 
all has a coarser grain than the others, The second and third beds supply a 
very good fine-grained stone, fit for the finest ashlar work ; while the lowest 
bed is much harder than the others, and is well adapted for stairs, paving, 
landings, etc. 

Rep Mansrienp is more generally of uniform quality and appearance. The 
stones of the darkest colour are considered the best. 

This stone is quarried by wedges, without blasting. It is procurable in 
blocks weighing as much as 10 tons, and from 4 to 5 feet thick. 

It can be sawn at the quarries into blocks and slabs, or turned on a lathe 
into columns of any moderate diameter. 

Wuure usev.—Red.—Bilton House, Trafalgar Square, flagging of terrace ; 
Hyde Park, Albert Memorial, squares of flagging of terrace ; Burlington 
House, ashlars, columns, and niches ; St. Pancras Hotel and Station ; voussoirs 
>f arch in main entrance, plinth of hotel, corbels, etc. 

White-—Town-hall, Mansfield, Clumber Lodge, etc. 

Craigleith Stone is perhaps the most durable sandstone in the United 
Kingdom. It consists of quartz grains united by a siliceous cement, with 
small plates of mica. It contains 98 per cent of silica and only 1 per 
cent carbonate of lime. It is found near Edinburgh, and is used extensively 
in that city, and also exported. 


Many other sandstones of nearly equal importance to the above 
are mentioned in the following Tables :— 
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LIMESTONES. 


The term limestone is applied to any stone the greater propor- 
tion of which consists of carbonate of lime; but the members of 
the class differ greatly in chemical composition, texture, hardness, 
and other physical characteristics. 

Composition.—Chalk, Portland stone, marble, and several other 
varieties of limestone, consist of nearly pure carbonate of lime, 
though they are very dissimilar in texture, hardness, and wea- 
thering qualities. 

Other limestones, such as the dolomites, contain a very large 
proportion of carbonate of magnesia. Some contain clay, a large 
proportion of which converts them into marls, and makes them 
useless for building purposes. Many limestones contain a con- 
siderable proportion of silica, some contain iron, others bitumen. 

The carbonate of lime in stones of this class is, of course, 
hable to attack from the carbonic acid dissolved in the moisture 
of ordinary air, and is in time destroyed by the more violent acids 
and vapours generally found in the atmosphere of large towns. 

Texture.—A great deal depends therefore upon the texture of 
the stone. 

The best weathering limestones are dense, uniform, and homo- 
geneous in structure and composition, with fine even small 
grains, and of a crystalline texture. 

Some limestones consist of a mass of fossils, either entire, or 
broken up and united by cementing matter. Others are entirely 
made up of round grains of carbonate of lime, generally held 
together by cement of the same material. (See p. 56.) 

The Royal Commissioners gave a preference to limestones as a 
class, “on account of their more general uniformity of tint, their 
comparatively homogeneous structure, and the facility and economy 
of their conversion to building purposes ;’ and of this class they 
preferred “those which are most crystalline.” 

Many of the most easily worked limestones are very soft when 
first quarried, but harden upon exposure to the atmosphere. 

“This is said to arise from a slight decomposition taking place 
which will remove most of the softer particles and leave the 
hardest and most durable to act as a protection to the remainder.”’ 
By others it is attributed to the escape of the “ quarry damp.” 


1 Guide to Museum of Practical Geology, by R, Hunt, F.R.S. 
De C.——il k 
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Classification.— Limestones are classed :—1st, Scientificaly 
from a geological point of view ; or, 2d, Practically, according to 
their physical characteristics. 


ScrentiF1o CLassiFICATION.—Limestones are known as Carboniferous, las, 
etc., according to the formation from which they are obtained. These forna- 
tions are shown in the Tables, pp. 67 to 73, but they need not be further 
referred to. 

PRACTICAL CLASSIFICATION.—The terms Liver rock, Freestone, Flagstone, are 
applied to limestones in the same way as to sandstones (see p. 35). 

The difference in the physical characteristics of limestones leads to tieit 
classification by the engineer as follows :— 


Marbles. 
Compact limestones. 
Granular 
Shelly 
Magnesian 


>) 
3 


” 


These will now be described in turn. 


MARBLES. » 


Marble is the name practically given to any limestone which 
is hard and compact enough to take a fine polish. 

The name is frequently, however, erroneously applied to other 
stones, such as serpentine, merely because they are capable of 
being polished. 

Some marbles—such, for example, as those from Devonshire 
will retain their polish indoors, but lose it when exposed to the 
weather. 

Marble is found in all great limestone formations. It con- 
sists generally of pure carbonate of lime. The texture, degree of 
crystallisation, hardness, and durability, of different varieties vary 
considerably. 

Marble can generally be raised in large blocks. The hand- 
somer kinds are too expensive for use, except for chimney-pieces 
table slabs, inlaid work, etc. 

The less handsome varieties are used for building in the neigh- 
bourhood of the quarries. 

The appearance of the ornamental marbles differs greatly. 
Some are wholly of one colour, others derive their beauty from a 
mixture of accidental substances—metallic oxides, etc., which 
give them a veined or clouded appearance. Others receive a 
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varied and beautiful “figure” from shells, corals, stems of en- 
crinites, etc.. embedded in them. 

Uses.—Marble is used in connection with building chiefly for 
columns, pilasters, mantelpieces, and for decoration. 

The weight of marble makes it suitable for sea-walls, break- 
waters, etc., when it is cheaply obtainable, but some varieties are 
liable to the attacks of boring molluscs. (See p. 10.) 

In the absence of better material marble may be used for road 
metal and paving setts, but it is brittle and not adapted to with- 
stand a heavy traffic. Roads made with it are greasy in wet 
weather and dusty when dry. 


Different forms of Marble.— Lncrinal and Shell Marbles are those 
which derive their figure from embedded fossils, encrinites (resembling lily- 
shaped plants with jointed stems), or fossils of ordinary shells. 

Madrepore Marbles are made up entirely of fossil corals, 

Ancient Marbles—Many of the marbles used by the ancients, and handed 
down to us in the shape of works of art, are not now known in their natural 
state. 

Their markings and tints are frequently imitated in artificial marbles, and 
the ancient names are applied to the imitations. 


Varieties.—A good deal of the marble used in this country 
comes from the Continent. 


Of the varieties found in England, the best known are those of various 
colours from Devonshire ; black and grey marbles from Derbyshire ; the 
Purbeck marble from Dorsetshire ; Mona marble from Anglesea. 

Purbeck marble was formerly much used in churches, especially in the 
detached shafting of clustered columns in Early English thirteenth century 
work, and has also been used in modern restorations. For a fine example of 
the latter see the Chapter House, Westminster Abbey. The colour is usually, 
when polished, dark grey, the sections of shells showing up in lighter shades, 
but the tint is variable, and a reddish brown is also found. This marble is 
obtained from the Upper Purbeck series, and consists of a mass of Paludina. 
An outcrop in sharply folded beds can easily be traced at Peverel Point, near 
Swanage, and also inland in some disused quarries between Swanage and 
Corfe, on the margin of the Wealden series. 

There are many varieties in Scotland, but they are chiefly used locally, 
and burnt for lime. 

Ireland supplies marbles of all colours. Black from Galway, Kilkenny, 
and other counties ; dark grey (black birdseye) from Kilkenny ; white from 
Donegal ; red, pink, and dove from Midleton, County Cork ; Irish green 
from Connemara (a serpentine, see p. 34). 
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Compact Limestone.—Composition and Structure—Compact 
limestone consists of carbonate of lime either pure or in combina- 
tion with sand or clay. 

It is generally devoid of crystalline structure, of a dull earthy 
appearance, and of a dark blue, grey, black, or mottled colour. 

In some cases, however, it is crystalline and full of organic 
remains. It is then pcoperly known as a crystalline limestone. 

Some of the Carboniferous limestones are of the compact class, 
also the Lias limestone, which contains a considerable amount: of 
clay, and is used for making hydraulic lime; also Kentish Rag from 
the Cretaceous system, which is more fully described at page 64. 

Uses—The compact limestones are good for building purposes, 
where their dull colour and the difficulty of working them are mot 

- objections. 

They are useful for paving sets and road metal under a light 
traffic. 

They are chiefly used however as flux in blast furnaces; for 
agriculture, bleaching, tanning, and other industrial purposes. 

Weight-—They weigh from 153 to 172 lbs. per cubic foot, and 
absorb very little water, taking up generally less than 1 per ceent 
of its weight in twenty-four hours. 

Granular Limestones.— Composition and Structure. — Thtese 
limestones consist of grains of carbonate of lime cemented togetther 
by the same substance, or by some mixture of carbonate of liime 
with silica or alumina. 

Size of Grains—They are generally ed in the Oolitic (or 
egestone) formation. The grains vary greatly in size. In some 
cases they are very small and uniform, very few being of a largger 
size, asin Caen stone. When the whole of the grains are somewlhat 
larger,as in Ketton stone,they constitute what are called “ Roestonees,” 
the structure resembling that of the roe of a fish. When the graiiis 
are still larger, as big as peas, the stones are known as Pisolites,, or 
pea stones. 

These stones nearly all contain fossil shells. In some caases 
the shelly matter occurs in larger quantity than the grains. Thhey 
are then called shelly granular limestones. 

Colour—The colour of these stones is very variable, being 
sometimes white, light yellow, light brown, or cream-coloured. 

Weathering Qualities—The granular limestones are generaally 
soft and somewhat absorbent. They are therefore liable to tthe 
attacks of acid atmospheres, and of frost. but otherwise are faiirly 
durable. 
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Natural Bed.—This stone “is generally obtainable in large 
blocks, and it is often difficult when the stone has been sawn to 
detect its natural bed. This may be sometimes done by directing 
a jet of water on the side of the block, and it is well to do this 
as it is of great importance with some of the less durable sorts 
that they should be set upon their natural bed.” 

Weight and Absorption.—The weight of this class of stone varies 
from 116 to 151 lbs., the lighter and more absorbent stones being, as 
might be expected, less durable than those of a more compact order. 

Their absorption of water in twenty-four hours is hardly ever 
less than 4 per cent of their weight, while it is sometimes as much 
as 12 per cent.’ 

Varveties—This class affords some of the principal building 
stones of this country, many of which will hereafter be described 
more in detail. 

The very fine grained stones may be represented by Chilmark 
(see page 63); those with larger grains by Portland, Ancaster, 
and Painswick; and those with large spherical grains by Ketton 
and Casterton ; while Bath stone has large egg-shaped grains. 

Uses—Some of these stones—such, for example, as certain 
varieties of Portland—are well adapted for outdoor work; others 
—such as Bath, Caen, Painswick—for internal work, carving, etc., 
while some of the harder kinds—such as Seacombe, Painswick, and 
some of the beds of Chilmark and Portland—are adapted for in- 
ternal staircases where there is not likely to be much wear. 

Shelly Limestone.—There may be said to be two classes ot 
this stone. 

Structure—tThe first consists almost entirely of small shells 
cemented together, but shows no crystals on fracture. 

Purbeck is an example of this class. 

Stones of the second class consist chiefly of shells, but break 
with a highly crystalline fracture. 

Of this class Hopton Wood stone is an example. 

Colowr—tThis is given in the Table, pp. 67-73. 

Uses.—Stone of this class is chiefly used for paving. 

Weight and <Absorption—The weight of this class of stone 
is from about 157 to 169 lbs. per cubic foot, and its absorp- 
tion is very small, generally much less than 2 per cent of its 
weight. 

Magnesian Limestones.—Composition.—Magnesian limestones 


1 Wray. 
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are composed of carbonate of lime and carbonate of magnesia in 
variable proportions, together with a small quantity of silica, iron, 
and alumina. 

Many limestones contain carbonate of magnesia, but those with 
less than 15 per cent do not come into the class now under 
consideration. 

The better varieties of magnesian limestone are those in which 
there is at least 40 per cent of carbonate of magnesia, with 4 or 
5 per cent of silica. 

When the magnesia is present in the proportion of one mole- 
cule of carbonate of magnesia to one molecule of carbonate of lime 
(i.e. 54:18 carb. lime and 45°82 carb. magnesia), the stone is 
called a Dolomite.’ 

Professor Daniel states that the nearer a magnesian limestone 
approaches dolomite in composition, the more durable it is likely 
to be. 

Structure.—It is not merely the nature of the constituents or 
their mechanical mixture that gives dolomite its good qualities: 
there is some peculiarity in the crystallisation which is all 
important. 

Mr. C. Smith says, “In the formation of dolomite, some peculiar 
combination takes place between the molecules of each substance, 
they possess some inherent power, by which the invisible or 
minutest particles intermix and unite with each other so imti- 
mately as to be inseparable by mechanical means. On examining 
with a highly magnifying power a specimen of genuine magnesiian 
limestone, such as that of Bolsover Moor, it will be found mot 
composed of two sorts of crystals, some formed of carbonate of 
lime others of carbonate of magnesia, but the entire mass of stone 
is made up of rhomboids each of which contains both the eartths 
homogeneously crystallised together. When this is the case, we 
know by practical observation that the stone is extremely durable:.”? 

Some magnesian limestones contain sand, in which case their 
weathering qualities are greatly injured. 

Some are peculiarly subject to the attacks of sulphuric acid, 
which forms a soluble sulphate of magnesia easily washed awayy. 

Analyses.—The following Table gives analyses of some of the princitpal 


magnesian limestones. The red and white Mansfield contain a large propoor- 
tion of silica and are generally classed among the sandstones (see p. 38). 


1 After a French geologist Dolomieu, who was the first discoverer of this mineeral 
in the Alps. £ Smith’s Lithology. 
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NOR Neue Sumi Ol: Akeni ser crmn anes ce 7 


8 9 10 11 
Bols- | Mans- | Mans- |Mansfield is 
Dolo=) =~) | Hud= | Roach:| Park |s3 eas 7 i INorthi|opo: 
Bea Ee aleetone Abbey.| Naat! field, field, Wood- |Bulwell| |Steetley 


Red. | White. | house. Auston. 


Carbonate of 45°82 | 40°2) 41°37 | 39°4 | 41°6| 16°10; 7:30) 42°60 32°75 | 43°07 | 43°78 


Magnesia, | | | | | | | 


Carbonateof] 5418 | 51-1) 54°19 | 57°5 | 557| 2650 41°30 | 51-65 62°80 | 54:89 | 53°95 
Lime | | 

Silica «|... | 8°) 2°58) 08] 0-0) 49-40 ) | (| Trace.) 0°56} 0-44 

50°00| 3°704 | 

Tron and| ... | 1:8] 030| 07 | o4| 320} | \) 2:30] 0-73] 0-64 
Alumina | | | 

Water and |.) SS) VOR) 16) SB) 480r « 140) 905) O18) 675 | tte 
Loss | | 


100-0 100-0 | 100-0 100-0 100°0 100700 | 10000 100-00 |100-00| 100-0 | 100-0} 


Cols. 23 45 from the Report of the Royal Commission. 
167 8 Smith’s Lithology. 
9 Page’s Economic Geology. 
10 11 Builder, 20th November 1886. 


Principal Varieties in common use.—A few of the most noted 
varieties of limestone used in this country will now be described, 
after which, at p. 67, will be given a list of some of the principal 
quarries in Great Britain and Ireland. 


Bath Stone is one of the best known and most extensively used building 
stones in this country. 
Geological Position.—This stone is obtained from that division of the 
Oolitic formation which is known as the Great or Bath Oolitic group. 
Geologically speaking it les below the Portland stone, being separated from it 
by the Kimmeridge clay, coral rag, and Oxford clay. 
The building stone lies between beds of ragstone: dark veins run at right 
angles to the beds. 
Most of it is of a fine even grain, composed chiefly of carbonate of lime-— 
sometimes interspersed with shelly fragments. 
Some of the varieties of this stone contain sand-cracks, vents, clay-balls, ete. ; 
these should of course be avoided. 
| Colowr.—The colour varies from white to light cream colour and yellow. 
Quarrying.—The quarries are worked by tunnelling, and the stone is pro- 
. duced in blocks up to 5 or 6 feet deep, and weighing as much as 10 or 12 tons. 
t is important that Bath stone should be quarried in summer when it is 
freed from the ground moisture or quarry sap. If quarried in winter it is 
very likely to fall to pieces with the first frost. 

Seasoning and Weathering.—The stone is very soft when first quarried, but 
hardens upon exposure to the air (see p. 49). It is important that it should 
be placed on, or parallel to its natural bed (see p. 9). 

The stone varies greatly in quality : some varieties weather badly, while 
others are fit for external work in ordinary atmospheres, 

Size and Uses,—As it is obtainable in large blocks, and is easily worked, it 
is particularly valuable for mouldings and carved work, 

QuaRRIES.—There are several quarries in the neighbourhood of Bath, 
now incorporated in the ‘‘ Bath Stone Firms, Limited,” among which may be 
mentioned the following :— 
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Box Ground.—Found in beds from 10 inches to 44 feet thick. A coarse 
but sound stone, which weathers well except in a smoky atmosphere and by 
the sea. It is harder than Combe Down, but freer from vents, The stone is 
not now so easily worked as it used to be. 

Combe Down stone differs in quality according to locality. Many large 
abandoned quarries exist. 

Farleigh Down stone is soft and very fine grained. It occurs in different 
beds, from 10 inches to 34 feet thick, some of a yellow, and others of a red 
colour. The former does not weather well, and is used for tracery and 
internal work. 

Westwood Ground is produced from stone mines of great size, and is stated 
to be a very superior stone, free from vents and defects, and procurable in 
large and sound blocks. 

Corsham Down.—This quarry consists of three principal varieties in several 
beds. The “fine upper,” in beds about 3 feet thick, is found about 90 feet 
below the surface. The stone from these beds is of fine grain, and suitable 
for sculpture and mouldings. Next below is the “corngrit,” from 2 to 3 feet 
thick, a harder stone, full of little pieces of flint; of a good colour, sound, 
and durable, but unable to resist frost. It is difficult to work, but good for 
carrying weight, and used chiefly for engine beds, columns, landings, steps, 
etc. Below this again is the “bottom bed,” an excellent soft stone, about 44 
feet thick, but occasionally stained with blue patches. 

Corsham Ridge is also a recent quarry, and supplies good hard stone. It 
was used for the face work and carved pediments of the Royal Aquarium at 
Westminster. 

Stoke Ground stone is obtained from mines in the neighbourhood of Limpley 
Stoke. It consists of one bed from 5} to 8 feet thick, yielding blocks up to 
6 tons weight. The stone is of a light brown colour, soft, easy to work, fit 
for carving, and when seasoned for external work. 

Other important quarries are Monks Park, Park Lane, Clift, Spring, Lower 
Hull, Huddeswell, etc. 

Portland Stone is obtained from the upper parts of the Oolitic series. 

It has already been mentioned that there are four distinct varieties of 
Portland stone used for building, of which, however, three only are generally 
sent into the market. 

The section of a quarry given at page 7 is here reproduced for convemi- 
ence, but it will not be necessary again to describe the order in which tihe 
different varieties occur. 

Beginning at the top of the quarry and working downwards, we find (inter- 
spersed with cap, flinty tiers, and other beds useless for building purposies 
four varieties of stone all more or less useful to the engineer or buildier 
These are True Roach, Whitbed, Bastard Roach or Curf, and Basebed. 

As these four varieties of stone differ greatly in their characteristics and in 
the uses to which they may be applied, it will be well to describe them 
separately. 

Chemical Composition—The chemical composition of the different varietiies 
is almost the same, and it may therefore be given at once for the whole, 


The following is the analysis made by Professors Daniel and Wheatstone tor the cem- 
missioners who selected the stone for the Houses of Parliament :— 
Silica . ; : Fi : : 1:20 
Carbonate of lime i : - ‘ 95°16 
Carbonate of magnesia . ; 1°20 
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Tron and alumina 5 : i : 0°50 
Water and loss . : : ; 1:94 
Bitumen 3 , : ; ; A trace. 


Tit will be seen that the stone consists almost entirely of carbonate of lime. 
“The most durable stone has its cementing matter in a solid and half cry pe 
line: state ; in the least durable stone it is in an earthy and powdery state.” 
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1 Report of Commissioners respecting stone to be used in building the new Houses 
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Roach, or True Roach as it is sometimes called, is a mass of fossils unitd 
by a cement composed of carbonate of lime. 

The stone also contains a great number of cavities, large and small, beng 
the moulds left by fossils that have dropped out. 

Most of the fossils are merely casts, but in some cases portions of the slell 
are left. 

The true roach may be distinguished from the other as it contains the 
peculiar fossil shown in Fig. 3, and known as the “ Portland 
screw,” which is never found in the bastard roach, This isan 
important distinction, as the true roach weathers far betier 
than the bastard roach. 

True roach is one of the best stones that can be used for 
heavy engineering works. 

It is remarkably tough and strong, weathers admirably, nd 
resists the action of water particularly well. 

It has been much used for fortifications, breakwaters, 
dock and sea walls, and is suitable for massive plinths or 
other ashlar work where a rough face is appropriate ; but 
the numerous cavities it contains render it unsuitable for 
fine work, and for positions where smooth faces or sharp 
clear arrises are required. 

Fig. 3.1 The colour of true roach is a very light brown. 
Whitbed.—This is the most valuable bed of the Portland 
series, It immediately underlies the true roach stone, which is firmly 
attached to its upper surface. 

The stone consists of fine oolitic grains, well cemented together, and inter- 
spersed occasionally with a small amount of shelly matter. The cementing 
material is hard and crystalline. 

Good whitbed stone resists the weather admirably, It is easily dressed to 
a smooth surface, and will take a very fine arris, It is suitable for the finest 
class of ashlar work, Some of it is too hard and not sufficiently uniform in 
texture for carving ; other blocks are quite fit for the most intricate work. 
When examined through a microscope the grains of whitbed will be found to 
have a more oolitic or roe-like appearance than those of basebed (see p. 63). 
The grain is also more open, and the cementing material is stronger. 

The colour is generally white, or nearly so, but some of the best stone 
has a decidedly brown tint. 

It is unfortunate that there is no more marked distinction between whitbed 
and basebed, as the weathering qualities of the latter are greatly inferior. Base- 
bed is fit only for internal work, and great disappointment is caused when it is 
used, mistaking it for whitbed, in external work exposed to trying atmospheres. 
The carver, however, prefers basebed, though it is not so durable, because it 
looks better and is more easily worked. 

Bastard Roach, Basebed Roach, or Curf.2—This stone resembles true roach 
in appearance, being a mass of fossils and cavities. The cementing material 
is, however, inferior, the stone does not weather well, and it is not used for 
building or engineering works, except in the immediate locality. 

The thickness of basebed roach varies considerably in different quarries. In 


Cast of the shell known as the ‘“‘ Portland 
Screw,” Cerithiwm Portlandicum. 


1 From Lyell’s Geology. 2 Sometimes written ‘‘ Kerf.” 
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some there is scarcely any, in others the bed has a thickness of from 12 to 24 
inches, or even more. 

These beds are sometimes interspersed with thin layers of flint. 

The basebed roach is suitable for foundations, for backing walls, and for 
internal work where it will not be subjected to blows or traffic. 

Basebed is not easily distinguished from whitbed. The external appear- 
ance of the stone from both beds is almost exactly the same. 

The basebed is, however, more uniform in structure, and freer from shelly 
matter. Its weathering qualities are not so good as those of whitbed, but 
as it is softer to work, it is often preferred by masons, and is known in the 
market as best-bed. 

If basebed be required for external work, it should be seasoned for a year 
before use, in order that it may have every chance of weathering well. 

The stone from this bed is well adapted for internal work and carving of 
the highest class. 

Quarries.—The Portland stone quarries are worked from open faces, 
Blocks of great size, such as 10 or 12 tons (140 or 170 cubic feet), can easily 
be procured. 

After experimenting upon stone from the different beds, Professor Abel 
reported that “on the whole the evidence may be considered a little in 
favour of the opinion that an improvement in the strength of the stone is 
effected, to some extent, by seasoning.” ! 

The whole island of Portland is full of quarries, each of which produces 
the different beds of stone above described. 

The commissioners reported that “the best stone is in the N.E. part of the 
island, the worst in the S.W. part.” 

Several of the quarries belong to the Government, but some of the best 
are in private hands, and the stone is worked in great quantities for the 
market. 

The names of the principal quarries are Waycroft, Wide Street, Maggot, 
Weston Independent, Inmosthay, Tout, Bowers, etc. 

Buildings in which used.—Portland stone, chiefly whitbed, was used for 
all buildings of importance erected in London from about 1600 to 1800, 
It was also used for the west front of St. Paul’s, for the Horseguards, Somerset 
House, the General Post Office St. Martins-le-Grand, the India House and 
Foreign Offices in Downing Street, the Reform Club, and many other im- 
portant buildings. 


Chilmark Stone.—This stone is procured from the Portland and Purbeck 
series of the oolitic formation as developed near Tisbury, Wardour Castle, 
in Wiltshire. 

It is known also as Wardour stone, and in London as Tisbury stone. 

The siliciferous nature of the cement which binds the particles (carbonate 
of lime) of the stone gives it excellent weathering qualities, while the softness 
and even grain of some of the beds renders them capable of being elaborately 
worked. 

There are four distinct varieties of the stone. 


1 Professional Papers, Royal Engineers, vol. xii. 
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ihe Trough or Hard Bed is of a close even texture, of yellowish-brown 
colour, 

It has an average thickness of 2 feet 6 inches, but stones may be obtained 
3 feet 6 inches thick and of any reasonable length and breadth—the random 
blocks averaging 16 cubic feet. 

It is used principally for steps, also for cornices, copings, sills, plinths, 
chimney-pieces, paving, road metal, heavy engineering works, and in any posi- 
tion exposed to wet and hard wear. 

The Scott or Brown Bed is of warmer colour than the hard bed. Average 
thickness of bed 3 feet, maximum 4 feet, random blocks average 16 cubic feet. 

Principally used for ashlar mouldings, carvings, random rubble, and for 
building purposes generally. 

The General Bed, from the Garden quarry, is of a rich yellow tint and fine 
texture. It is capable of being elaborately carved, and is chiefly used for that 
purpose, also for ashlar, mouldings, etc. 

The average thickness of bed is 4 feet, maximum 5 feet. 


Strength. 

Resistance Tensile 
to crushing strength per 
per foot sup. square inch. 

Hard bed . ? . 196 tons. 500 lbs. 
Scott bed . ; : 104 
yeneral bed ; ; 100 


be) 


29 


Chemical Analysis. 


Silica 
Carbonate of lime 
“6 magnesia 
Iron alumina 
Water and loss 


Working.—The stone has to be cut with a wet saw, and the relative cost. of 
working the beds compared with Portland is stated by the proprietors to be-— 


Portland and Hard bed . : ; 3 1:0 
Scott and Garden bed ; : : Y 0°6 


Buildings in which used—Salisbury Cathedral, Tisbury Church, Wardour 
Castle, Fonthill Abbey, Priory Church, Christ Church ; Post Office, West- 
minster Road, London ; Post Office, Exeter ; Sorting Post Office, Hampsteiad ; 
London and County Banks, Hastings and Banbury ; restoration of Chicheste: 
and Rochester Cathedrals, and of Chapter House, Westminster Abbey ; Lome- 
ford Castle, Wilts ; Crewe Hall, near Chester, etc. ete. 


Kentish Rag’ is found in the Greensand formation, in a district running 
through the central part of Kent, about thirty miles long and from four to 
ten miles broad, including the towns of Sevenoaks, Maidstone, Lenham, ete. 

Breps.—The Ragstone is found in beds varying from 6 inches to 3 feet in 
thickness, alternating with fine sand known as Hassock, which is Paeeatly 
so consolidated as to form a stone that can be used for building. 


1 Taken chiefly from Observations on Kentish Ragstone, by J. Whichcord 
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The hassock is generally found adhering to the ragstone, and at the bed of 
junction organic remains often occur. 

The ragstone itself is a very compact, heavy stone, which absorbs very 
little water, and resists the weather well. 

The hassock, attached to it, is a calcareous sandstone, soft, porous, and very 
perishable under atmospheric influences. 

There are several beds in a Kentish ragstone quarry ; many of them are 
worthless. It may be interesting to mention a few of the most useful. 

After a top layer of mould and loam there are two or three beds of hassock 
and ferruginous sand, after which come the more useful beds, the best of 
which are mentioned below in succession. 

Land fag.—About 8 or 10 inches deep; dark grey ; free working, Below 
this is a bed of fine hassock. 

Header laying.—Thin dark stone used for headers. 

Green fag.—10 inches thick ; greenish colour; free working ; not very 
sound. Fossils generally found on top bed. Below this is a layer of work- 
able hassock. 

Yellow Rag—Broken up into headers for pitching. 

Pelsea yields large hard blocks 12 inches thick ; difficult to quarry. 

Next come two inferior and flinty beds interspersed with hassock. 

Great Rag is a layer sometimes 3 feet deep, but split into two thicknesses 
full of cross fissures ; no large stones from it. Broken up for headers, or 
makes the best description of lime. A very superior layer of hassock (often 
containing fossils) is found below this bed. 

Newington Cleaves.—A flinty bed; produces some large blocks, Then a 
flinty bed between two layers of hassock. ; 

Whiteland Bridge produces blocks 12 feet long, any width, and 14 
inches thick ; stone very free working; bluish colour, 

Main Bridge.—Like the last bed, but of small scantling. Used for paving 
kerbs. After the last bed comes some inferior hassock. 

Garl yields hard blocks of considerable side, used for headstones. Upper 
and lower surfaces of the bed show a red colour. 

“Horse Bridge yields blocks of good stone, 15 feet long and 16 inches 
thick. 

Headstone laying yields blocks about 7 inches thick, used for headstones. 
Then a deep bed of soft hassock. 

White Rag, which is of no use for building, as it tumbles to pieces upon 
exposure to the air. 

THE Ragsrone is used chiefly for rubble work, being very difficult to dress 
It does not gain in beauty by being tooled, because even the best kinds are 
full of small hassocky spots, which show themselves upon a smooth face, turn 
rusty upon exposure to the weather, and facilitate the decay of the stone. 

The ragstone makes very good paving sets and curbs. It is also used for 
road metal, but yields a good deal of dust in dry weather. 

If used as ashlar, great care must be taken to place it on its natural bed, 
otherwise it will decay. 

The ragstone is not suitable for internal work, for, as it is non-absorbent, 
the moisture of the air condenses upon its surface, causing what is known as 
sweating. 

All ragstone used for external work should have the hassock carefully 
knocked off. 

B., OI F 
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It is important also to see that the small “ pockets” containing iron, which 
often occur in the stone, are not exposed upon the face, otherwise the iron 
will oxidise upon exposure to the atmosphere, and cause ugly rust stains. 

THE Hassock is totally unfit for external work, but it is frequently used as 
a lining to walls built of ragstone, by which the sweating above mentioned is 
avoided. 

QuaRRIES.—There are several quarries, among which may be mentioned the 
Allington, Castle, and Coombe near Maidstone, and Chilmington near Ashford. 
Also quarries at Aylesford and at Hythe. 

Composition. —The following are analyses of the Kentish Rag and Hassock 
respectively :— 


Kentish Rag. Hassock. 


Carbonate of lime with a little Carbonate of lime 
magnesia : 3 : ; 6 | Earthy matter 

Earthy matter . i ; $ ‘5 | Oxide of iron 

Oxide of iron : : 

Carbonaceous inatter 


Yellow Manstield is obtained from quarries at Mansfield Woodhouse, two 
miles from Mansfield. It is crystalline, and has a warm yellow colour. 

This stone almost exactly resembles the Bolsover Moor stone, which was 
selected by the Royal Commissioners for the Houses of Parliament. 

The only difference is “ that its colour is rather deeper, partly owing to its 
having a greater number of minute black specks, which is a peculiarity more 
or less to be found in all varieties of the magnesian limestone rocks,” 

The chemical composition of Mansfield stone, and the characteristics whiich 
it shares with other magnesian limestones, are given at pages 58, 59. 

Uses, —It is useful for ashlar, mouldings, columns, ete., and is eminenitly 
adapted for highly carved work. 

Where used.—Amicable Life Assurance Office, Fleet Street. Martyyrs’ 
Memorial, Oxford. 

Purbeck Stone is obtained from stone mines in the Middle Purbeck series 
near Swanage. Numerous abandoned mines are to be seen on the hillsiide, 
but a few are still worked. The principal veins are, reckoning upwairds 
from the Cinder Bed, the Downs Vein, Freestone, Freestone Rag, and Lane-aind- 
end. Below the Cinder Bed are the Button, Feather, Cap, and New Vein, with 
the Brassy Bed. From the above veins kerbing, paving, building stone, cand 
tile stone are obtained, 

Caen and Aubigny Stones are Oolitic limestones, which may be men- 
tioned here, as they are a good deal used in this country, though they are 
found in Normandy. 

Caen Stone is of a pale cream-yellow colour. It is very soft when first quarried, 
but hardens upon exposure ; is easily worked and carved, but weathers wery 
badly ; weighs 120 lbs. per foot cube. Used in Henry VII. Chapel, W/est- 
minster Abbey ; the Tower, Buckingham Palace, and many other buildinggs. 

Aubigny Stone is similar to Caen, but more crystalline, harder, and heaviier. 
It also weathers badly. Used at St. Mary’s, Stoke Newington, and otther 
buildings. Maninghen, quarried near Boulogne, Chateau Gazllard, Teercé, 
_ Lavoux, and Chauwvigny are produced from quarries near Poitiers. 


Several other limestones of considerable importance will be 
found in the following Tables :-— 
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NOTES ON BUILDING CONSTRUCTION. 


ARTIFICIAL STONE. 


in consequence of the difficulty which exists in many localities 
of obtaining durable natural stone at a moderate cost, many Jpro- 
cesses have been invented for the manufacture of artificial stome. 

Some of these processes are successful in producing artificial 
stones which compare favourably in all their qualities with 
natural stones having a high character. 

The expense of artificial stone is a bar to its extensive use: for 
ordinary blocks, but the facility with which it can be moulded to 
the most intricate forms makes it very economical when it: is 
required to take the place of carvings or other enrichments; in 
natural stone. 

A few of the best known artificial stones will now be descrilbed. 
Some of them are merely forms of concrete, and will be mentioned 
in the chapter devoted to that material. 


Artificial stone, prepared by the process of the late Mr. F, Ransome, is 
made by mixing artificially-dried sand with silicate of soda (dissolved fflint) 
and a small proportion of powdered stone or chalk. These are thorousghly 
incorporated in a pug or mortar mill, and forced by hand into moulds. 

The blocks turned out have a cold solution of chloride of calcium povured 
over them, and are then immersed in a boiling solution of the same, sometiimes 
under pressure, so that the pores of the material are entirely filled with: the 
solution, after which it is found to be as hard as most building stoones. 
The excess of chloride of sodium is then washed off, otherwise it is appt to 
cause efflorescence. 

It will be seen that the above process depends upon the double decom}pvsi- 
tion of the silicate of soda and chloride of calcium, The chlorine and ‘soda 
combine to form chloride of sodium, which is washed out, and the ssilica 
attacking the calcium forms silicate of lime, a strong and durable cerment 
which binds the particles of the stone together. 

Oharacteristics—This stone has a fine homogeneous structure, so that it; can, 
if necessary, be worked and carved like the best building stones. 

The great advantage that it possesses is the facility with which it maay be 
moulded into any form required. 

Several experiments have been made upon this material, 

It absorbs about 6°5 per cent of water. 

Its tensile strength is about 360 lbs. per inch, 

Its resistance to crushing about 2 tons per inch. 

It weighs about 120 Ibs. per cubic foot. 

Of course these figures vary according to the nature of the material useed in 
making the stone, the age of the specimen, etc. 

The composition of this stone indicates that it will weather well, and ssome 
experiments made by Professor Frankland show that its resistance to acids was 
fully equal to Portland, Anston, Parkspring,and other of the best building stacues. 

Details of the experiments made by different observers will be found i coi 
lected in Gwilt's Encyclopedia of Architecture, page 485. 
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Uses.—This stone is well adapted for all purposes for which natural sand- 
stones and limestones are used. It can, however, be most economically 
employed for dressings (especially for those of an ornamental character), and for 
imitation carved work, though its use for this purpose has been condemned 
from an artistic point of view. 

This stone is also used for caissons or hollow blocks for foundations, for 
grindstones, filters, etc. ; and by substituting grains of corundum and oxide of 
iron for the sand, a substance called solid emery is produced, which is formed 
into wheels for sharpening tools, polishing metal surfaces, etc, 

Ransome’s stone has been used at St. Thomas’s Hospital, the India Office, 
the London Docks, the Brighton Aquarium, the Albert Bridge, and in several 
other buildings both at home and abroad. 

Apeenite is a variety of Ransome’s stone, made with 5 parts of sand, 1 of Farn- 
ham rock, 14 of Portland cement, with the same proportion of silicate of soda. 

It can be made more quickly, and is considered superior to the other.1 

Moreover, it has the great advantage that it can be made on the works 
where it is to be placed in position. 

It is used for steps, balustrades, cylinder foundations, etc. 

It weighs about 137 lbs. per cubic foot, and absorbs in 24 hours about 5} 
per cent of its weight of water. : 

Victoria Stone consists of washed, finely-powdered granite, bound together 
with the strongest Portland cement, and then hardened by immersion in sili- 
cate of soda, 

The silicate is formed by boiling ground Farnham stone in cream caustic soda. 

A mixture of four parts of crushed granite with one of Portland cement is 
allowed to set for three days or more into a hard block moulded to the re- 
quired shape. It is them immersed in the silicate of soda for some seven or 
eight weeks. 

The lime in the cememt combines with the silicate, the whole mass being 
indurated by the silicate of lime thus formed. 

Characterrstics and Uses.—This artificial stone is used chiefly for paving, 
which is said to be more durable, to be cheaper, and to stand a greater crush- 
ing force, than Yorkshire flags. It is used also for window sills, coping 
stones, caps for piers, stairs, landings, troughs, tanks, sinks, ete. 

It weighs from 140 to 160 lbs. per cubic foot, and absorbs from 2 to 6 per 
cent of its weight of water in 24 hours. The thinner flags are less compact 
and more absorptive than the thicker ones.” 

“The white colour, semi-transparency, and extreme hardness of this oxy- 
chloride, as well as the small quantity which is required for binding together 
a considerable mass of any material, facilitate the production of imitations of 
any description of stone, and render it highly probable that it will play an 
important part in the future history of artificial stone.” ! 

Where used.—This stone has been used for the whole of the external stone- 
work, except the cornice, at Fresh Wharf, London Bridge, 

Also for the panels im the tower, and for the chimney shafts at Messrs. 
Peek and Frean’s biscuit manufactory at Bermondsey, and for paving in many 
parts of London. 

Silicated Stone is made in the same way as Victoria stone, and is used 
for paving slabs and draim pipes. 

Sorel Stone is so called after M. Sorel, a French chemist. 


i Dent. 2 Wray. 
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Native carbonate of magnesia, or magnesite, is calcined and mixed with sand 
or powdered marble. . It is then wetted with waste liquor from salt works 
containing a large proportion of magnesium chloride, pugged, and then 
rammed or stamped into iron, wooden, or plaster moulds, 

It hardens rapidly, setting throughout its mass like ordinary hydraulic 
cement. In 24 hours it is hard enough to remove from the moulds, ani the 
blocks will bear handling in three or four days. 

The proportion of magnesia to the inert material bound together varies 
from 3 to 15 per cent. 

This stone has been found to resist an enormous compression. The re- 
sistance of 2-inch cubes varied in different experiments from 4923 to 21,562 
lbs, per square inch. 

Chance’s Artificial Stone is made by melting the Rowley Rag, a basaltic 
rock found in Staffordshire, and then casting it into the shapes required for 
different architectural ornaments. 

Greenstone, whinstone, or any similar rock, may be treated in the same way. 

The moulds are of sand in iron boxes, and are at a red heat when they 
receive the melted stone. They should cool slowly, in order to obtain a hard 
material like the original stone ; if allowed to cool too quickly the material 
becomes brittle and glassy.! 

Rust’s Vitrified Marble is produced by fusing together a mixture of glass 
and sand, ‘The soft pasty mass is taken out of the pot on the end of an 
iron rod, and placed in a small metal mould of any required shape or design. 
The large proportion of sand used prevents the mass, when thus suddenly 
cooled, from acquiring such a high state of tension as to be liable to fly to 
pieces, which would be the case with glass alone. The material, when cool, 
is either used in the form in which it is cast, or it is broken up into small 
pieces by the stroke of a light hammer, to be used in the construction of 
mosaics for pavements, or other purposes, 

“ Any colour can be given to the mass when in a semi-fluid state by mixing 
with it the oxides of iron, chromium, cobalt, or such other colouring materials 
as are usually employed for fired ware. This vitrified marble has been used for 
the bosses and coloured portions of the string course which extends round the 
Home aud Colonial Offices, and also at the Albert Memorial in Hyde Park.” ? 

Other artificial marbles are made, which partake of the character of 
plasters, aud will be noticed in Chapter IIL. 

Artificial Paving Slabs and Paving Stones of many kinds are in the 
market. They are often composed of Portland cement concrete (see p,215 ), very 
carefully made, with hard aggregates and the very best cement. It is said 
that the very finely ground German cement (see p.169) is used for this pur- 
pose. Silicates are sometimes added to give hardness to the mass. 


PRESERVATION OF STONE. 


In consequence of the rapid decay of some of our public build- 
ings, the question of the preservation of stone has of late ‘years 
attracted much attention. 

Several methods have been proposed —a great number of 
different solutions and preparations have been tried; but none 
of them combine efficiency and cheapness to such an extemt as 
to have come into very general use. 


1 Descriptive Catalogue, Museum of Practical Geology, Jermyn Street. 2 Dent. 
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It is unnecessary to give a description of these preparations in 
detail, but they naturally range themselves under two distinct 
classes which may be noticed. 

The first of these classes consists of preparations containing 
dissolved organic substances; these fill the pores of the stone, 


'and preserve it for a time, but they are themselves subject to 


decay, and therefore can afford only a temporary protection. 

The preparations of the second class are solutions of substances 
which act either upon the constituents of the stone to which they 
are applied, or upon one another (when more than one is applied) 


so as to form insoluble compounds which fill the pores and 


harden the structure of the stone, at the same time making it alsa 


_ denser, more impervious, and abler to resist atmospheric influences. 


Many processes are successful in the laboratory of the chemist; 
but none is likely to be of use in the practical execution of 
engineering or building works, which is not economically applicable 
on a large scale. 

It has been recommended that stones should be placed in 
vacuum chambers so as to introduce solutions more readily—also 
that stones should be heated, or immersed in solutions. All these 
methods are impracticable in dealing with large blocks, on account 
of the expense and inconvenience attending the manipulation. 

Any preservative solution, to be of practical value, must be 
capable of application to the surface to be protected by means of 
a brush. 


Preparations containing Organic Substances.—FILLING THE PoRES 
witH ORGANIC Marrer.—Paint.—One of the most common methods of pre- 
serving the surface of stone is to paint it. This is effectual for a time, but 
the paint is destroyed by atmospheric influence in the course of a few years, 
“In London the time hardly amounts to three years even under favourable 
circumstances,” ! Moreover, it cannot well be used in important buildings 
where appearance has to be considered. 

Oil has also been used as a coating ; it fills the pores of the stone and keeps 
out the air for a time, but it discolours the stone to which it is applied. 

Parafin is more lasting than oil, but is open to the same objection as 
regards discoloration of the stone. 

Softsoap dissolved in water (} lb. soap per gallon), followed by a solution 
of alum (4 1b, alum per gallon), has been frequently employed.! 

Paraffin dissolved in Naphtha.— 14 1b, paraffin to a gallon of coal tar 
naphtha, and applied warm, is perhaps superior to both the former for this 
special purpose,” 

“There is, however, no evidence to show that any methods such as these 
are likely to be successful in affording permanent protection to stone.” ? 


2. Ansted. 2 Dent. 
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Beeswax dissolved in coal tar Naphtha has also been proposed,’ or, when the 
natural colour of the stone is to be preserved, white wax dissolved in double 
distilled Cumphine. 

Was varnish to preserve statues and marble exposed to the air—The follow- 
ing is given in Spons’ Workshop Receipts :—“ Melt 2 parts of wax in 8 parts 
of pure essence of turpentine.” 

The surface should be cleaned with water dashed with hydrochloric acid, 
but should be perfectly dry, the solution applied hot and thin. 

Preparations not containing Organie Substances.—Soluble silica.—: 
There is a large class of preparations whose preservative influences depend 
upon the presence of soluble silica, which combines with substances con- 
tained in, or added to the stone under treatment. 

By this means insoluble silicates are formed, which not only preserve the 
stone from the attacks of the atmosphere but also add considerably to its 
hardness. 

Unfortunately the use of these substances sometimes causes efflorescence on 
the face of the wall to which they are applied. The soluble alkaline salts 
left in the pores of the stone are drawn to the surface ; these crystallise in the 
form of white powder, and disfigure, or in some cases injure, the wall. 

The soluble silica is sometimes found in the natural state. 

A large proportion may be obtained from the Farnham rock, or from the 
lower chalk beds of Surrey and Hampshire by merely boiling with an alkali 
in an open vessel, 

ALKALINE Sinicates.— Ordinary silica in the form of flints may, however, 
be dissolved by being digested with caustic soda, or potash, under pressure. 

If a piece of porous limestone or chalk be dipped into this solution, part of 
the silica in solution separates from the alkali in which it was dissolved and 
combines with the lime, forming a hard insoluble silicate of lime ; part: of it 
remains in the pores and becomes hard, 

KUHLMANN’s Process consists in coating the surface of stone to be preserved 
with a solution of silicate of potash or silicate of soda. 

The hardening of the surface is due to the decomposition of the siilicate 
of potash. If the material operated upon be a limestone, carbonate of potash, 
silicio-carbonate of lime and silica will be deposited ; besides which thee car- 
bonic acid in the air will combine with some of the potash, causing an efflor- 
escence on the surface, which will eventually disappear.’ 

When applied to sulphate of lime, crystallisation takes place which disin- 
tegrates the surface. 

In order to correct the discoloration of stone sometimes produced by the 
application of preservative solutions, M. Kuhlmann proposed that the swrfaces 
should be coloured. 

Surfaces that are too light may be darkened by treatment with a durable 
silicate of manganese and potash. 

‘Those that are too dark may be made lighter by adding sulphate of bearyta 
to the siliceous solutions, 

By introducing the sulphates of iron, copper, and manganese, he obtiained 
reddish-brown, green, and brown colours, 

Ransome’ InDURaTING SoLuTioNs consist of silicate of soda or potash, and 
chloride of calcium or barium. 

The surface of the stone is made thoroughly clean and dry, all decayed * parts 
being cut out and replaced by good. 


1 Gillmore. 
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‘Lhe silicate is then diluted with from 1 to 3 parts of soft water until it is 
thin enough to be absorbed by the stone freely. The less water that is used 
the better, so long as the stone is thoroughly penetrated by the solution. 

The solution is applied with an ordinary whitewash brush, “ After say a 
dozen brushings over the silicate will be found to enter very slowly. When 


| it ceases to go in, but remains on the surface glistening, although dry to the 


touch, it is a sign that the brick or stone is sufficiently charged ; the brushing 
on should just stop short of this appearance.” . . “No excess must 


/ on any account be allowed to remain upon the face.” After the silicate has 
| become perfectly dry, the solution of chloride of calcium is “ applied treely 


(but brushed on lightly without making it froth) so as to be absorbed with 
the silicate into the structure of the stone.” ! 

The effect of using these two solutions in succession is that a double de- 
composition takes place, and insoluble silicate of lime is formed which fills 
the pores of the stone and binds its particles together, thus increasing both its 


_ strength and weathering qualities, 


In some cases it may be desirable to repeat the operation, and as the sili- 
cate of lime is white or colourless, “in the second dressing the prepared chlo- 
ride of calcium may be tinted so as to produce a colour harmonising with the 
natural colour of the stone.” 

“Before applying this second process the stone should be well washed with 
rain water and allowed to dry again,” 

The following cautions are given in Messrs. Bateman’s circular :— 

“1, The stone must be clean and dry, 

“2. The silicate should be applied till the stone is fully charged, but no 
excess Liust upon any account be allowed to remain upon the face. 

“3. The calciwm must not be applied until after the silicate is dry ; a clear 
day or so should intervene when convenient, 

‘4, Special care must be taken not to allow either of the solutions to be 
splashed upon the windows or upon painted work, as they cannot afterwards 
be removed therefrom. 

“5. Upon no account use any brush or jet for the calcium that has pre- 
viously been used for the silicate, or vice versd.” 

The bottles or drums of silicate have a black seal, those of calcium a red seal. 

Under ordinary circumstances about four gallons of each solution will be 
required for every hundred yards of surface, but this will depend upon the 
porosity of the material coated. 

This material has been used with success not only for the preservation of 
stone from decay, but also to keep out damp. 

It has been used at St. George’s Hall, Liverpool, for preserving the sculp- 
ture; at Trinity College, Dublin; Cardiff Town Hall; Greenock Custom 
House, and for other buildings both in this country and in India. 

It is applicable not only to stone and brick surfaces, but also to those 
rendered with cement or lime plaster, 

SZERELMEY's Stone Liqurn is stated by Professor Ansted to be “ a combina- 
tion of Kuhlmann’s process with a temporary wash of some bituminous sub- 
stance.” 

The wall being made perfectly dry and clean, the liquid is applied in two or 
three coats with a painter’s brush until a slight glaze appears upon the surface, 

This composition was used with some success in arresting for a time the 
decey of the stone in the Houses of Parliament. 


1 Patentee’s circular. 
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The stone liquid is transparent and colourless, but Szerelmey’s iron paint 
is opaque and of different colours, and is applied like ordinary paint (see p. 425). 

The Petrifying Liquid of the Silicate Paint Company is stated in their cir- 
cular to be “a solution of silica,” thinned with warm water, and applied to 
clean wall surfaces, which must be warmed if they are not already dry. 

1 cwt. will cover from 120 to 150 square yards. 

OrHER Processes.—Among other processes which have been tried are— 

Solution of Baryta followed by solution of Ferro-silicic Acid 80 as to fill 
the pores of the stone with an insoluble ferro-silicate of baryta. 

Solution of Baryta followed by solution of Superphosphate of Lime pro- 
ducing an insoluble phosphate of lime and phosphate of baryta. 

Soluble Oxalate of Alumina applied to limestones produces insoluble oxalate 
of lime and alumina. 

“These three processes last alluded to all possess the advantage of pro- 
ducing by the changes they undergo within the structure of the stone an 
insoluble substance, without at the same time giving rise to the formation of 
any soluble salt likely to cause efflorescence, which necessarily attends the 
use of alkaline silicates.” } 

Fluate.—Introduced by the “ Bath Stone Firms, Limited,” for the harden- 
ing, preservation, and making waterproof of stone, bricks, marble, ete. It 
is stated to harden and permanently preserve all stones, bricks, and marble 
that will imbibe the liquid ; is applied with a brush, and has been used in 
various public buildings. 

Temporary Protection of Stone Surfaces.— During the erection of large 
buildings the surface of the masonry built in the earlier stages of the work 
is smeared over with a sort of thin mortar, so as to preserve it from atmo- 
spheric influence, and to make it easier to clean down. 

Tables illustrating the Properties of Different Stones.—The fol- 
lowing Tables give a selection from the results of a great number of experi- 
ments upon stone made by various authorities. In many cases the figures 
given are not directly comparable with each other, inasmuch as the experi- 
ments have been made by different observers and under different conditions. 
They afford, however, a useful indication of what may be expected in deal- 
ing with stones of different descriptions. 

The Tables on pages 81-83 show the weight required to erush stones of 
different kinds. 

Experiments upon the resistance of stones to crushing have generally been 
made upon cubes, Professor Rankine says that these experiments indicate 
“ somewhat more than the real strength of the material.” The reason for this 
is that the fracture of stones under compression generally takes place by their 
shearing ona plane inclined at a slope having 14 rise to 1 of base. In order 
to ascertain the strength of any stone for a special purpose, experiments 
should be made on prisms whose heights are about 14 times their diameters. 

The hardest stones—such as basalts, primary limestones, slates, etc.—give 
waysuddenly. Otherstones begin to crack under from 4 to 4 the crushing load. 

It should be noticed that the size of cubes experimented upon varies con- 
siderably. With test blocks of geometrically similar form, experiment appears 
to show that the crushing strength varies as the area of the surface on which 
the crushing pressure acts. 

The working stress allowed in practice upon ashlar blocks should not 


exceed ay of the crushing weight given above.” 


1 Dent. 2 Stoney On Strains. 
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BLE OF THE RESISTANCE TO CRUSHING, WEIGHT, Mopu.us or ELAsTIcITy, 
AND ABSORPTION OF BUILDING STONES. 
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TABLE OF THE RESISTANCE TO CRUSHING, ETC.—Continued. 
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Stone. | 


i\Crushing Load 


Per Square 
Foot in Tons. 


of Cube. 


SaSandstones—Con- 
i tinued. 
Po?ortland Red, U.S. 


DeWowaido:; U.S: 
Ohio, U.S. . 
DDo. U.S. 


Dolomites. 
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Limestones. 
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Tensile Strength of Stone.—Stone is rarely employ ed so as to be subject to 
a tensile stress, The following TaBLe is chiefly from Mr. Stoney’s work on 
Strains, and he remarks that it would be well to have the figures corrobo- 
rated. 


Tearing 
Weight per 
Square Inch 
in Ibs. 


MATERIAL. Authority. 


Arbroath paving . : : ; y | Buchanan. 


| 
| 
| Caithness do. a 
Chilmark 5 H ; . 
Oraigleith stone. : é ‘ 
Hailes F | : 
| Humbie a 
| Binnie : ' : ; A 
Vhinstone . : : ; cal 
Marble, white | | 
t Do. : ( 
Slate | 
| 


| Hopkinson. 


9600 to het 
12,880 | 


TRANSVERSE AND SHEARING STRENGTH OF STONE. 


ae 
Modulus of Shearing Authority.| 


Description of Stone. Dimensions. Rupture. Strength. 


Length. |Breadth. | Depth. | Ibs. per sq. in. lbs. per sq. in. | 
Hoosier Buff 
Limestone ; 19” ae 6” 1601 1066 
Indiana Limestone i Do. : 943 { Tn \ 
Vermont Marble. 0. Do. : 1531 ae \ 

Lee Marble . ; E Do ; 1586 2052 
Potomac Red 
Sandstone ; j Do. : 3009 2293 
Portland Red 
Sandstone 5 : Do. E 1576 1392 
Ohio Sandstone . i Do. : 774 906 
North River Blue- 
stone i ; : ; 5618 3107 Do. 
‘Worcester Granite 3 : : 2393 2359 Do. 
Quincy Granite . : : : 2131 2355 Do. 
Sandstone . : aap ue ... |1100 to 2360 ey Rankine 
Slate . : ; HMA el ae 5000 ike Do. 


| 


OS 


Wn, Watertown Arsenal. 


Absorption. —TABLE showing the bulk of Water absorbed in twenty-four 
hours by various stones :— 
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NATURE OF STONE. 


Bulk of Water 
absorbed as 
compared with 
bulk of stone 
per cent. 


Authority. 


Several specimens of good granite | 4 per cent W | 


39 


and syenite 

Do. do. indifferent specimens] 1 ,, WwW 

Do. do. very bad. ; Bene W 
Trap and basalt . ; .| <A trace. bod ee 

Do. do. .| Po tot pic 
Sandstones. | 
Craigleith—Very durable 8 per cent C 
Park Spring Do. loki, C 
Giffneuk—Moderately durable TOK. C 
Heddon Do. NOs4G es C 
Kenton Do. 9:0) 5; C 
Mansfield Do. NO An C 
Hassock—Very bad 20:0) 3 W 
Limestones. 

Marble ; ; A trace. 
Portland—Very durable 13°5 per cent C 
Ancaster—Durable NG: Oia C 
Bath (Boxground) 17 as C 
Ketton—-Durable 3 Aflac 
Chilmark seg Or <= 50 Cc 
Roche Abbey—Durable SS og ares C 
Kent Rag Do. eS alien oes WwW 
Ransome’s stone (artificial) . ae ie W 
Victoria Do. do. | re, W 
Apenite Do. do. | 12 W 


W, Deduced from Experiments detailed in Wray On Stone. 
C, Royal Commission on Stone for Houses of Parliament. 


The following Table shows approximately the weights of different classes 


of stone, and may be useful. 


TABLE giving the Weight and Bulkiness of Different Varieties of Stone. 


Weight per 
cubic ft. in lbs. 


Granites and Syenites 162 to 187 
Trap and Basalt . 164 to 187 
Slate . 165 to 181. 
Sandstones 116 to 170 
Marble 168 to 172 
Limestones, Compact . 155 to 172 

: Granular . 116 to 151 

a Shelly granular 130 to 140 


Weight per 
cubic ft. in lbs. 


Limestones, Shelly 157 to 167 


5 Magnesian 126 to 153 

x Kent Rag . = diG6 

x Lias . . 127 to 156 

A Chalk 117 to 174 
Quartz. ; ; F 32 OD 
Felspar : : ‘ 762 


ResIsTANCE TO WeEAR.—Mr. Walker exposed the undermentioned descriptions of 
granite and whinstone to very heavy waggon traffic for seventeen months, and found their 


vertical wear to be as follows :— 


Inch. 
Guernsey granite 3 060 
Herm “ j 075 
Baltic whinstone 2 082 
Peterhead blue granite . ens 


Inch. 
Heytor granite : 141 
Aberdeen red granite . “159 
Dartmoor granite : *207 
Aberdeen blue granite . 225 


Mr. Newton’s experiments on the flags used in Liverpool showed Kilrush flags to be 


most durable, Caithness flags next. 
Llangollen and Yorkshire! 


The flags found to be least durable were those from 


1 DP. Kinnear Clarke On Roads and Streets. 


CHAPTER : LL 
BRICKS, TILES, TERRACOTTA, ETc. 


eae are many different forms in which clay after it is 

burnt or baked is used by the builder and engineer. 

Some of the more important of these will now be described 
under the following classification :— 

Bricks. 

Fireclay and Fire-bricks. 

Terracotta. 

Stoneware. 

Miscellaneous clay goods of Earthenware, Fireclay, Stoneware, 
Terracotta. 


BRICKS. 


Ordinary building bricks are made of clay or other earths 
subjected to several processes (which somewhat vary according to 
local practice, influenced by the nature of the material), formed to 
the required shape in moulds, and burnt. 


BRICK EARTHS. 


Constituents of Brick Earth. —The earths used for making 
ordinary bricks generally consist of alumina and silica, either 
alone or in combination with other substances, such as lime, 
magnesi2, iron, etc. 

It is beyond the province of these Notes to go into the chemistry 
of the subject, but it will be useful just to glance at the part 
played by each of these constituents, and the effect that it has 
upon earth considered as a material for brickmaking. 

It may here be remarked that mere inspection or even chemical analysis 


“BRICK ARLHS. 0) 2. 87 


of a clay gives very little information as to its suitableness for brickmaking. 
No test is satisfactory but that of actually trying the clay by making a few 
bricks with it. 

In the absence of facilities for burning full-sized bricks, a fair indication 
of the quality of a clay for brickmaking may be arrived at by making it 
into a small brick about 3 inches long by 14 inch wide by 1 inch thick. 
This small brick may be burnt in a common house fire, being protected from 
contact with the fuel by placing it inside a shield made by roughly rolling a 
piece of sheet-iron round into a hollow cylinder of about 2 inches diameter. 


Alwmina is a principal constituent in nearly every kind of clay. It gives 
the material its plastic qualities, but it shrinks and cracks in drying, warps, 
and becomes very hard under the influence of heat. 

Silica exists to a greater or less extent in all clay, in a state of chemical 
combination with the alumina, forming Silicate of alumina. 

It is found also in nearly all clays in an uncombined state—as sand. 

Silica is infusible alone, or in the presence of alumina only, except at very 
high temperatures, 

If, however, the silica and alumina be in nearly equal proportions, the 
presence of a small quantity of oxide of iron will render them fusible at a 
comparatively low temperature. 

Pure silicate of alumina is plastic, but shrinks when drying, and warps 
with heat. 

The action of sand is to prevent cracking, shrinking, and warping, and to 
provide the silica necessary for a partial vitrification of the materials, which 
is generally desirable. 

The larger the proportion of sand present, the more shapely and equable 
in texture will the brick be. 

An excess of sand in clay renders the brick made from it too brittle. 

The difference between the silica which is in a state of chemical combina- 
tion and that which exists merely as sand is not shown in ordinary chemical 
analyses, and this is one reason why they are not so useful as they might be 
in determining the value of a clay for brickmaking, 1 

Lime has a twofold effect upon the clay containing it. 

It diminishes the contraction of the raw bricks in drying, and it acts as a 
flux in burning, causing the grains of silica to melt, and thus binding the 
particles of the brick together. 

An excess of lime causes the brick to melt and lose its shape. 

Again, whatever lime is present must be in a very finely divided state. 
Lumps of limestone are fatal to a clay for brickmaking. When a brick con- 
taining a lump of limestone is burnt, the carbonic acid is driven off, the lump 
is formed into “ quicklime,” and is liable to slake directly the brick is wetted 
or exposed to the weather. Pieces of quicklime not larger than pin-heads 
have been known to detach portions of a brick and to split it to pieces. 

The presence of lime may be detected by heating the clay with a little 
dilute sulphuric acid. If there is lime present an effervescence will take 
place. 

Bricks containing lumps of quicklime should be immersed for several hours 


he re ee as 

1 Silica sometimes exists in clay in a soluble condition combined with lime ; it is 
then injurious, as it may absorb moisture which has been known to destroy walls by 
making the bricks swell. 
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before use, so as to kill the lime and prevent it from slaking after the bricks 
are made, or even built into the work. 

Tron Pyrites often occurs in clays, and should be carefully removed. 

If not, the pyrites is partially decomposed in the kiln, will oxidise in the 
brick, crystallise, and split it to pieces. 

Curbonaceous matter, when it exists naturally in clays to any considerable 
extent, is objectionable. “ When not burnt completely out in the kiln, which 
is sometimes with the denser clays difficult, the bricks are of a different colour 
in the interior and exterior, and will not bear cutting for face work without 
spoiling the appearance of the brickwork. 

“But, worse than this, such bricks when worked in the wall occasionally 
pass out soluble compounds like those absorbed from soot by the bricks o1 
flues, and like those (when used again in new work) discolour plastering 01: 
stucco work.” ! 

Alkalies, when they exist in clay to a considerable extent, make it unfit for 
the manufacture of bricks. They act asa flux, and cause the clay to melt 
and become shapeless. 

Salt.—“ Common salt is nearly always present in minute quantity in clays : 
but when these are taken from the sea-shore, or without or beneath the sea- 
washes, or from localities in and about the salt formations (Trias), they fre- 
quently, though in all other respects excellent clays, are unfit for burning into 
good bricks, 

“ Chloride of sodium * is not only a powerful flux when mixed even in very 
small proportion with clays, but it possesses the property of being volatilised 
by the heat of the brick kilns, and in that condition it carries with it in a 
volatile state various metallic compounds, as those of iron, which exist in all 
clays, and act as fluxes. The result is that bricks made of such clays warp, 
twist, and agglutinate together upon the surfaces long before they have been 
exposed to a sufficient and sufficiently prolonged heat to burn them to the core 
into good hard brick. Place bricks can be made of such clay, but nothing 
more, and these are nearly always bad, because never after free from hygro- 
metric moisture.” * 

Oxide of Iron in clay influences the colour of the bricks to be produced (see 
p. 90). The tint resulting after burning depends upon the proportion of 
iron in the clay and the temperature to which it has been raised. 

When in the presence of silica and alumina whose proportions are nearly 
equal, iron renders them fusible. 


Practical Classification of Brick Earths.—Brick earths are 
generally divided into three classes. 

1. Plastic or Strong Clays (called by the brickmaker “ fowl clays”), 
which are composed of silica and alumina, with but a small pro- 
portion of lime, magnesia, soda, or other salts. These are also 
known as pure clays. 

2. Loams or Mild Clays, consisting of clay and sand, and some- 
times called sandy clays. 

3. Marls or Calcareous Clays, which contain a large proportion 
of carbonate of lime. 


1 Mallet On Brickmaking. 2 Common galt. 
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Malm is an artificial imitation of natural marl, and is made by 
mixing clay and chalk in a wash mill. It is sometimes called 
washed clay. 

It generally happens that a clay as found in nature is unfit for 
brickmaking by itself. 

It will probably turn out to be deficient in some necessary 
quality which has to be supplied by mixing it with other clays, 
or by adding the constituent required, such as sand or lime. 

A good Brick Earth should contain sufficient flux to fuse its 
constituents at a furnace heat, but not so much as to make the 
bricks run together and become vitrified. 

Such earths contain from 4 to 4 alumina, and from 4 to 3 silica, 
the remainder consisting of carbonate of lime, carbonate of mag- 
nesia, oxide of iron, ete. 

The bricks made from such clays are a silicate of alumina and 
lime or other fluxes. 

The following Table gives the analysis of some brick clays :— 


nee Lond 

Burham Clay.? Brick. Clay. Loam.! Marl.? 
Siliea i 42°92 49°5 66°7 ae 
Alumina . ; 20°42 3453 27-0 } 
Oxide of iron . 5°00 a 1°3 3:00 
Carbonate of lime | 18°91 1°4 0°5 46°50 
Carbonate of mag- 12 5'1 obs 3°50 

nesia 
Potash and soda 33 ce sa3 
} 4:00 
Water. j 6°68 ae ve | i 
Organic matter . 5°01 1:9 5:0 | sate 
| 


Characteristics of different kinds of Brick Earth.—The quality of 
the bricks produced depends to a very great extent on the selection and mixing 
of the clay. 

PurE or Fount Cuays are sometimes used for bricks without the addition 
of other substances. In such a case any sand they contain acts merely to 
prevent excessive contraction. For want of a flux it does not become fused 
so as to bind the particles of the brick together. 

Bricks made from such clays are rather baked than burned. They are not 
so well able to resist the action of the weather as those which are partly 
vitrified through the aid of a flux. 

Pure clays are therefore very much improved by the addition of sand or loam, 
by adding lime to act as a flux, or ashes to provide alkalies for the same purpose, 


1 Abney. 2 Knapp. 
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Loams are so loose and sandy that they require a flux to fuse and bind the 
particles together, and to take up the excess of sand that would otherwise 
remain in an uncombined state. 

Mar 15 are, of all the clays, the best suited for making bricks without mixture 
with other substances, though they are often mixed with chalk or lime when 
there is any deficiency in that constituent. 


The Colour of Bricks depends upon the composition of the 
clay, upon the kind of sand used for moulding, on the state of 
dryness of the bricks before burning, on the temperature at which 
they are burnt, and upon the amount of air admitted to the kiln. 

Pure clay, free from iron, will burn white, but the colour of 
white bricks is generally produced by adding chalk to the clay. 

The presence of iron produces a tint which varies from light 
yellow to orange and ved; the colour increases in intensity 
according to the proportion of iron contained in the clay. 

To obtain a clear bright red brick the clay should be free from 
impurities, and should contain a large proportion of oxide of iron, 
which is converted by burning into the red oxide, but not fused. 

When there is from 8 to 10 per cent of oxide of iron, and the 
brick is raised to an intense heat, the red oxide of iron is con- 
verted into the black oxide, combines with the silica, and fuses, 
producing a dark blue or purple colour. 


When a small quantity of manganese is present, with a large 
proportion of iron, the brick becomes darker still, blwe or even 
black. 


A little dame in the presence of a smali quantity of tron pro- 
duces a cream colour ; an increase of the iron changes the colour to 
red, and an increase of the lime produces a brown colour. 

Magnesia in the presence of tron makes the brick yellow. 

A clay containing alkalies and burnt at a high temperature 
becomes a bluish green. 


BRICKMAKING. 


The operations involved in brickmaking are very numerous, 
though not intricate; they differ in several particulars in different 
localities, according to local custom, generally influenced by the 
nature of the clay. 

To describe these operations in sufficient detail to be of any 
practical value would require a separate treatise of considerable 
bulk and profusely illustrated. 


i 
| 
i 
i 
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Such descriptions would be beyond the province of these Notes, 
and would be unnecessary, for the practices in the brickfields of 
different localities are fully described in Dobson On brick and Tile 
Making, one of Weale’s series of very valuable technical works.’ 

It may be useful, however, to give a general sketch of the 
operations involved in brickmaking—not such details as would be 
of practical use to the brickmaker, but just so much as will enable 
any one using bricks to understand and appreciate more clearly 
the qualities and peculiarities of different varieties, many of the 
characteristics of which are caused by differences in the processes 
of manufacture. 

With this object the various operations will now be rapidly and 
shortly sketched in succession. 

Preparation of Brick Earth.—Unsoiling—tThe surface of the 
site from which the clay is to be obtained is first stripped of its 
turf and mould, which is removed to a spoil bank and kept to be 
respread over the site after the clay has been dug out. 

The mould is sometimes called encallow, and the process of 
removing it encallowing. 

Clay-digging and Weathering—lIn the autumn the clay is dug, 
and the various descriptions which it is intended to mix, together 
with the ashes which are to be incorporated in the mixture, are 
wheeled to heaps, in some places called kerj/s, in which they 
remain during the winter, sometimes during two or three winters, 
so that they may be thoroughly disintegrated by the action of 
frost. 

This mellowing of the clay renders the bricks made from it less 
liable to warp. 

Clearing from Stones.—If the clay contain pebbles or pieces of 
ironstone they must be carefully picked out by hand; or if they 
are found in large numbers, the clay must be washed in small 
quantities and strained through a grating so as to separate all the 
stones from the mass. 

Grinding—When the clay is of a hard marly character and 
full of lumps, or contains fragments of limestone, known by brick- 
makers as race, it requires to be ground between cast-iron rollers, 
which must be set sufficiently close to reduce the hard particles to 
powder. 

Tempering—This is done after the winter's frosts, generally 
in March or April, before the brickmaking begins. 


1 Now published by Messrs. Crosby Lockwood and Company, Stationers’ Hall 
Court, E.C. 
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It consists in digging and turning over the kerfs or heaps of 
clay ; sometimes the clay is also well trodden under foot, in some 
places it is passed through a pug-mill, and occasionally, for the 
very best bricks it is kept damp in cellars for a year or two to 
ripen. 

PREPARATION OF MautmM.—The clay is dug in the autumn and 
at once tipped, together with a proportion of ground chalk in pulp, 
into a wash mill. This consists of a brick-lined circular tank in 
which are revolving harrows, knives, or implements of some kind 
to disintegrate and mix up the clay and chalk. 

The exact proportion of the chalk differs according to the com- - 
position of the clay, but in some cases the chalk is about +1, of 
the bulk of the clay. 

The mixture having been reduced to a creamy consistence is 
strained off through fine gratings into large shallow tanks called 
backs, and there left till it is nearly solid. 

After that it is sovled in layers from 1 to 3 feet deep, ze. 
covered about 4 its bulk with screened cinders, and allowed to 
remain during the winter. 

In the spring the backs are dug out, the layers of clay and 
ashes being thoroughly incorporated in a pug-mill. 

In some places the preparation of malm is known as washing. 

Malm bricks are made with the mixture of clay and chalk de- 
scribed above. 

Washed Bricks—These contain a certain proportion of malm, 
and are made in two ways. 

In some parts of the country—in Essex for example —they are 
composed wholly of an inferior malm, made like the malm 
described above, except that the proportion of chalk is only one 
half of that in the ordinary malm, and the cinders are unscreened. 

In other brickfields, including those near London, a certain pro- 
portion of ordinary liquid malm is poured over unwashed clay, and 
mixed with it so that the whole becomes an inferior malmed clay. 

Quantity of Clay required—The quantity of clay used for 
making bricks is very variable, depending upon the nature of the 
clay and the processes to which it is subjected. 

The quantity required for 1000 bricks of ordinary size ranges 
from 12 to 34 cubic yards, measured before digging. The stronger 
the clay, the more of it is required. 

Hand-Moulding.—The moulds used are rectangular boxes 
without top or bottom, about 10 inches long, 5 inches wide, and 
3 inches deep, the exact size depending upon that of the brick 
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required, and upon the contraction of the clay in burning, which 
may be about +4, or +4; of the linear dimensions. 

The moulds are sometimes made of wood edged or lined with 
iron, or of sheet-iron strengthened at the sides with wood, or, as 
in the best works, with sides and ends of brass protected by wood. 

The mould stands either upon the table at which the moulder 
works—in which case the bottom of the brick is flat—or it rests 
upon a stock board, or bottom made to fit the mould, and upon 
which is a raised projection which forms an indentation or frog! 
in the bottom of the brick. 

The process of hand-moulding consists in dashing a clot of clay 
into the mould, and pressing it home so as thoroughly to fill every 
corner. 

When a stock board is used the lower side of the brick rests 
upon it. The superfluous clay protruding above the top is swept 
or scraped off by a strike or straight-edge of wood or steel. 

Thus the lower surface of the brick is indented by the frog on 
the stock board, but the upper surface is struck smooth. 

When there is no stock board the bottom of~ the brick rests 
upon the moulding-table, and the top surface is formed by means 
of a plane, which is a piece of board about 9 inches by 3 
inches with a short vertical handle near one end. 

Slop-moulding is the term used when the mould is dipped 
frequently in water to prevent the wet bricks from sticking to it. 

Sand-moulding is when the mould is sprinkled with sand or 
fine ashes for the same purpose, and is considered to produce 
cleaner and sharper bricks than slop-moulding. 

BEARING oFF.—As each brick is moulded it is disposed of in 
one of two ways— 

1. It may be carried by a boy in the mould to the drying floor 
or ground, and there deposited, the mould being taken off and re- 
turned to the moulder. Or, 

2. It may be deposited upon a pallet (a piece of board 2 inch 
thick, the same width as the mould but longer), and placed by 
the boy upon a bearing-off or hack barrow for removal to the 
drying ground. These barrows are made with springs, and run 
upon smooth wrought-iron wheeling plates, so as to shake the 
brick as little as possible. 

Drying.—The raw moulded bricks may be dried either in sheds 
under cover or out of doors. 

Dryina in SHeDs—Drying sheds are extensively used in 


1 Sometimes called a kick. 
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Nottinghamshire and the Midland counties, and they insure the 
great advantage of being independent of weather in drying the 
bricks. 

Where coals are cheap the sheds may be warmed by flues run- 
ning under the floor. This secures the raw bricks against the 
effects of frost, and enables the brickmaking to be continued 
throughout the winter. 

Dryine out or Doors.—Hacking.—Bricks to be dried out of 
doors are placed upon hacks, which are long parallel banks 
raised about 6 inches from the ground. They have a slight in- 
clination toward the kiln to facilitate drainage and transport of 
the bricks, and are sometimes made of brick rubbish and ashes so 
that they may be quite dry. 

The bricks are placed upon the hacks, sometimes laid square 
in plan, sometimes diagonally, and piled up. They should not 
be more than eight courses deep, or the lowest course would be 
liable to be crushed. 

Seontling— When the raw bricks are half dry they are scintled, 
that is, placed diagonally and a little distance apart, so that the 
wind may pass between them. They therefore take up more 
room in plan, but as the bricks are drier, about fourteen courses 
may be piled up instead of eight as before. 

The bricks on the hacks are generally protected from the wea- 
ther by light coverings or roofs, made of straw, called lews, or by 
boards or tiles. 

In permanent brickyards the hacks are sometimes covered by 
sheds, with sliding roofs so that they may be uncovered in favour- 
able weather and closed in case of rain, or when the sun is so 
strong as to warp the bricks. 

The time of drying varies according to the weather. The raw 
bricks generally take about ten days before being -scintled, and 
about three to six weeks for the whole process of drying. 

Machine-Moulding.—When there is a large number of bricks 
to be made at the same spot, it pays to set up machines for 
moulding, and in cases where the clay is very hard, stony, or in 
any way refractory, machines become a necessity. 

There are several varieties of machines for brick-moulding, but 
they may be divided into two general classes. These will be just 
referred to, but to describe even the most common brickmaking 
machines in detail would be beyond the province of these Notes. 

Plastic Clay Machines—In these the clay is first pugged in the 
machine, next forced through an opening of about 10 inches by 5 
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inches in a plastic band, from which the bricks are cut off by 
means of wires, and then dried or burnt as usual. 

Machines of this class are suitable for any plastic clay free from 
hard lumps or stones, which, if they exist, must be taken out or 
crushed. 

Dry Clay Machines in which the clay is first reduced to powder, 
then filled by the machine dry into a mould, and subjected to 
enormous pressure which consolidates it, and forms a well-shaped 
brick with hard even surfaces. 

These machines are well adapted for stony and marly clays, 
and they are economical inasmuch as they save the expense and 
time employed in drying, which process is, of course, unnecessary. 

Some machines receive the clay in a semi-dry condition, and 
deal with it in the same way as the dry clay machines just men- 
tioned. 


Pressep Bricks are made by placing ordinary raw bricks when nearly dry 
in a metal mould or die, and subjecting them to powerful compression under 
a piston. 

This may be done in hand presses, or in larger machines worked by steam 
power. 

Such treatment gives the bricks good faces and arrises, but they require 
more care in drying and burning, and the oil necessarily used, gives them a 
glazed surface, which peels off upon exposure to the weather. 

Dressed Bricks after being moulded are beaten with a dresser shaped like a 
small cricket bat, and sometimes tipped with iron, This toughens the clay, 
corrects its warping, and improves the arrises of the brick. 

“ Polished Bricks, as they are called, are rubbed upon a bench plated with 
iron, to make their surfaces perfectly even, and are also dressed with a dresser 
as before described. 

“This process is only gone through with the very best bricks, and its cost 
is such that it is not employed to any very great extent.” ? 


Frog.—Most hand-made bricks have a hollow on one of the 
larger surfaces called the “ frog” or “ kick.” 

The object of this is to afford a key for the mortar. The reason 
why there is not a hollow on both sides in hand-moulded bricks 
is that the top of the brick is struck off to a flush surface by the 
moulder. 

Bricks should be laid with the hollow uppermost.” 

Wire-cut bricks (see above) have, of course, no frogs. 

In some machine bricks made by pressure there is a frog on 
each side. 

Burning.—Bricks are burnt in “clamps,” or in “kilns,” ac- 
cording to the practice of the locality. 


1 Dobson. 2 Except in over-sailing courses or when they are to receive a layer 
of asphalte for a damp course. 
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Cuamp BurNING.—Clamps are stacks of dried raw_ bricks 
dexterously built up over a system of flues roughly formed 
with burnt bricks, and leading from live-holes or eyes at which the 
fire is introduced. 

Clamps in a permanent brickfield are made in a very elaborate 
manner, which is fully described in Dobson On Brick and Tile 
Making. 

The following brief notes refer merely to the rough kind of 
clamp used in a temporary brickfield. 

Bricks intended to be burnt in clamps should always be made 
from clay mixed with ashes or breeze, so that they contain fuel 
which enables the fire to seize upon them and burn them through- 
out more readily. 

Building the Clamp.—bBefore building a clamp the ground is 
first made firm, thoroughly drained, and sometimes formed to a 
dish-shaped section. 

On the ground is placed a foundation of burnt bricks on edge 
close together to keep out the moisture from the earth, so that the 
bricks may lean inwards towards the centre of the clamp, and not 
tend to fall outwards. 

[This foundation course is sometimes omitted, especially if the 
ground has been the site of a recently burning clamp, so that it 
is pretty dry.] 

The clamp itself is commenced by laying two courses of 
burnt bricks on edge, in parallel lines. In the lowermost 
course of these two the parallel lines run diagonally across the 
clamp, with spaces about 2 inches wide between the lines. 
The uppermost course is laid crossways upon the lower, the lines 
of bricks being parallel to the end of the clamp, and the bricks 
close together. The spaces between the bricks are filled in with 
breeze. 

In laying these courses the live-holes! about 9 inches square 
are left right across the clamp, filled up with faggots, and the 
whole covered with breeze from 5 to 7 inches thick (marked p in 
Fig. 6). 

Upon the layer of breeze, p, is placed the first course of raw 
bricks as headers; along the clamp, above this course, another 
layer of breeze, 0, from 4 inches to 7 inches thick; and then 
alternate heading and stretching courses of raw bricks on edge, 

? In many cases there is only one live-hole—near the end of the clamp, as in Fig. 


4. If, however, the burning does not keep pace with the building of the clamp 
Eve-holes are formed at intervals, so as to start the burning at other points 


. 
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up to a height of 10 or 12 feet On the uppermost course 
of raw bricks a 3-inch layer of breeze is sometimes spread, and 
the top of the clamp is covered with a casing of burnt bricks 
two or three courses deep. 

In some cases a thin layer of breeze (about 2 inch thick) is 
spread over the top of each course of raw bricks throughout the 
clamp: In other cases a little breeze is inserted only at the 
edges of the courses. 

In rough clamps used for temporary works, the ends and sides 
are smeared with clay. In permanent brickfields they are cased 
with burnt bricks. 

The bricks nearest the outside of the clamp are tilted a little 
upward by the insertion of bats, so that they may not have a 
tendency to fall outwards. 

Figs. 4 to 7 are taken from measurements of a clamp in one 
of the Kentish brickfields. 

Fig. 4 is a plan of one end of the clamp, showing the live- 
hole and the arrangement of the bricks in the first course. 

Vig. 5 is a plan of part of the second course. 

Fig. 6 is an enlarged section of one of the sides of the 
clamp, showing at g how the bricks are packed so as to give a 
batter to the outer wall of burnt brick. 

o is a layer of breeze 4 to 7 inches thick, p a layer 5 to 7 
inches thick. 

Fig. 7 is a longitudinal section of the clamp—which may 
be of any length. 

Time of Burning—tThe operation of burning takes from two 
to six weeks. A good deal depends, however, upon the situation 
and direction of wind. The nearer the live-holes are together the 
quicker the burning. 

The completion of the burning process is indicated by the 
settling down of the top of the clamp, caused by the shrinking of 
the bricks as they become burnt. 

Quality of Bricks—The bricks taken from a clamp will be 
found very unequal in quality. Those from near the eyes are 
often fused together, or misshapen, forming burrs. Those near 
the outside are underburnt and soft, and are called Place bricks. 

Again, much depends upon the proportion of breeze used in the 
clamp. Too much will cause the bricks to be weak and porous. 


1 In some clamps a third layer of breeze some 2 or 8 inches thick is introduced 
between o and the mass of raw bricks above it. 
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ILLUSTRATIONS OF PARTS OF A CLAMP. 
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The quantity of breeze required will vary a good deal accord- 
ing to the quality of the clay, but the following may be taken as 
an approximation per 1000 bricks :— 

Mixed with the clay—+4 chaldron; in the clamp—+4 chaldron. 
Besides about 2 to 3 cwts. of coal in each fire-hole, that is about 
4 ewt. per 1000 bricks. 

Kitn Burninc.—There are several descriptions of kilns used 
for burning bricks, but it will only be necessary to refer to those 
that are likely to be used by the engineer or builder in estab- 
lishing a temporary brickfield to supply bricks for special works 
in progress. 

Several forms of kiln, used chiefly in permanent brickmaking 
yards, may be excluded, or very lightly touched upon, as being 
interesting to the brick-manufacturer rather than to the engineer. 

ScorcH Kiiy.'—The form of kiln most commonly used in the 


Fig. 9. Ground-plan. 


United Kingdom for making a moderate supply of bricks is 
known as the Scotch kiln. 

The Scotch kiln is a rough rectangular building, open at the 
top, and having wide doorways at the 
ends. The side walls are built of old 
bricks set in clay, and in them are seve- 
ral openings called fire-holes, or “ eyes,” 
(e e, Fig. 9), built in firebricks and _fire- 
. = Clay, opposite one another. 
CS EM ated aida The dried raw bricks are arranged in 
the kilns so as to form flues connecting the fire-holes or eyes, and 

1 Sometimes called the Dutch Kiln. 
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they are packed so as to leave spaces between the bricks from 
bottom to top, through which the fire can find its way to and 
around every brick. 

After the dried bricks are “ crowded,’ i. filled into the kiln, 
the ends are built up, and plastered over with clay. 

At first the fires are kept low, simply to drive off the 
moisture. 

After about three days the steam ceases to rise; the fires are 
allowed to burn up briskly; the draught is regulated by par- 
tially stopping the fire-holes with clay, and by covering the top 
of the kiln with old bricks, boards, or earth, so as to keep in the 
heat. 

In from 48 to 60 hours the bricks will be sufficiently burnt, 
and they will be found to have settled down. 

The fire-holes are then completely stopped with clay, all air 
excluded, and the kiln is allowed to cool very gradually. 

Fuel— About a half-ton of soft coal is required for burning 
1000 bricks. The exact quantity depends upon the nature of 
the clay, the quality of the fuel, and the skill in setting the kiln. 

Size of Kiln——A convenient size for a kiln is about 60 feet 
by 11 feet internal dimensions, and 12 feet high. This will con- 
tain about 80,000 bricks. The fire-holes are 3 feet apart. These 
kilns are often made 12 feet wide, but 11 feet is enough to burn 
through properly. 

Time of Burning and Produce—-A kiln takes on an average a 
week to burn, and, including the time required for crowding and 
emptying, it may be burnt about once every three weeks, or ten 
times in an average season. This will produce about 800,000 
bricks, that is about as many as would be turned out by two 
moulders in full work. 

The bricks in the centre of the kiln are generally well burnt. 
Those at the bottom are likely to be very hard, some clinkered. 
Those at the top are often badly burnt, soft, and unfit for exterior 
work. 

A modification of the Scotch Kiln is used in Essex and Suffolk. The floor 
is made with openings like lattice work, through which the heat ascends 
from arched furnaces underneath.’ 

Comparative Advantages of Kiln and Clamp Burning.—The 
following advantages are claimed for kiln-burning over clamp- 
burning :— 

1 Dobson. 
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1. In kilns the bricks are nearly all turned out of the same 
quality, being equally burnt, and are more uniform in colour; where- 
as the bricks produced from different parts of the same clamp 
vary greatly in quality, and many of them are almost useless. 

2. For kiln-burning the bricks need not stand so long on the 
hacks to dry, because the fires in the kiln can be regulated so as 
to drive off the moisture gradually. 

This prevents warping, which often occurs with bricks clamped 
in too moist a condition. 

3. Though the kiln-burning requires more fuel, yet the speed 
with which the crowding, burning, and discharging take place, the 
absence of waste, and the superior quality of the bricks produced, 
render it preferable even from an economical point of view. 


HorrMann’s KItn is used chiefly in brick-manufactories on a large scale, 
where a great number of bricks is required annually,and a continuous supply 
has to be kept up; but it is also employed in making bricks for very exten- 
sive works where several millions of bricks are required. 

This kiln is circular in plan. 

It consists of an annular tunnel-shaped chamber (marked 1 to 12, Fig, 
11) of brickwork lined with firebricks. 

At certain equidistant points there are grooves formed in the sides of this 
annular chamber, so that it can be screened across by an iron shutter tem- 
porarily inserted (see S, Fig. 11) at any of these points. 

The portions of the kiln between these points are called “ chambers” or 
“ compartments,” 

They are marked 1 to 12 in Fig. 11 ; each of them is connected by means 
of a flue, f, with a high central chimney, C. 

The number of compartments varies in different kilns from 8 to 24, but a 
12-chambered kiln is found in practice to be the most convenient for the 
purpose of the engineer in providing a temporary brickfield to supply special 
works, 

Each flue can be cut off from the chimney by lowering upon it a cast-iron 
damper, d. 

Each compartment has a doorway leading outside the kiln, marked D in 
the figure. This doorway can be filled up by dry brick walls with sand 
packed in between them. 

Fire-holes with covers are provided at fh, fh, by which fuel in the shape of 
powdered coal may be supplied to the bricks. 

The object of these arrangements is to utilise all the heat produced by 
the fuel, and thus to save expense in firing. 

Thus in a 12-chambered kiln on a certain day the chainbers might be in 
use as shown in Fig, 11. 

The annular chamber is closed by an iron shutter at S, between compart- 
ments 12 and 1. 

The flue from No, 12 is placed in communication with the chimney by 
raising the damper, d,, ; all the other dampers are closed 

The state of things is then as follows :-— 
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Chamber No. 1 is being filled with raw bricks, 

No. 2 is being emptied of cold burnt bricks, 

Nos, 3, 4, 5, 6 contain bricks which have been burnt and are 
cooling. 

Nos. 7, 8 contain bricks which are being burnt, fuel being sup- 
plied to them through the fire-holes, fh, fh. 

Nos. 9, 10, 11, 12 are drying and becoming very hot under the 

influence of the heat from Nos. 7, 8. 

The cold air is entering through the open doors of 1 and 2, and proceeds 
in the direction shown by the arrows. Becoming partly heated by passing 
over the cooling bricks in 3, 4, 5, 6, it enters 7 and 8, whence it goes on in 
a highly heated state to dry and heat the raw bricks in Nos. 9, 10, 11, 12. 
Meeting the screen between 12 and 1, it passes through the flue f,,, goes up 
at d,, into the chimney. 

The next day 

No. 2 would be filled with raw bricks. 

No. 3 would be emptied of cold burnt bricks. 

Nos. 4, 5, 6, 7 would contain burnt bricks cooling. 

Nos. 8, 9 would contain bricks burning. 

Nos. 10, 11, 12, 1 would be drying. 

The screen would be between 1 and 2, and the smoke, etc., would escape up 
the chimney through the flue f,, the damper d, being raised, and all the other 
dampers down. The doors Dz Ds would be open ; all the other doors shut. 

A similar change is made each day, so that the kiln burns continuously, 
never being allowed to go out except for repairs. 

Size and Produce of Kiln.—Each chamber, if made about 36 feet long, 15 
feet mean width, and 8 feet high, will hold 25,000 bricks, 

12 x 25,000 = 300,000 bricks may therefore be burnt in the whole kiln 
every twelve days, or (as the bricks are not filled in or unloaded on Sundays) 
say once a fortnight. 

Such a kiln will therefore burn some four or five million bricks per annum. 

Disadvantages.—The great drawback to the use of Hoffmann’s kiln is the 
first cost of its construction. 

It is necessary to burn some six to ten million bricks before the saving in 
fuel has compensated for the cost of building the kiln. 

It is therefore not adapted for burning bricks for special works unless they 
are on a very large scale, 

It is, however, the most economical form of kiln for permanent brick- 
making works turning out a large annual supply of bricks. 

Advantages.—The advantages of Hoffmann’s kiln are— 

1. Economy of Fuel.—In Scotch and similar kilns a great deal of the heat 
from the burning fuel, and also all the heat from the bricks when cooling, 
passes away and is wasted; by this kiln they are both preserved, and utilised 
in drying and heating the bricks before burning. 

The result is that only 2 to 3 ewt. of coal dust and slack, costing 4d. 01 5d., 
are required per 1000 bricks, instead of half a ton of good coal, costing 4s. or 5s 

The prices given are those quoted by the patentees, and vary of course in 
different localities. 

2. There being no rapid draught, the hot gases fill the chambers, and the 
bricks in all parts of the kiln are burnt equally well. 
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3. The bricks can at any time be examined, and the burning reguiated, 
through the fire-holes, 

4. As the fuel is thrown into the chambers after they are at a high heat, 
wood, turf, or coal can be used. 

5. The charging and emptying of the kiln goes on continuously and with- 
out interruption, so that a regular supply of bricks can be maintained. 

6. The height of the chambers, only 8 or 9 feet, is such that there is no 
danger of crushing the lower courses when the bricks are raw or at a high 
temperature. 

7. The bricks are not liable to injury by sudden changes of temperature. 

8. There is no smoke, as the combustion of the fuel is perfect. 

Modifications of Hoffmann’s Kilns are used in different parts of the country. 
In many of them the chambers are differently arranged. They are often placed 
in a straight line, and the waste heat from each is utilised in a somewhat 
similar manner. Among these may be mentioned Lancaster’s, Morand’s. 
Clayton’s, Pollock and Mitchell’s, and Chamberlain and Wedekind’s kilns. 

Bull’s patent Sema-continuous Kiln is said to utilise the waste heat and 
thoroughly to consume the fuel, without expense in construction of a very large 
kiln, The expenditure of coal is stated to be about 3 ewts. per 1000 bricks, 

The bricks are packed in a somewhat elaborate manner. The whole con- 
struction is fully explained in Engineering of the 22d October 1875. 

Cupo.as, or, as they are locally called, ovens, are small circular domed 
kilns, They are used in Staffordshire for the celebrated bricks of that dis- 
trict (see p. 108). They are sometimes used in other localities, and also for 
burning firebricks, 

OrHER Forms oF Kinn.—An immense number of different kilns are in use 
for burning bricks and tiles of special descriptions. New forms of kiln are 
invented nearly every week. It would be impossible, for want of space, to 
describe even a few of these, and such a description, if given, would be inte- 
resting to the manufacturer rather than to the engineer or builder. 


Classification of Bricks.—Building bricks may, for the pur- 
poses of the engineer or architect, be divided into three classes. 

1. Cutters or Rudbers, ae. bricks intended to be cut or rubbed 
to some shape different from that in which they were originally 
moulded. 

2. Ordinary Bricks, intended to be used without cutting except 
where required to form the bond. 

The best of these are selected for fronts, and are termed facing 
bricks. 

Specially hard varieties are used for coping, also for paving, 
quoins, and other positions where they will be subjected to unusual 
wear. 

3. Underburnt and misshapen Bricks, only fit for inside work. 

Of each of these classes there are in most brickfields several 
varieties, varying in quality according to circumstances. Their 
general characteristics are, however, as follow :— 
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Currers or RuspeRs are purposely made sufficiently soft to be 
cut approximately to the shape required with a trowel, and then 
rubbed to a smooth face and to an accurate shape. 

To ensure this they are made of washed earth carefully freed 
from lumps of all kinds, and uniform in composition throughout 
its mass. 

The best rubbers are burnt to a point a little short of vitrification. 

Inferior kinds are often stinted in firing; the cohesion between 
the particles is small, and they are easily destroyed by rain or frost. 

For the sake of durability it is better to avoid rubbers in all 
exposed work, and to use “ purpose-made” bricks moulded to the 
shape required and thoroughly well burnt. 

This is often done in good work. 

The characteristics of good rubbers are mentioned at page 112. 

OrpDINARY BurLpInc Bricks.—The second class of bricks in- 
cludes the bulk of those required for building. The qualities and 
characteristics of these vary, not only in different localities, but 
also in the same brickyard (see p. 106). 

Such brieks are made either from washed earth or malm, from 
partly washed earth, or from earth which has merely been tem- 
pered, not washed at all. 

They should be hard and well shaped, those most uniform in 
colour being selected for facing, and the whole of the remainder 
being fit to use for good sound work. 

UNDERBURNT AND MissHAPEN Bricks.—The underburnt bricks 
of the third class are generally known as grizele or place bricks, 
in some places as samel bricks. 

They are always soft inside, and sometimes outside also, are 

very liable to decay, and unfit for good work. 

They are, however, often used for the inside of walls. 

Names of different Varieties of Bricks.—As before mentioned, 
the names given to different classes of bricks vary in different 
districts, and even in different brickfields of the same district. 


OLASSIFICATION OF CLAMP-BURNT Bricxs.—The subjoined list of the 
names for clamp-burnt bricks, adopted in a Kentish brickfield supplying the 
London market, may be taken as a specimen. 

Following it is a description of some of the more important varieties. 

The bricks are divided generally into three classes—Malms, Washed, and 
Common—according to the manner in which the earth for them is prepared 


(see p. 92). For the third or Common class the earth is not washed at all. 
All three classes are moulded and burned in exactly the same manner, and 
are then further sorted into a number of varieties according to the manner 
in which they have been affected by the fire. 


106 NOTES ON BUILDING CONSTRUCTION. 


The classes are subdivided as follows : 


Price per Thousand at Brickfield. 
Cutters 5 140/. 
Best Seconds . 70/. 
Mean do. . : 80/.. 
Brown Facing Paviors . 55/. 
Malms Hard Paviors . ; 50/. 
Shippers ‘ , 32/6. 
Bright Stocks . : 37/6. 
Grizzle 19], 
Place 16/. 


Shippers f 28/6. 
Stocks : 20/. 
Washed Hard Stocks . : 20/. 
Grizzles A : Wee 
Place : : 13/. 


Shippers : 28/. 
Stocks : 24/. 
Common Grizzles 16/. 
Rough Stocks . 16/. 
Place 12/. 


The prices above mentioned serve only to show the relative value of the 
different classes of bricks. The actual market rates vary of course from time 
to time, and depend upon seasons, ete. 

Of the above classes cutters have already been described. 

Seconds are similar to cutters, but with some slight unevenness of colour. 

Bright Fronts are the corresponding quality from ‘“ washed ” earth. 

Facing Paviors are hard-burnt malm bricks of good shape and colour 
used for facing superior walls. 

Hard Paviors are rather more burned, and slightly blemished in colour. 
They are used for superior paving, coping, etc. 

Shippers are sound, hard-burned bricks, not quite perfect in form. They 
are chiefly exported, ships taking them as ballast. 

Stocks are hard-burned bricks, fairly sound, but more blemished than 
shippers. They are used for the principal mass of ordinary good work. 

Hard Stocks are overburnt bricks, sound, but considerably blemished both 
in form and colour. They are used for ordinary pavings, for footings, and in 
the body of thick walls. 

Grizale and Place bricks are underburnt. They are very weak, and two 
out of five “common” or unwashed place bricks are allowed to be bats, the 
stones left in the unwashed earth making them very liable to breakage, 

These two last-mentioned descriptions are only used for inferior or tem- 
porary work, and are commonly covered with cement rendering to protect 
them from the weather when intended to be permanent. 

Chuffs are bricks upon which rain has fallen while they were hot, making 
them full of cracks, and perfectly useless, 

Burrs are lumps of bricks vitrified and run together. They are used for 
rough walling, artificial rock-work. etc 
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Bats are broken bricks. 

Of the above varieties those from “ common” or unwashed clay are hardly 
ever quite perfect in form on account of the stones left in the earth, which 
make them shrink unequally, and become distorted in burning. 

Bricks from “ washed” clay suffer in the same way to a less degree. 

CLASSIFICATION or K1LN-BurNT Bricks.—Kiln-burnt bricks are generally 
pretty equally burnt, and are classed chiefly according to the process by which 
they are made. 

Thus in one yard the classification is as follows :— 


Patent bricks. 
Common hand-made. 
Copper moulds. 
Pressed bricks. 
Dressed pressed brickr. 


In another yard the classes are 
Best white pressed. 
Second do. do. 
Pink do. do. 
White wire cut. 
Second do. do. 
Pink do. do. 


The Burham Company’s bricks are thus classified in their circulars :— 
No. 1. Pressed Gault (Facing). 


2. Do. (Mingled). 
3. Do. (Paviors): 
No. 1. Wire Cut (Facing). 
2. Do. (as they rise from kiln). 


3. Do. (Mingled or discoloured). 


_ Varieties of Bricks in the Market.—The bricks used in ordi- 
nary buildings generally are, or should be, the best that are made 
in the neighbourhood. 

Some descriptions of bricks, however, are universally known, 
and are used even outside the locality in which they are made, 
either for special purposes, or in buildings of such importance as 
to justify incurring the expense of carriage. 

A few of the more important of these varieties may now be 
noticed. 

White Bricks.—The best materials from which to make white bricks 
are a refractory clay, which will naturally burn to pale yellow or white, and 
a fine white or yellow sand, which vitrifies slightly under a strong heat. 

In the absence of such material, however, every clay which does not con- 
tain more than 6 per cent of iron will burn into a white brick, provided 
it is strong enough to stand « sufficient quantity of chalk mixed with it. 
In the case of very refractory clays the mixture with a large proportion 
of chalk will render the resulting brick friable. 

The processes usually gone through in the manufacture of white bricks 
do not differ very materially from those applied to other bricks. 
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“The best mode of manufacture is to grind the clay dry, mix it tho 
roughly with sand while dry, and then through a press”? 

White bricks are frequently burnt in close kilns, carefully protected 
from smoky flames and soot, thoroughly burned in a dead heat, and allowed 
to cool down ; gradually, or the faces will be full of cracks. 

The clays from which white bricks are made are generally heavy, and 
they are in such case lightened by being made hollow or perforated. 

Green stains are often noticed on the surface of white bricks if they are 
underburnt. 

These stains can generally be rubbed off when the brick is dry ; if they 
reappear they can be permanently removed ‘‘ by mixing up a wash of clay 
and sand of which the brick was made with sulphate of copper, painting 
over the brick with it, and leaving it till it is perfectly dry, and then 
rubbing it off with a brush.” } 

White bricks may be procured from several parts of England. Some of 
the best come from Suffolk, Essex, Arsley, Ewill in the district of the Med- 
way ; from Dorsetshire (Beaulieu bricks and others) ; from the London brick- 
fields ; from Exbury and Cowes. Others are made in Cambridgeshire, 
Devonshire, Lincolnshire, and the Midland counties. 

A few of the best known varieties will be further noticed. 

Gavit Bricks are made from a band of bluish tenacious clay which lies 
between the Upper and Lower Greensand formations. 

This clay in its natural state contains sufficient chalk to flux the mass, 
and to give the brick a white colour. 

The bricks made from this clay are of very good quality ; extremely hard 
throughout, very durable, but difficult to cut. 

They are generally white, but the lower qualities have a pink tinge 
caused by irregularities in burning. 

Bricks made from Gault clay are generally very heavy. To remedy this 
a large frog is sometimes formed in the brick, or it is perforated through- 
out its thickness. 

Bricks of this description are manufactured by the Burham Company at 
Burham, near Rochester, and at Aylesford, near Maidstone ; also at Folke- 
stone, near Hitchin, and at other places. 

Suffolk white Bricks are also made from the Gault clay. 

They contain a very large proportion of sand which makes them useful 
for rubbers. 

They are rather soft for ordinary building purposes, but harden in time, 
which is attributed to the silicic acid in the clay acting upon the chalk so 
as to form some of it into a silicate of lime, 

Beauliew Bricks, of a light straw colour, are made from clay dug upon the 
Beaulieu river, near Southampton. 

Ballingdon Bricks, made by Beart’s process near Sudbury, in Suffolk, are 
much used for facework, 

Beart’s Patent BrIcKS are made at Arsley, near Hitchin, from the Gault clay. 

There are different classes, “ White rubbers, hand-made, moulded, solid 
brick, equal to the best Suffolks. No. 1, best selected white facing brick 
(pierced) and ordinary. These two are of uniform colour, hard and well 
burnt, and used extensively for facings. No. 2, mingled red and pink, vary 


1 Building News, Sept. and Oct. 1874. 


VARIETIES OF BRICKS. 109 


from the above only in colour, and are equal in every respect to the best 
made stoek bricks.” } 

The clay contains lime, and requires to be burnt with great care, or the 
lime will remain in a quick state, and slake after the brick is in use. 

Staffordshire Blue Bricks are made from the clays and marls of that 
county, which contain from 7 to 10 per cent of oxide of iron. 

They are burnt in circular ovens with domed tops, being raised to a very 
high temperature, which causes the peroxide or red oxide to be converted 
into the protoxide or black oxide of iron. 

These bricks are generally of a dark-blue or nearly black colouz, with 
smooth glassy surfaces. They are very durable, impervious to water, and 
will resist enormous pressure. 

Bricks of this description are extensively used throughout the country for 
paving, coping, channels, and other special purposes in which great hardness 
and durability are required. 

For building ordinary strong work the second-class Staffordshire bricks are 
more suitable than the first quality, as the former have rougher surfaces to 
which the mortar adheres more firmly. 

An inferior class of these bricks is made by the use of a surface wash of 
iron, These look well for a time, but the colour does not wear well. 

Dust Bricks are blue bricks, for which coal-dust is used in moulding instead 
of sand. They have glossy surfaces, are very hard, and are used for paving. ' 

Red and Drab coloured bricks are also made in Staffordshire. The former 
are used for building, and the latter chiefly as a fire-brick, where intense 
heat is not required.” 

Tipton Blue Bricks are Staffordshire blue bricks from the neighbourhvod of 
the town after which they are named. 

Black Bricks are obtained from Cowbridge in South Wales, from Maiden- 
head in Berkshire, and from other places. 

Some inferior black bricks are made with a mixture of soot, and are weak 
and almost useless. 

FarEHAM Rep BRICKS are made from a moderately plastic clay, which is 
found in very deep beds around the town of Fareham, and in other places in 
the neighbourhood. 

They are dressed or batted (as described at p. 95) when partially dry, 
and thus brought to a very true surface. They are also carefully burnt in 
small oven kilns holding from 20,000 to 30,000 each. 

These bricks are of a fine deep-red colour, and have been much used in 
London for superior buildings. 

The facework of St. Thomas’s Hospital is of Fareham ae and many 
have been used in the new Law Courts. 

Sometimes these bricks are rubbed so as to obtain very fine surfaces and 
thin mortar joints, but this removal of the outer skin is bad, as it tends to 
make the brick decay quickly under atmospheric influences. 

NorrrnGHAM Patent Bricks are made by the dry clay process, the clay 
being ground and subjected to pressure of about 200 tons on the brick in 
moulding, 

They are very close in texture, and have good surfaces and arrises, but they 
appear to be deficient in fougiiness, and do not “ ring” properly or Lee well 

They are of a dull red colour, Many of them are burnt in Hoffmaun’s 


1 Gwilt. 2 Dobson. 
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kilns, in which case the ends are generally of a yellowish shade. This is 
owing to the ends being exposed to the fire, whereas the other parts of the 
brick are protected. 

Sometimes bricks are purposely packed on end, so as to protect the ends 
from fire, make them red, so as to afford headers of an uniform colour, 

These bricks were used for part of the St. Pancras Station. 

LancasHirE RED PresseD Facina Bricks are made by Platt’s patent 
brickmaking machine. 

Dutch Clinkers are small bricks, well burnt, very hard, vitrified through- 
out, and sometimes warped. 

They are used almost entirely for paving. 

Adamantine Clinkers are similar bricks, harder, denser, and heavier, of a 
fine pink-white colour and smooth surface. 

They are sometimes chamfered on the edge so as to give a firmer foothold 
when used for paving. 

Terro-metallic Clinkers are bricks of the same size and shape, made from a 
clay which is burnt very hard to a dark-brown or nearly black colour, 

Enamelled Bricks have a white or light yellow glazed surface like that 
of china. 

This is produced by a thin coating of white material over the brick, which 
in inferior descriptions is apt to peel off. 

Bricks of this kind are much used for the sake of cleanliness in lavatories, 
urinals, butchers’ shops, dairies, etc, ; also in order to obtain reflected light, 
2s in some of the underground railway stations. 

Salted Bricks have a thin glaze over their surfaces, produced by throw- 
ing salt into the fire during the burning process. 

Moulded Bricks are produced in every variety of pattern, from simple 
sections like those of cornice, plinth, and string-course bricks, already men- 
tioned, up to the most elaborately decorated blocks of different forms, such as 
voussoirs for arches, diaper patterns for walls, panels, string-courses, ete, 

The simpler patterns are made in moulds furnished with shifting sides and 
ends on which the pattern is raised or sunk, These can be screened up 
against the soft clay, and then released so as to liberate the moulded brick. 

Sometimes the pattern is formed on the stock-board, or on a plaster cast 
which takes its place. 

In the more elaborate patterns iron moulds are used, which are opened 
and closed by simple machinery. 

Pether’s Ornamental Bricks are made by the Burham Company from Gault 
clay forced into a hinged iron mould. 

They can be made to almost any design, however elaborate, and afford a 
cheap and very durable means of decoration. 

Pallette Bricks “rebated on edge so as to hold a 14-inch fillet securely 
in the wall, splayed from { inch at one edge to } inch at the other, have been 
occasionally used of late but are not recommended, as the advantage gained is 
not to be compared to the extra labour and expense involved.” ! 

Concrete Bricks should hardly be noticed in this chapter, as they are 
not made of clay, and they do not require burning. 

Bodmer’s Bricks consist of a species of fine concrete, the constituent parts 
of which vary, some being of about 4 to 4 of its weight of sand with selenitic 
lime or cement, others of black furnace slag mixed with about ys of its 
weight of lime or cement according to quality, 


1 Seddon. 
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The ingredients are filled into moulds, and subjected to considerable pres- 
sure which binds the particles together. 

The moulded bricks are then left to ripen and harden out of doors for a 
period which varies with the setting properties of the lime or cement used. 

The resulting bricks are hard and dense, with good arrises and surfaces, 
and they weigh about 58 ewts. 2 thousand. 

The cost of labour for making these bricks is said to be from 3s. to 3s. 6d 
per thousand.! 

Wood’s Patent Concrete Bricks are similar to those just described. They are 
made at Middlesborough from slag reduced by agitation in water to the state 
of sand. The slag sand is ground and mixed with 7 its bulk of lime. The 
mixture is forced into moulds under a pressure of about half a ton per square 
inch. The bricks are dried in the air, and are then ready for use. 

These bricks may be made with ordinary sand or crushed stone instead of 
slag sand. 

Slag Bricks are made by running molten slag into iron moulds. The 
blocks are removed while the interior is still molten, and then annealed in 
ovens. 


Characteristics of good Bricks.— Freedom from Flaws or Lumps. 
—Good building bricks should be sound, free from cracks and 
flaws, also from stones, or lumps of any kind. 

Lumps of lime, however small, are specially dangerous ; they 
slake when the brick is exposed to moisture, and split it to pieces. 

A small proportion of lime finely divided and disseminated 
throughout the mass is an advantage, as it affords the flux neces- 
sary for the proper vitrification of the brick. 

In examining a brick, lumps of any kind should be regarded 
with suspicion and tested. 

Shape and Surface—In order to ensure good brickwork the 
bricks must be regular in shape and uniform in size. 

Their arrises (or edges) should be square, straight, and sharply 
defined. 

Their surfaces should be even, not hollow; not too smooth, or 
the mortar will not adhere to them. 

Absorption—The proportion of water that a brick will absorb 
is a very good indication of its quality. 

Insufficiently burnt bricks absorb a large proportion and are 
sure to decay in a short time. 

It is generally stated in books that a good brick should not 
absorb more than +}, of its weight of water. 

The absorption of average bricks is, however, generally about 
4 of their weights, and it is only very highly vitrified bricks that 
take up so little as ;4, or x5. (See p. 114.) 


1 Spons’ Illustrated Price Book. 
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Texture-—Good bricks should be hard, and burnt so thoroughly 
that there is incipient vitrification all through the brick. 

This may be seen by examining a fractured surface, or the 
surface may be tested with a knife, which will make hardly any 
impression upon it unless the brick is underburnt. 

A brick thoroughly burnt and sound will give out a ringing 
sound when struck against another. A dull sound indicates a 
soft or shaky brick. 

A well-burnt brick will be very hard, and possesses great 
power of resistance to compression. (See p. 115.) 

CHARACTERISTICS OF GooD RupBers.—A really first-class rubber 
(see p. 105) will not be easily scored by a knife even in the 
centre, and the finger will make no impression upon it. 

Such a brick will be of uniform texture, compact, regular in 
colour and size, free from flaws of any description. 

Method of distinguishing Clamp-burnt, Kiln-burnt, and Machine-made 
Brocks—In clamp-burnt bricks the traces of the breeze mixed with the clay 
can generally be seen. 

Kiln-burnt bricks very often have light and dark stripes upon their sides, 
caused by their being arranged while burning with intervals between them. 
Where the brick is exposed it is burnt to a light colour ; where it rests upon 
or against other bricks it is dark. 

In some cases care is taken to prevent this, and the best kiln-burnt bricks 
are of an uniform colour. 

Machine-made bricks may generally easily be distinguished, if wire-cut, by 
the marks of the wires ; if moulded, by the peculiar form of the mould, letters 
on the surface, etc., or sometimes by having a frog on both sides. 

In many cases the marks made by pronged forks, used for hacking the 
bricks, may be seen on their sides, 

Size and Weight of Bricks.—Before the year 1839 a duty 
was paid upon bricks; their size was then practically fixed by Act 
of Parliament, and it has since remained materially unaltered. 

Ordinary bricks in the neighbourhood of London are about 83 
inches long, 4+ wide, and 24 inches thick, and weigh about 7 
Ibs. each. In different parts of the country the size and weight 
vary slightly; in the north of England and in Scotland they are 
larger and heavier. (See p. 113.) A very large brick is incon- 
venient for an ordinary man to grasp, and a heavy brick fatigues 
the bricklayer, who has to lift it when wet and lay it with one 
hand. 

In order to obtain good brickwork it is important that the 
length of each brick should just exceed twice its breadth by the 
thickness of a mortar joint.’ 

1 For the R.1.B.A. standard size of bricks, see the R.I.B.A. Kalendar, 1903-04. 
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The following TaBLE gives the SizzE and WEIGHT of some of 
the best-known varieties of Bricks in this country. See also 
Tables, pages 114, 115. 


i 
d | 
Size In INcHEs. | WEIGHT. | ene 
ee Cwrs. 
pe ‘ fr ae 
| 
London Stock 82 | 44 | 22 | 6°81 | 603 
Red Kiln : el Se 44 23 7:0 63 
Fareham Reds : z Shon | 45 1256 6'3 56:2 G 
Do. Rubbers. ; Vo) 48 Oo | gpg 78°5 G 
Catty Brook Pressed Brick (near enone 3 Shs; 85 
Bristol) 
Bridgewater Red Brick 4 875) 4:3 | 2°76 
Lancashire Red Pressed Facing Brick Ooo ia 3 8-9 80 
Pressed Brick from Leeds OS |e So P10 89 
Scotch Brick from Sandyfauld, near Orb | 425 SOM Gileke 1 SOLS 
Glasgow | | 
Bricks made from Blaize near Glasgow | 9 43 | 34 | 86 77 | 
Scotch Brick from Elgin (used for | 12 (OR S| 
partitions) | 
Irish Brick from Athy eS 32 25 | 
Burham Wire Cut. f ~ e Os6 4°0 2°6 54 | 582G 
Do. Pressed 875) 4:2 27 61 | 54:°5G 
Suffolk Brimstone 9 4°6 2°6 6°8 60:7 G7) 
Do. White 9:2 4°3 2°6 6°3 56-2 Go| 
Staffordshire thin Paving 9 44 8 8°9 80 | 
Do. do. . 9 44 2 671 55 
Staffordshire Brick-on-edge, for edge 9 3 34 | 7:8 70 | 
| paving 
| Tipton Blue : rele!) 44 Bol 89 
| Adamantine Clinker . : : 6 24 1 2 18 
Dutch Clinker 64 . 8 ile | 1°55 14 | 


The Figures marked G are from Grant’s Experiments, Proceedings Inst. Civ. Engineers, 
vol. xxv. p. 35. 


Tests for Bricks.—The best method of testing bricks is to 
see if they ring when struck together; to ascertain their hardness, 
by throwing them on to the ground, or by striking them against 
other bricks. 

The fractured surface should also be examined in order to 
ascertain if it exhibits the characteristics mentioned at page 112. 

Brard’s test is sometimes used for bricks, but is not of much 
practical benefit, for the reasons stated at page 11. 

The amount of water absorbed by bricks is to a certain extent 
an indication of their quality, and their resistance to compression, 
either singly or when built into brickwork, will show whether 
they are strong enough for the purpose required. 

The following Table shows the weight and absorption of several 


different classes of bricks. The results marked L are from experi- 
B.C.—III I 
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ments made by Mr. Baldwin Latham.’ The remainder are the 
results of experiments made by a friend of the present 
writer's 


TABLE SHOWING ABSORPTION OF WATER BY DIFFERENT VARIETIES 
OF BRICKS. 


PERCENTAGE OF 
WATER 
ABSORBED. 


WEIGHTS 


DESCRIPTION OF BRICK. WHEN Dry. 


| Malm Cutters 5 
Malm Best Seconds . 
Malm Brown Facing Paviors 
| Do. Hard Paviors . 
Washed Bright Yellow Fr onts 
Malm Shippers : 
Malm Bright Stocks 
| Washed Do. 
' Common Shippers 
Common Gray Stocks 
Do. Hard Do. 
Malm Grizzles 
Do: Places, 
Common Place 
Washed Shippers 
Do. Hard Stocks 
Do. _Grizzle 
Common Grizzle 
Washed Place i : 
Staffordshire Dressed Blue . 
Do. Pressed Blue . 
Do. Common Blue 
Do. Bastard 
| Machine-made Red . : 
Do. from Tieeds : 
Wire-cut White Gault 
Pressed Gault j 
Brown Glazed Brick 
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Strength of Bricks.—In practice bricks are subjected to com- 
pression, and sometimes to transverse stress, but not to tension. 

The compressive stress brought upon evenly-bedded bricks is 
generally far less than they are able to bear. 

In some cases, however, as in arches and retaining walls, the 
stress may be concentrated upon a small portion of the brick, or 
the same effect may be produced by the bed of the brick being 


uneven. 
Such concentrated stresses are apt to crack the portion of the 
brick upon which they act. 


1 Latham’s Sanitary Engineering. 
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Average 

| iption of Sa. t Crushing Load of Spee 
pea g Dimensions of Specimen. weet ' epee Foo aes Y sie ae | Remarks, 

| Abe Tested. | | 

1 cracked. | 

{ Length.| Breadth.| Height. T Min. | Max. | Average. 

Inches.| Inches. | Inches. ons. | Tons: | Tons.| Tons. 
Gault. : -| 8:8 i aE 51 108 | 179 146 5 G 
DOr ai . Se He i 47 113 139 125 5 G Frogs filled 
with cement. 

Burham Gault .| 9-0 4°5 2°7 26 50 7 61 5 G 
Do do... if a Be 58 96 | 118 108 5 G Do. do. 

ee ‘ee 9°0 4°5 2°6 32 ws | 197 | 170 ie. eg Dov < do. 
Do. do. 2 as AK an 31 100 151 116 10 G 
Dor dos . 8°7 4°2 2°7 29 121 176 144 10 G | 

Do. No.2 WireCut| 8-6 4°0 2°6 26 42 | 208 137 10 Gia 

Burham Wire Cut} 9-0 4:5 2°6 37 163 262 216 10 G 

Aylesford Gault} 9-0 4°5 2°2 30 91 179 125 10 a 
Pressed 

Do. do. 9:0 4°5 2°2 38 98 170 130 10 G Do. do. 
Faces made 

Gault Wire Cut . 8-7 4°1 3°0 111 173 173 173 1 U smooth and 
Do. do. 8°7 4-1 2°9 +e 169 169 169 1 U parallel by 

plaster of Paris. 

London Stocks 8:9 4:2 2°5 re 103 129 115 3 U Do. do. 
Do. do. 4°6 4:0 2°4 130 177 181 179 2 U Half Brick, 

Sittingbourne 88 471 2°5 22 103 182 1384 10 G 
Stocks 

Shippers Stocks 9°0 4°5 2°5 17 89 133 116 10 G 
Do. do. 9:0 4°5 2°5 28 134 197 140 10 G Frogs filled 

with cement, 

Suffolk Brimstone}| 9:0 4°6 ori ale 84 125 105 10 G 

Do. Best Whites | 9-2 4°6 2°6 18 55 92 67 10 G 

Fareham Best 8°5 4°2 2°6 33 76 148 104 10 G 
Reds 

Do. Best Rubbers} 10:2 4:9 2°9 4 32 61 45 10 G 

Tipton Best Blue{ 8-7 4°3 O52 2 1| 882 198 | (380) 10 G (Not crushed), 

StaffordshireBlue| 4:4 4:2 30 | 184 386 464 425 2 U Half Bricks. 
(common) | 

Do. do. pressed| 9:0 4:3 S11: | 275 | 275 275 1 U 

Blue Bricks(West| 9:0 4:4 207, 548 988 | 1129 1064 6 Wa 
Bromwich) 

Don. do, 8°7 41 2°8 261 586 692 651 6 Wd 

Terra Metallic 8-7 4°3 31 225 239 299 274 6 Wd_ | Recessed both 
White Glazed | sides. 

(West Bromwich) 

Semi-dry Bricks| 8°7 4:2 2°3 556 1010 | 1099 | 1056 6 Wd 
of Slate Debris 
(South Wales) 

Rel Bricks (Salt-| 9:0 4-4 2 139 187 202 180 5 Wd_ | Bedded between 
ley, Birming- 8” pine. Re- 
hain) cess one side, 

filled with ce- 
ment. 

Red Brick ‘ Cra- 87 4°2 2°9 354 412 569 | 496 6 Wd_ =| Recesses both 
ven” sides, filled 

\ with cement. 
j Bedded = as 
| above. 

American ‘‘Face”| 7°7 3°6 2°1 is 768 937 858b S WN /Surfaces ground 
Bricks flat, bedded in 

| plaster of Paris. 

The same on end 3°6 2°11 Bt | ae 366 522 448 6 WN | Tested on end. 

“Common” Bricks} 77 3°3 271 ae 803 | 1220 1016 5 WN !Surfaces ground! 

flat, bedded in 
plaster of Paris. 

The same on end} 3:3 2° 77 re 462 | 1014 698 11 WN | Tested on end. 

**Face” Bricks Ks =F a re 710 | 1075 895b 3 WN |Surfaces ground 
(Mass., U.S.) flat with emery. 

“Common” Bricks 4% A Bead hea oe 835 | 1486 1178» 3 WN Do. 
(Mass., U.S.) | 

ay State Bricks RE ie Biseaantl evan te 668 817 733b 3 WN Do. 
(Mass., U.S.) | { 
G, Grant’s Experiments, Proc. Inst. C.E., vol. xxv. U, Unwin, Testing of Materials of Construction. 
Wd, Ward on Brickmaking, Proc. Inst. C.E., vol. 1xxxvi. WN, Report of Tests on the Strength of Structural 


Material made at Watertown Arsenal. The tests marked ‘‘a” are further referred to in Table of Experiments on 
Brick Piers, p. 118 ; those marked ‘‘b,” on p. 119. 
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The resistance of bricks to crushing is much reduced when 
they are built into work, being greatly influenced by the nature 
of the mortar used. 

A series of experiments on rectangular piers of brickwork in 
mortar, of varying lengths and sections, both solid and hollow, 
carried out at Watertown Arsenal, U.S., from 1883 to 1891, 
constitutes a valuable addition to the experimental data available 
on this subject. ' 

The leading results are given in a tabulated form on page 
11s, 

The heights of the piers tested range from 1’ 4” to 12" 6”, 
and in section from 8” to 16” square, nominal dimensions, the 
actual size of the bricks used averaging about 7°7 x 3°2 x 2:2 
inches. 

The tests of single bricks, of which the piers were built, show 
in most cases an exceptionally high crushing resistance, tested on 
the flat. The specimens were prepared by carefully grinding the 
bed surfaces, which were set in thin facings of plaster of Paris to 
ensure even bearings against the compressing plates of the testing 
machine. 

The end surfaces of the built-up piers were flat and carefully 
bedded. 

The bricks were laid on the bed, and the joints broken at 
every course, Failure occurred in detail by the development 
of cracks, longitudinal fissures, and the partial crushing of the 
bricks. 

By plotting the results of the experiments, curves may be 
obtained, fairly representing the averages of the series, and the 
ultimate crushing strength of solid square piers in percentages of 
the crushing resistance of the single brick (when prepared for 
testing as above described) may be expressed approximately as in 
the Table following, for varying proportions of length to side of 
square, and for the particular quality of brick and of mortar used 
in these experiments, and as described in the Tables on pages 
118,199. 


1 A fully detailed description of the Experiments on the Strength of Brick Piers 
carried out by the Science Committee of the Royal Institute of British Architects in 
1895-97 will be found, accompanied by illustrations showing the mode of failure of 
the piers, in the Journal of that Institute dated 2nd April 1896, 17th Dec. 1896, 
31st Dec. 1896, 18th Dec. 1897, 8th Jan. 1898 ; to which the student is referred. 


PLL ETI IN LO OLS LOT 


RESISTANCE OF BRICKS TO CRUSHING. br7 


Ultimate Crushing Strength of Pier, 
Proportion of Height | when Ultimate Crushing Strength of 
of Pier when side of | Single Brick=100. 


Square=1. 
8 inch Square Pier. | 12 inch Square Pier. 
2 18°0 14°0 
4 16°4 12:0 
6 15:0 10°6 
8 14:0 9°7 
10 13°5 9°0 
12 13°0 8°5 
14 12°6 8:1 


The influence of length is manifest, while the larger section 
shows a diminution in strength. 

The first visible crack occurs at loads varying from 57 to 
87 per cent of the ultimate crushing load. 

There appears to be little perceptible difference between the 
strength of solid and hollow piers per unit of brickwork area, but 
the hollow space in the piers tested did not exceed in area say 
30 per cent of the total section. 

It is possible that with bricks of softer quality, and with 
mortar resembling as closely as possible in its physical properties 
those of the bricks, a higher percentage of the single brick might 
have been obtained, though not a higher absolute value of crush- 
ing resistance. Further, experiments are needed to determine 
these and other points before a satisfactory theory of the strength 
of brick piers can be formulated. 

The influence of the strength of mortar upon the ultimate 
resistance is seen from a comparison of individual experiments 
in the same series, as follows :— 


| Mean Oonene Ultimate Strength of Pier. | 
Dimensions of Pier. ualit ortar. ing Strength } 
s f Pi Q y of Morta atip al aimg Percentage of | Tons per 
cae Single Brick. | square foot. 
Lbs. per sq. in. 
jade a 7b eh 6 1 lime, 8 sano 124 181 162 
| 14"x 76x 7”6|1 Portland cement, 546 27:1 242 
2 sand 
6’°8"x 76x 7-6 | 1 lime, 3 sand 124 13°'5 120 
COBEx 776 76 RC, Seand 546 16°2 144 
2’-0" x 11""5 x 11”°5 | 1 lime, 3 sand 124 13°9 124 
20" % 106 x 14"5 | 1-P.O.,, 2 sand 546 26°4 235 
10°°0" x 11”°5 x 11’"5 | 1 lime, 3 sand 124 10°9 97 
LOO xl ee5 sone (ol P.C., 2 sand 546 16'2 144 
6’°0" x 12”°0 x 12”:0 | 1 lime, 3 sand | 124 10°2 75 
6':0" x 12-0 x 12”°0 | 1 P.C., 2 sand 546 15°7 115 
6'-0" x 12”-0 x 12”°0 | Neat P.O, | 3482 20'8 153 
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| 
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NOTES ON BUILDING CONSTRUCTION. 


With the above may be compared the following experiments 
made by Dr. Bohme at Berlin.} 


Ultimate Strength of Pier. 


‘ ; ‘ Crushing | 
Dimensions of Quality of ces ot 
Pier, Mortar: | Strength of Mor- | 


tar in Cubes. | Percentage of Tons per Square 
Single Brick. Foot. 


Lbs. per sq. in. | | 
10”x 10”x 9"'5 | 1 lime, 2 sand 177 44°] 116:2 
1 cement, 6 sand 1748 53°0 139°4 
1 cement, 6 sand 1748 53°9 (wet) 141°9 
1 cement, 3 sand 3000 60:0 uel ay o\5) 
1 cement, 3 sand 3000 64°5 (wet) 169°8 


Beneckendorfer 
brick, 


10”x10”x 9"°5 | 1 lime, 2 sand Was 43°5 | 70:0 

Do. 1 cement, 6 sand 1748 579 93°2 
| 1 cement, 6 sand 1748 54°3 (wet) 87°4 
| 1 cement, 3 sand 3000 62°5 1 = LOOs7, 
| 1 cement, 3 sand 8000 65°0 (wet) | 104°6 


| 


Hertzfelder 


Crushing strength of single Beneckendorfer brick = 263-2 
tons per square foot. That of Hertzfelder brick = 160:9 tons 
per square foot. 

Six piers, tested by General Q. A. Gilmore, 22 inches in total 
height, 12 inches square, composed of North River brick in 
mortar of 1 of Rosendale cement to 2 sand, with bluestone caps 
and bases 3 inches thick, gave an ultimate crushing resistance 
varying from 111 to 130 tons per square foot, with average of 
119 tons. Cracks developed at loads varying from 58 to 84 per 
cent of the ultimate load. The age of the pier when tested was 
214 months.’ 

When the crushing strength of the single brick is taken as 
the measure of the ultimate strength of the pier, the method of 
testing and of the preparation of the specimen brick should be 
taken into account. Curioni has shown that the use of sheet 
lead as a bedding for the compressed surfaces of bricks leads to a 
reduction of strength of from 74 to 50 per cent,® while Professors 
Unwin and Beare have shown that a considerable loss of strength 
in crushing cubes of stone arises from a similar use of the same 
material. 

The preparation of the surfaces, and the rigidity of the iron 
compressing planes of the testing machine, resisting by friction 

1 Unwin, Testing of Materials of Construction. 


2 Notes on the Compressive Resistance of Freestone, etc. 
3 Min. Proc. Inst. of Civil Engineers, vol. 1xxiii. 


RESISTANCE OF BRICKS TO CRUSHING. I21 


the tendency to disintegration, both tend to augment the ¢om- 
pressive resistance of the single brick when compared with its 
strength in the built-up pier. 

The following are the results of experiments made by Mr. 
Kirkcaldy for Blackfriars Bridge :— 


Size of | | Tons PER Foor sup. 
Piers. | 
BRICKS USED IN PIERS. Four Cementing Material. | At which | At which 
Courses failure | crushing 
High began. peas place. 
Inches | 
Common Stocks, recessed one side| 14x 14 Lime Mortar DS er 
Do. do. Do. Do. 21 30 
Red Bricks (machine made) 2 Do. Do. 20m 240 
Do. (hand made) . : Do. Do. 20 | 36 
Gault Bricks . ; : : Do. Roman Cement BA ck siee 
Dor: : : ‘ <a ODO Do. ae ee 
Clark’s Sudbury (machine made) Do. Portland Cement 49 76 
Uxbridge Red (hand made) , Do. Do. 44 53 


4 


Transverse Strength of Bricks.—Recent American experiments on 
different samples of Paving brick give a modulus of rupture on a 
span of 6” ranging from about 1000 to 3500 lbs. per sq. in. 

Tensile Strength of Brick.—The tenacity of brick is given by 
the late Professor Rankine as varying from 280 to 300 Ibs. per 
square inch. Jxperiments on twelve samples of brick tested at 
the East River Bridge Works showed an ultimate tenacity ranging 
from 90 to 358 lbs. per square inch. Average, 1684 Ibs. per 
square inch.” 


Different Forms of Bricks.—The different forms in which bricks are 
made for special purposes are almost innumerable. 

It would not be worth while, even if space were available, to describe 
them all ; but a few of the principal varieties may be mentioned. 

Ordinary Bricks are of rectangular section, both longitudinally and trans- 
versely, and solid throughout. They have already been described. 

Purpose-made Bricks are those which are specially moulded to shapes suited 
for particular situations, such, for example, as the voussoirs of arches struck to 
a quick curve, the corners of obtuse-angled structures, etc, 

There are several advantages in having the bricks thus purpose-moulded : 
cutting is saved, and the surface-skin of the brick is left intact, which enables 
the brick to resist the weather far better than if the surface were removed by 
cutting. 

Arch Bricks are shaped as voussoirs of arches. 

Compass Bricks taper in one direction at least. If they taper in thickness 
they are suitable for the voussoirs of an arch, and are called Arch bricks or 
Side-wedge bricks. If, however, the thickness is constant, and they vary 
gradually in width, they are useful for steining walls, and are sometimes 
called Bullheads, 

The name Compass bricks is sometimes applied only to bricks tapering in 

' Engineering News, 18th April 1895. 2? Trans. Am. Soc. Civ. Eng., vol. vii. 
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both-directions, as in Fig. 13. Such bricks are used for parts of furnaces 
etc. etc. 

Perforated Bricks (Fig. 14) have cylindrical holes through their thickness, 
which makes them easier to burn (because the fire can penetrate them more 
thoroughly), and lighter to handle. 

Such bricks are often made from the denser and heavier clays. 

An objection sometimes stated against them is that they transmit sound 
readily. 

Splits are bricks of the ordinary area, but of reduced thickness, being 9 
inches by 44 inches wide, and 1, 14, or 2 inches in thickness, 

_ Soaps are bricks 9 inches long, 24 inches wide and 24 inches thick. 


ae 


Angle Brick. Stretcher. Header. 
Fig. 13. Fig. 14. Fig. 15. Fig. 16. Fig. 17. 


Some varieties of these bricks, pierced with elaborate patterns, and used for 
ventilating purposes, are made in stoneware and terracotta (see p. 139). 

Hollow Bricks should be moulded from the best and most homogeneous 
clay. They may be of large size, as their shape enables them to be thoroughly 
burnt, and makes them lighter to handle. 

There are a great many forms of these bricks used for building hollow 
walls, 

Figs. 15, 16, 17 show hollow bricks made by Messrs. Clayton, Son, and 
Howlett’s machines. 

The three figures show an angle brick, stretcher, and header in position 
as for the angle of a wall, but spread out so as to show their construction. 
They are so arranged that a solid side or end is always presented on the face 
of the wall. 

In other forms the perforations are somewhat different ; for example, as in 
Figs. 18, [9— 


Header. Stretcher. 
Fig. 18. Fig. 19. 


The form and use of other hollow bricks are shown by the section, Fig. 27. 

Tubular Bricks are hollow bricks in which there is one large perforation 
running through the length of the brick. 

Tubular bricks are also made in the form shown in Fig. 20, so that several 
of them built up together form a pillar. 

Somewhat similar bricks, but flat, instead of round, are made for building 


up pilasters. 
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Plinth, Cornice, and String-Course Bricks are made of several patterns, 


Fig. 24. 


They have to be arranged so as to be built in as headers and stretchers, 
and also for angles, 

Thus Figs. 21 to 24 are all plinth bricks: a is a stretcher, b a header, 
c an external angle, d an internal angle. 

Those that are intended to project should have a throat on the lower side, 
as in Fig. 25. 

Sometimes several different forms of moulded bricks are combined to form 


TEL OTE 


a cornice, as in Figs. 26, 27, which are from an advertisement by the Broom- 
hall Company. 

Bricks shaped like o, Fig. 26, are known as Hollow Cornice; those of 
section like p are Full Cornice, while g and + are Moulded Cornice bricks. 


ee 
ee 


Fig. 28. Fig. 29. Fig. 30. Fig. 31. 


Round-ended and Bull-nosed Bricks,—Figs. 28 and 29 are for use at corners 
where sharp arrises would be liable to damage, 

Splay Bricks are bevelled off on one side, like Fig. 30. They are some- 
times called slopes, 

Double Cant Bricks have a splay on both sides, like Fig. 31. 


ss 
oa a 
SR OY 


Fig. 33. Fig. 34. 
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Pavings are made generally of dark blue Staffordshire ware, very hard, the 
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surfaces rendered less slippery by being indented with flutes, or with a 
diamond pattern. See Figs. 32, 33. 

Gutter Bricks, called also Channel and Sough bricks, are made of various 
sections, such as that in Fig. 34, which shows a gutter brick with stop end. 

Drain Bricks are of the form shown in Fig. 35. A number of these 
placed side by side form a suitable floor for a cattle-shed, or for any 
building where much liquid falls on the floor, and has to be carried off 
at once. 

Coping Bricks are made of several different sections to suit walls of dif 
ferent thicknesses. 


sae 
ere coal | tes 


Fig. 36. Fig. 37. 


When they are to project they should always be throated as in Fig. 37. 

They are either prepared to receive palisades, as in Fig. 36, or left plain 
with a curved or an angular top as in Fig. 24. 

Copings for Platforms and Wing Walls are for railway or other platforms, 
and for retaining and wing walls. They are made either plain, or (for plat- 
forms) with indented or fluted surfaces. 


Fig. 38. 


Coping bricks are made of considerable size, even as large as 18 inches 
by 6 inches by 6 inches. 
y 
Stopped ends and angles are made for all coping bricks. 


Fig. 40. 


Kerb Bricks for footpaths are made of the section shown in Fig. 39, and of 
other sections. 

Tunnel Heads are of the form shown in Fig. 40, and are made gener- 
ally in fireclay for parts of furnaces, 

Boiler Seatings, of the shape shown in Fig. 41, are also made in fireclay. 

Besides the forms of bricks above illustrated, there are several which 
cannot be described, such as Sink bricks, made in the form of a dished sink : 


sitiiasaieictiantinting 
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Manger bricks, which when put together form a manger; Swll bricks, which 
are shaped like the centre and ends of a stone sill. 

Colouring Bricks.'—Bricks may be coloured either (1) by mixing sub- 
stances with the clay which will produce the required colour when burnt ; or 
(2) by dipping the brick in colouring matter after it is burnt. 

The former method may be adopted when the colouring matter is cheap 
and plentiful ; the latter when it is expensive. 

(1.) When the colours are mixed with the clay it should be remembered 
that red ochre burns yellow. 

Yellow ochre burns red. 

Iron burns red at low temperature ; black at high temperature. 

Manganese burns black, 


Light red : : ; 
: s a whi 
S) : retain their colours when exposed even to hite 
Indian red, 
: ; heat. 
French ultramarine, 


The above-mentioned colours may be mixed with the clay in different pro- 
portions according to the tint required. 

(2.) When bricks are to be coloured by dipping, the colouring matter is 
added to a mixture of linseed oil and turpentine, containing a little litharge 
as a drier, 

The colouring matters used are as follows :— 

In dark red bricks, Indian red. 


» blue » French ultramarine. 
yy black » manganese, 


» grey », White lead and manganese. 

The bricks are heated on an iron plate, and dipped when hot, then slightly 
washed with cold water, and allowed to dry. 

If the brick be burnt after being dipped, it will be covered with a glaze. 

The colour penetrates about 4 inch into ordinary porous bricks (not so far 
into terracotta), and it stands the weather well. 


If the bricks cannot conveniently be heated and dipped, the liquid may be 
heated and laid on. 


FIRECLAY AND FIREBRICKS. 


Fireclay is the name given to any clay which is capable of 
standing a high temperature without melting or becoming soft. 
Such clays are also called refractory. 

Uses in Buslding.—F ireclay is required in buildings for setting 
stoves, ovens, backs of ranges, etc. 

It is also used for the manufacture of firebricks, fire lumps, 
drain pipes, chimney pots, and other similar articles. 

Where found.—Clay of this description abounds in the coal- 
measures, just beneath the several seams of coal. 

The following list gives some of the counties in which fireclay 


! Roorkee Treatise of Civil Engineering. 
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is found, together with the localities producing the best known 
descriptions :— 


Ayrshire . ‘ . Kilmarnock, Dean, Hillhead, Pereeton, 
Buckinghamshire . Hedgerley. 
Cornwall , : . St. Austells, 
Derbyshire : . Burton-on-Trent. 
Devonshire ‘ . Plympton. 
Dorsetshire : - Poole, 

Fife ; : .  Lillyhill. 
l.anarkshire : . Garnkirk, Glenboig. 
Monmouthshire . . Newport. 
Northumberland - Newcastle-on-Tyne. 
South Wales, . Dowlais, Neath. 

Staffordshire, . Brierly Hill, Wolverhampton. 
Winco Stourbridge, Dudley, Tipton, Hanford, 
Gornal, ete. 

Yorkshire : - Wortley (near Leeds), Elland, Stannington, ete. 


Composition.—-A refractory fireclay will contain nearly pure 
hydrated silicate of alumina. 

The more alumina that there is in proportion to the silica, the 
more infusible will be the clay. 

The composition of different fireclays varies, however, con- 
siderably. 

They contain 

From 59 to 96 per cent silica. 
240 66. sy alumina. 
t. 240 5 5 oxide of iron. 

A very small percentage of lime, magnesia, potash, soda. 

The fire-resisting properties of the clay depend chiefly upon 
the relative proportions of these constituents. 

If the oxide of iron or the alkalies are present in large propor- 
tion, they act as a flux, and cause fusion; the clay is no longer 
fireproof or refractory. 

It will not, however, be necessary to enter in detail upon the 
part played by each of the constituents that are found in fire- 
clay. These constituents are the same as those found in brick 
earth (though their proportions are different), and the effect they 
produce upon the clay is the same in both cases (ape p, 87). 

The presence of an extremely small proportion of lime, potash, 
or soda, may, however, improve the clay, by soldering the par- 
ticles firmly together.! 

When a clay containing iron requires the addition of sand to 


1 Percy's Metalluroy. 
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prevent its cracking, it is a common practice to add burnt clay 
instead, so as to produce the same beneficial effect without risk 
of making the clay fusible. 

The chemical analysis of a clay is not a very safe criterion of 
its qualities. The silica shown may be either soluble silica in- 
fluencing the chemical constitution of the clay, or it may be sand 
which is chemically inert. 

In the analysis there is no distinction made between the two. 

“ A good fireclay should have an uniform texture, a somewhat 
greasy feel, and be free from any of the alkaline earths.” ! 

The following TaBLeE shows the ANALYSES of different CLays 
used for the manufacture of FIREBRICKS :— 


gio, | ALO.| Ko. | Nao. | cao. | mgo. | Feo. | Fe.0.. | Water, Organic 
2 23 [Neeee BE | Matter. | 
of re Ss : s 3 | 3 nea i | 
RD = iS) e2) rs) ef oe 3A e bos 
a pu = Ay | oe | | $= 
Brierly Hill, Stafford- | 51°30 | 30-40]... Trace | 0°50 | 4:14 | 13°11 
shire, 1B | | 
Burton-on-Trent, — G | 58-08 | 36°89 | -20 | 188 | 55 | 14] ... | 2-26 
Cornwall, Pepeee2 (8er74) LL Oe Oe | Oey gare | 
| H 
inas, G | 97°62 | 1:4 WO te TRO 29 canal eG Be 
Dowlais, best, P ey t2 12118 | 2-02} Oso | Out |. | eh | Beil opie 
| | | | 
laseote, near Tam- | 50°20 - 32°59 | 2°32 a 0°36 | 0°44 | 3°52 | 12°69 
worth, iF | 
lasgow, PArGG 16 | 22-54 1. Prue ee el | Trace is Ga iaee 3°14 
edgerley, Bucks, G/84°65| 8°85] ... Pee ial eee\G, a ee 4:25 
| | | H H 
owth, near Dublin, P | 74°44 | 19°04 | 2:07 | 0°45 | 0°27 10°61 “= Seyal 
| 
reland,  - P| 79°40 | 12°25 Se nev | 0°BO a oe (esleoUr eo sO 
ilmarnock, Ayrshire,G | 58°92 | 35°65 | 1°14 | 1:06 39 35 a 2°49 
Newcastle, Paleo o 50392775 | 2°19) OAR O6 7 Ona a NOD | 10S 
lympton, Devon, G| 74:02 | 21°37 | °82 09 | °40 36 138 1°94 
} 
oole, Dorset, P} 48°99 | 32°11 | 3°31 ae 0°43 | 0°22 2°34 set 11°96 
: | S.-Y 
Stourbridge, Worces- | 63°30 | 23°30] ... Deas lO We ar eS Osea, 10°30 
tershire, de: | | 
Teignmouth, Devon, P | 52°06 | 29°38 | 2°29 Be OSB 1002) 12287 ee ae 
Titanic | 
Acid 
Wortley, Leeds, G | 65°25 ; 29°71 | 43 12 "40 “61 "41 | 3:07 


P, Percy’s Metallurgy. G, Capt. Grover, R.E. Prof. Papers, vol. xix. 


1 Page’s Economie Geology. 
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Grain.—It should be remarked that the infusibility of tire- 
clays does not depend altogether upon their chemical composition, 
but also upon their degree of fineness. A fireclay with a coarse 
open grain will probably prove more refractory than one with a 
close even texture. 

Firebricks are made from fireclay by processes very similar to 
those adopted in making ordinary bricks. 

The clay is dug, weathered, tempered, ground under rollers, 
passed through riddles to remove lumps, pugged, moulded, burnt 
in cupolas or in Hoffmann’s kilns at a heat slowly increasing 
until it attains a very high temperature, and then allowed 
gradually to cool. 

There are several varieties of firebrick in general use, named 
usually after the locality providing the fireclay from which they 
are made. 


Stourbridge Firebricks are made in a district about twenty miles south- 
west of Birmingham, which contains several varieties of fireclay. 

The material used for these firebricks is a black clay found in a thick 
seam under the coal-measures, 

The bricks produced are generally of a pale brownish colour, sometimes 
reddish or yellow-grey, They are frequently mottled with dark spots, which 
are stated by Dr, Percy to be due to the presence of particles of iron pyrites. 

“With Stourbridge clay it is eustomary to mix burnt ordinary clay. For 
common firebricks the proportions of the latter to the former are often as 
much as two to one. This gives a brick capable of resisting the action of the 
heat caused by a house fire, though it would not be sufficiently refractory for 
resisting a furnace temperature. Fireclay being expensive, the inferior brick 
is naturally cheaper, and is much used.” } 

Kilmarnock and Newcastle furnish firebricks somewhat similar to those 
from Stourbridge. 

Dinas Firebricks are made from a so-called fireclay found in Glamor- 
ganshire, 

It will be seen from the table of analyses on the previous page that the 
so-called “clay” consists nearly entirely of silica. It is found in the state 
of sand, About 1 per cent of lime is added, and enough water to make it 
cohere. The bricks are then moulded by machinery under pressure, dried, 
and burnt in a close kiln. 

The bricks made from this substance will bear a most intense heat, being 
the only description that will resist the temperature (4000° to 5000° Fahr.) 
of a regenerative furnace.” 

They expand under heat, are porous, and will not stand rough usage. 

The fractured surface of a Dinas firebrick “presents the appearance of 
coarse irregular white particles of quartz, surrounded by a small quantity 
of light brownish-vellow matter. The lime which is added exerts a flux. 


1 Abney’s Notes on Chemistry of Building Materials. 
2 Dr. Siemens, Chemical Societz, 7th May 1868. 
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ing action on the surface of the fragments of quartz, and so causes them 
to agglutinate. . . , From their siliceous nature it is obvious that they 
should not be exposed to the action of slags rich in metallic oxides,” ?} 

Guismuyda Firebricks, made near Swansea, and Narberth Firebricks, from 
Pembrokeshire, are of the same description as those from Dinas. 

Lee Moor Firebricks are made from the refuse of china clay produced 
by the disintegration of felspathic granite (see p. 16), found chiefly in Corn- 
wall and Devonshire granite. 

A well-known variety of these bricks is manufactured at Lee Moor, near 
Plympton. They have a compact surface of a dull reddish-brown ; are very 
hard and highly refractory. 

Windsor vor Hedgerly Firebricks are made from the sandy slate-coloured 
loam used for the manufacture of rubbers, and are of a red colour when 
burnt. These bricks consist chiefly of sand ; they contain only 9 per cent 
of alumina, and a large proportion (44 per cent) of oxide of iron. They 
are unable, therefore, to resist very high temperatures. 


The following TaBLe shows the CRUSHING STRENGTH, WEIGHT 
when dry, and ABsorPTIVE Power of different classes of FIRE- 
BRICKS :— 


RESISTANCE TO COMPRESSION, WEIGHT, AND ABSORPTION OF 


FIREBRICKS. 
DIMENSIONS OF SPECIMEN, Area |AVeT@ge! average 
| in Inches. exposed| Weight | “force. | Weight|  Per- 
DESCRIPTION OF BRICK. ; Le under required | When centage 
: Seen kenush= wie to crush | ry. teh ois 
‘ are ovick peice absorbed. 
Length.| Breadth. |Thickness. °° cracked. : 
Sq. In. | Tons. | Tons. Lbs. | 
ourbridge firebrick . | 9°08 4°4 2°47 39°9 | 25:0 | 50°9 M2 be gD. 
| 
ee Moor do. | Ot2 4°34 2°54 39°5 | 14°8 54°9 TEST Ra ame ts, 
{ 
ewcastle do. eth Sri 4:40 2°44 39°2 | 27:0 45°6 OE ie Be 
| 
inas do 8°92 | 432 2°44 38°7 | 28°0 49°0 6°9 9°3 
elsh do. . | 8°64 4:62 2°55 =| 36°8 | 14°4 53°3 GEOG rc Ce2 


| 
| 
| 
| 
| 


TERRA COTTA. 


Terra Cotta is a kind of earthenware which is frequently 
used as a substitute for stone in the ornamental parts of 
buildings. 

1 Percy’s Metallurgy, p. 238. 
2 Mr. Baldwin Latham, Sanitary Engineering. 
B.C.—II1 K 
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Many localities furnish clay from which terra cotta may be 
made, as, for example, Tamworth, in Staffordshire; Watcombe, 
in Devonshire; Poole, in Dorsetshire; Everton, in Surrey, and 
other places in Northamptonshire and Cornwall. 

Maxine Terra Corra—tThe great difficulty to be overcome 
in making terra cotta is the uncertain shrinkage of the clay. 

To obviate this as much as possible, different clays are mixed 
together, and a large proportion of ground glass, pottery, and, in 
some cases, of sand, is added. 

This mixture is ground into fine powder, thrown into water, 
finely strained, pugged, kneaded, forced into plaster moulds smeared 
with soft soap, very carefully dried, gradually baked in a pottery 
kiln, and slowly cooled. 

The drying process requires to be conducted with extreme 
care. If the blocks are subjected to draughts of cold air, if they 
are of unequal thickness, or if the operation is conducted too 
quickly, they will warp, twist, and become useless. 

Nature of Clay—aAs before mentioned, the red clays contain 
oxide of iron. [If this is in considerable proportion (say from 8 
to 10 per cent), it makes them very fusible and difficult to burn 
successfully. 

This fusibility is aggravated by the presence of lime, magnesia, 
and other impurities, and the resulting terra cotta is not so hard 
and durable as that from the more refractory white clays. 

In some cases the white clay is used with an admixture of 
oxide of iron just sufficient to make it burn to a good red colour. 

Fireclays are used for the manufacture of terra cotta, in some 
instances with very little preparation. 

Terra cotta made from fireclays, when properly burnt, is 
excellent in texture, colour, and surface, but appears ragged and 
porous directly the outer skin is removed. It manifestly suffers 
for want of a small proportion of some flux, such as that afforded 
by the lime and alkalies in the mixed clays. 

The mixed clays used for terra cotta contract from 4/5 to +5 
of their linear dimensions in drying and baking. 

The red clays shrink only about =) lineally, while fireclays 
shrink as much as 4. More than half of this shrinkage is in 
drying, and the remainder in burning. 

Blocks.—The blocks used for building purposes should average 
from about 1 to 3 cubic feet in bulk, and no block should contain 
more than 4 cubic feet. 
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Such blocks are generally made hollow, the thickness of the 
shell of terra cotta being from 1 inch to 2 inches. 

Large blocks should have a diaphragm, or partition of terra 
cotta across them, to prevent their warping. 

If required to bear considerable weight the blocks should be 
filled with broken brick bedded in good mortar or cement. 

BuILpInG TERRA Corra.—The blocks should be so shaped as 
to form a good bond with the brickwork, or whatever material is 
used for the backing. 

The blocks are usually made from 12 inches to 18 inches 
long, 6 inches to 15 inches high, and from 44 to 9 inches thick 
on the bed. These dimensions are suitable for bonding into 
brick backing. 

When the blocks are of the thicknesses above mentioned, the 
joints are made square and flush as in ordinary ashlar work. 

ADVANTAGES.—The advantages of terra cotta are as follows :— 

Durability —If properly burnt, it is unaffected by the atmo- 
sphere, or by acid fumes of any description. 

Lighiness—If solid it weighs 122 lbs. per foot cube; but 
if hollow, as generally used, it weighs only from 60 to 70 lbs. 
per foot cube, or half the weight of the lightest building stones. 

Strength.—Its resistance, when solid to compression, is nearly 
4 greater than that of Portland stone. 

Hardness.—Mr. Page found by experiment that it lost 
inch in thickness, while York stone lost 4+ inch with the same 
amount of friction. It is, therefore, well adapted for floors. 

Cost.—It is cheaper in London than the better descriptions of 
building stone. It is so easily moulded into any shape, that for 
intricate work, such as carvings, etc., it is only half the cost of 
stone. 

DISADVANTAGES.—Terra cotta is subject to unequal shrinkage 
in burning, which sometimes causes the pieces to be twisted. 

When this is the case great care must be taken in fixing the 
blocks, otherwise the long lines of a building, such as those of 
the string-courses or cornices, which are intended to be straight, 
are apt to be uneven, and the faces of blocks are often “in 
winding.” 

Twisted and warped blocks are sometimes set right by chisel- 
ling, but this should be avoided, for if the vitrified skin on the 
surface be removed, the material will not be able to withstand 
the attacks of the atmosphere ete. 
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Another drawback is the uncertainty of getting terra cotta 
delivered as required, whereas a stone may be taken and fixed at 
once, the carving being left, if necessary, to be completed after- 
wards. 

CoLour.—tTerra cotta is made in several colours, depending 
chiefly upon the amount of heat it has gone through. 

White, pale grey, pale yellow, or straw colour indicate a want 
of firing. 

Rich yellow, pink, and buff varieties are generally well burnt. 

A green hue is a sign of absorption of moisture, and is a sign 
of bad material. 

A glazed surface can be given to terra cotta if required, 

Porous Terra Corta is made in America “of a mixture of 
clay and some combustible material—such as sawdust, charcoal, 
cut straw, tan bark, etc. When baked the combustible material 
is consumed, leaving the terra cotta full of small holes. It is 
fireproof, of little weight, great tenacity, strong, can be cut 
with edge tools, will hold nails driven in, and gives a good 
surface for plastering.” + 

INFERIOR TERRA CoTTa is “sometimes made by overlaying a 
coarsely-prepared common body with a thin coating of a finer and 
more expensive clay.” 

“Unless these two bodies have been most carefully tested and 
assimilated in their contraction and expansion, they are sure in 
course of time to destroy one another; that is, the inequality in 
their shrinkage will cause hair cracks in the fine outer skin, which 
will inevitably retain moisture, and cause the surface layer to 
drop off in scales after the winter frosts.” 

“ Another very reprehensible custom is that of coating over 
the clay, just before it goes into the kiln, with a thin wash of 
some ochreish paint, mixed with finely ground clay, which 
produces a sort of artificial bloom, very pretty looking for the 
first year or two after the work is executed, but sure to wear off 
before long.” ? 

Common window sills, etc., have been made of concrete covered 
over with a skin of burnt clay to look like terra cotta—this skin 
soon breaks away. 

Where used.—-Terra cotta has been extensively used in Dulwich 
College, in Messrs. Doulton’s warehouses, Lambeth, in the Albert 


1 Proceedings R.L. B.A. 1886, p. 129. 
2 Reports on Exhibition, 1876, p. 14. 
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Hall, in the new Constitutional Club, in the Natural History 
Museum, in the Law Courts, Birmingham, and in several of the 
new buildings near the South Kensington Museum. 

Stoneware is the name given to articles made from the 
plastic clays of the Lias formation, obtained chiefly in the south 
of England. 

The best comes from Poole, in Dorsetshire, or from the 
vicinity of Teignmouth, in Devonshire. It contains about 76 
parts silica and 24 of alumina, with a very small proportion of 
other ingredients. 

This clay contains very little infusible matter. It is generally 
mixed with a certain proportion of powdered stoneware, ground 
and calcined flints, ground decomposed Cornish granite (see p. 
16), or sand, to prevent excessive shrinkage. 

They are burnt in domed kilns like fireclay goods, but at 
a very much higher temperature. 

A fractured surface shows that this ware is thoroughly vitrified 
throughout. It is intensely hard, dense in texture, close in grain, 
and rings well when struck. 

This material is admirably adapted for all purposes where 
strength and resistance to atmospheric, chemical, or cther destroy- 
ing influences are required. 

Stoneware articles are often salt glazed (see p. 134), but the 
material is in itself non-absorbent, and will resist the effect of 
moisture even when unglazed. 
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Pipes and other articles made in clay are practically divided 
under four heads. 

1. Unglazed Earthenware, made from ordinary clays, similar to 
those used for common bricks and tiles. 

Earthenware of this description is weak, porous, liable to the 
attacks of frost, and is not adapted to resist the atmosphere or 
other destroying agents. 

2. Fireclay Ware, made from the fireclays of the coal-measures 
(see p. 125). 

This material has a very open grain, is porous, except where 


protected by glazing; and is weak when compared with terra cotta 
or stoneware. 
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It is much used for common varieties of the different articles 
about to be described, especially in the localities where the fire- 
clay is found; but it is inferior to stoneware or to terra cotta 
for nearly every purpose. 

3. Stoneware is made, as before stated, from clays of the Lias fornia- 
tion, mixed with sand and ground pottery, to prevent shrinkage. 

The characteristics of this material have already been pointed 
out (see p. 133). 

Its strength, durability, imperviousness, and resistance to 
destructive influences make it an admirable material for sanitary 
ware, sewer pipes, ornamental works exposed to the atmosphere, 
and for vessels to contain chemical compounds. 

4, Terra Cotta is often used for pipes and other miscellaneous 
articles. 

Its composition, and the mode in which it is manufactured, 
have already been described. 

It is inferior to stoneware, inasmuch as it is more absorbent 
and less dense in grain. It is burnt at the same heat as fireclay 
goods, but is superior to them in strength and durability. 

Glazing.—It is often advisable to glaze the surface of articles 
made in clay, sometimes for appearance, but more generally in 
order to protect portions exposed to the action of the atmosphere, 
to sewage, or other destroying agents. 

These glazes are either transparent—wmerely a film of glass— 
or opaque, like an enamel. 

TRANSPARENT GLAZES of several kinds are known in the trade. 
Two methods, adapted to the somewhat rough articles used by 
the engineer and builder, will now be described. 

Salt Glazing is effected by throwing salt into the furnace when 
the articles it contains are at a high temperature. The heat of 
the fire volatilises the salt (chloride of sodium), the vapour being 
in the presence of oxygen and silica is decomposed, the chlorine 
goes off through the top of the furnace, the sodium combines 
with the silica in the clay to form silicate of soda, which again 
unites with the silicates of alumina, lime, or iron in the clay, to 
form a surface coating of glass. 

This method of glazing has great advantages. The vapour of 
the volatilised salt gets into every crevice, however small, and 
coats it with an impenetrable film of glass. 

It is used for stoneware, and also for articles made from fireclay. 

Lead Glazing is carried out by dipping the article to be glazed 
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(after it has been once burnt) into a bath containing oxide 01 
lead and tin—or borax with kelp, sand, etc., ground to powder, 
and stirred in water to a creamy consistence. 

The particles of these different materials adhere to the surface 
of the article when it is dipped. It is then withdrawn and re- 
burnt. The high temperature of the furnace causes the particles 
to run together and to form a film of glass over the whole surface. 

This method of glazing is used for terra cotta, and sometimes 
for articles made from fireclay. 

Lead glazing is also used for earthenware crocks, etc., which 
are made out of inferior clays such as would not stand the high 
temperature required for salt glazing. A lead glaze will generally 
chip off easily. 

OPAQUE GLAZES are required in cases where it is wished to 
give (to the whole, or to any portion of an article) an appearance 
superior to that presented by the ordinary burnt material. 

The article to be glazed is dipped before burning into a slip 
formed of superior clay, very finely worked, dried, etc. and 
brought to the colour required. 

Thus the pans of water-closets are often made white inside, 
and of a cream colour, or some other tint, outside. 

Burning.—Terra cotta, stoneware, and fireclay ware, are all 
burnt in domed kilns. 

The heat is applied gradually, and after it has risen to its 
height is kept up for a period varying from 24 to 72 hours, 
according to the size of the kiln and of the articles init. The kiln 
is then allowed to cool down gradually. 

Terra cotta is burnt at a much lower temperature than stoneware. 

In order to protect articles of a delicate nature from direct contact with 
the fire, which would discolour them, they are placed in large fire-clay jars 
called seggars, or enclosed in a casing of fire-brick formed within the kiln, and 
known as a muffle, 

Pipes are made from clay, very finely ground, washed, sieved, 
tempered, pugged, and forced by machinery through a mould, 
or dod as it is called—dried, and baked in a circular kiln. 


AGRICULTURAL DRAIN Pipzs are made of various sections, but the circular 
and () shaped are those in most common use. 

These pipes are sold in 2-foot lengths, and of diameters varying by half 
inches from'1 inch to 6 inches, 

Collars are short pieces of pipe sometimes used to cover the joints between 
each pair of lengths of the drain pipes, so as to give the ends of the pipes a 
firm bed. 
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They are 3 or 4 inches in length, and about 1 inch greater in diameter 
than the pipes they unite. 

They are, however, generally omitted altogether. 

Sewer Press should be of a vitreous imperishable material, of sufficient 
strength to resist fracture, having toughness enough to withstand shocks, 
tenacious, hard, homogeneous, impervious, uniform in thickness, true in sec- 
tion, perfectly straight longitudinally, or formed to the proper curve, uniformly 
glazed both inside and outside, free from fire cracks and flaws of all kinds. 

When struck they should ring clearly. 

Porous substances are not so good as those that are vitreous throughout, 
and pipes burned at a low temperature are inferior to those that have been 
subjected to a considerable heat. 

Sewage pipes are made both from stoneware and fireclay. The former is 
the stronger material, and is said better to resist the decomposing effect of 
sewage and other substances having a chemical action. 

Salt-glazed pipes only should be used ; if the glaze can be picked off it is 
proof that the pipes are made out of a clay that would not stand a high tem- 
perature ; in fact, that the pipes are not stoneware, 

Fireclay pipes should be made thicker than those of the same diameter in 
stoneware. 

Different Forms of Sewer Pipes—Several forms of sewer pipes have been 
devised, but only one or two of the most common need be noticed. 

Socket Pipes.—Pipes intended to convey sewage are generally made with 
sockets, Care should be taken that this socket 
is in the same piece with the pipe, not formed 
separately, as is sometimes the case. 

Half Socket Pipes have a socket on the lower 
half of the circular section only, so that a 
broken length may at any time be taken out 
and replaced, or a junction inserted. 

The following TABLE gives the dimensions and thickness of stoneware, 
fireclay, and other clay pipes, as laid down by Mr. Baldwin Latham :—" 
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1 Specification for Bideford Waterworks.—Humlber. 
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Mr. Baldwin Latham states that he “has found in some cases that the 
thickness given in the above Table for fireclay pipes is not sufficient.” 1 
Socket pipes may readily be obtained as small as 2 inches in diameter ; 
also pipes of 21, 24, and 30 inches in diameter, in 2 or 3 feet lengths. 
BeEnps are curved lengths of pipe which are made to varying radii, and of 
2, 3, 4, 6, 9, 12, 15, and 18 inches bore. They should always be segments 
of circles, and should form perfect curves when jointed together. 
Taper Pipes (Fig. 45) are intended to form a con- 
=E4) nection between two pipes of different diameter. 
' Junctions for pipes are made in several different 
Fig. 45. forms. They are usually in 2 feet lengths. 

Single Junctions are those to form the joint when 
one pipe enters the side of another. The junction may either be at right 
angles to the pipe, as in Fig. 46, or joined to it by a gradual bend, as in Fig. 
47. The latter is the best construction. 


Fig. 46. Fig. 47. 


Double Junctions are to form the joint where two pipes meet a third, 
either at the sides as in Fig. 48, or at one end as in Fig. 49, 


Fig. 48. Fig. 49. 


Mr. Baldwin Latham gives the following directions for forming bends and junctions :— 
‘The centre from which a branch on a main is struck must be upon a line at right angles 
to the centre line of the main pipe, the inside of the main pipe meeting the inside of the 
branch at a tangent on a radius line from which it is struck ; the ends of all curved pipes 
must be in the direction of the radius of the curves with which they are described.” ? 

SappLEs and CHatrs in earthenware are formed of such a shape as to make 
a secure junction between the adjacent lengths of a sewer pipe, and yet to 
enable the sewer to be examined at any time, and any obstruction to be 
removed without breaking a pipe. 


1 Latham’s Sanitary Engineering. 2 Specification for Bideford Waterworks. 
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Figs, 50, 51 show the junctions of Jenning’s improved patent drain pipes. 


a Coo 


AER CARMACK 
Fig. 51. 


The chair is shown at C in position supporting the end of a pipe ; another 
length would be placed in the vacant half of the chair, and then the short 
piece S placed between the two lengths over the chair. The bottom of the 
short piece is flush with that of the lengths of pipe united by it. 

Some of the saddles are plain, as at P, which shows one in position. Others 
have junctions attached, as at J. 

Other saddle and chair junctions introduced by Mr. Jennings have no 
short piece attached to the saddle. The : 
chair and saddle are rebated at each end, 
of a depth equal to the thickness of the 
adjacent lengths of pipes, which therefore 
fit into the rebates, and have their inner 
surfaces flush with those of the saddle and chair. 

Fig. 52 shows one of these chairs. The saddle is exactly similar in 
form, being made, however, with or without junctions, as in Fig. 51. 

The objection to pipes with half sockets, saddles, etc., is that when the 
sewer is more than half full they leak or overflow. 

OPERCULAR OR LIDDED Pipxs were introduced by Messrs. Doulton. 

They are similar in form to ordinary socket pipes, but are strengthened by 
two ribs running lengthways, shown at r7 in Fig. 53, which is a section 
of the pipe. 
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Fig. 53. Fig. 54. 


A longitudinal nick or furrow is made throughout the length of the pipe 
along these flanges, so that by inserting a chisel the upper portion of the pipe 
between 7 r may easily be removed. 

Thus the whole length of the pipe may be opened up for inspection or for 
removal of obstructions, 

CapreD Pipes have circular or oval holes in them, with loose covers, so 
that they can be examined without being broken or taken up. 

SypHon TRAPS in stoneware may be obtained of almost any shape and 
description, either with or without in- 
lets for examination. 

One form is shown in Fig. 55, with 
the inlet dotted. This description may 
be obtained of 2, 3, 4, 6, 9, and 12 
inches bore. 
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The position of inlet shown in Fig. 55 is the usual one, but a trap so 
formed is liable to choke, and it is better to have the inlet at the upper end 
of the pipe. 


Tests for Sewer Pipes— <The impermeability of a pipe may 
be tested by tying a piece of bladder over one end, reversing 
it, and filling with water. If it is not perfectly impervious, the 
water will begin to ooze through the pores” of the pipe. 

The absorption of water, ascertained by weighing a dry -pipe, 
immersing it for twenty-four hours, wiping dry, and reweighing, 
was found by Mr. Baldwin Latham to vary from 429 to 6°89 
per cent of the weight of the dry pipe. 

The power to resist chemical action may be tested by pulver- 
ising a piece of the pipe and boiling it in hydrochloric acid, wash- 
ing on filter, and noting loss in weight. Dr. Millar has shown 
that in stoneware pipes there should be no loss. 

Stanford’s Patent Joint is used in order to get a perfectly 
close joimt between the lengths of 
socket pipes. 

This is ensured by casting upon 
the spigot and in the socket of each 
pipe, rings of a durable material (a 
mixture of coal-tar, sulphur, and 
ground pipes), which, when put to- 
gether, fit mechanically, so as to form 
a water-tight joint without the aid of 
cement. 

In putting such a joint together, 
the surface is sometimes greased with Russian tallow and resin. 
Among other patent joints in the market may also be mentioned 
Doulton’s, Hassall’s, Robin’s, Patent Paragon, Sykes, and others. 


Miscellaneous Clay Wares.—The variety of articles used by the 
engineer and builder—which are made from burnt or baked clay—is endless. 
A few of the more important may now be mentioned. 


PERFORATED AIR BRICKS are made in stoneware and terra cotta. They are 
pierced with different patterns, and are most ~ 


useful for ventilating courses, supplying air to i] e@ .02 .e02, <9, eo” 
Niet OY e,0V4,0147, 004,06", 
stores, etc. 

They are better for this purpose than iron jm ¥()) (} ()} (}{ 
gratings, as they are cheaper, more durable, do not OS SOO 
stain the walls with rust, or require painting. Fic. 57 

p. 67. 


The pattern shown is from Mr. Jennings’ cir- 


cular. They are made in all sizes, from 9 x3 inches up to 18 x 18 inches. 
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Damp-PROOF CouRSES are made in stoneware (or sometimes in fireclay) 
pierced with perforations of different patterns. 


+4006 HHAAK 
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Fig. 58. 
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The slabs are generally 9 inches long, They vary from 9 inches to 18 
inches in width, to suit different thicknesses of brick wall, and their own 
height or thickness varies from 13 to 2 inches, 

A damp-proof course slab in stoneware, as made by Messrs. Doulton, with 
ribbed surfaces and tongue and groove joints, is shown in Fig, 58. 

A thicker slab, as made by Mr. Jennings, is shown in Fig, 59. 

The method in which these damp-proof courses are used is explained at 
page 6, Part II. 

Bonpine Bricxs.—These bricks, introduced by Mr. Jennings, are used for 

uniting the opposite sides of hollow 

walls, 

The original bricks were straight. 
A sketch of one is given in Fig. 61. 
The improved bonding bricks are, Fig. 61. 
: however, bent (see Fig. 60), so that 
, water endeavouring to pass from the outer to the inner 
d side of the wall would have to go up an incline. 
An illustration of the use of these bricks is given at 


e 
Fig. 60. 
page 64, Part I. 
These bricks are made in four sizes, ranging from No, 4 to No, 7; their 
dimensions being as follows :— 


| | 
Parts of the 

brick. See 
Fig. 60. 


Watt Facrnes are made of different patterns, in earthenware and in terra 
cotta. Those patented by the Broomhall Company are of an L shape, and 
are used to form a superior facing to walls built of concrete. 

SLEEPER Buiocks, made in stoneware, are useful for carrying floors which 
are close to the ground in damp situations. 
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Fig. 62 shows a specimen of one of these, as made by Mr. Jennings. 
They are made for 9 inch and 4% inch walls, or wall plates. 


Fig. 62. Fig. 63 Vig. 64. 


Cummney-FLue Press! are made in terra cotta, fireclay, etc. 

These pipes are intended for lining chimney flues, instead of pargetting 
them see Part I. page 85. 

They are frequently cylindrical, with plain butt joints, sometimes with 
ordinary sockets, or with the sides of the sockets cut off, as in Fig. 63. 

They are made of 9, 10, or 12 inches in diameter, and generally in 2-feet 
lengths. 

These pipes are sometimes oval, or of a section consisting of a rectangle 
with the corners rounded, as in Fig. 64. 

The oblong sections are manufactured by Messrs. Doulton and Co. in 
three sizes :— 

16 x 10 inches. 
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Combined Smoke and Air Flues ave made in the form shown in Fig. 65. 

These pipes are intended to be built into chimney 
breasts. The smoke ascends the flue S, while the foul 
air is drawn off through the flues marked f/. 

The blocks containing these flues are made in differ- 
ent forms and sizes, In some patterns the smoke flue 
is circular, 12 inches in diameter, the whole block occu- 
pying 18 x 14 inches. In others there is only one air 
flue, and the whole block takes up only 14 x 92 inches 
in plan. 

Cuimney Pots of every imaginable design are made in 
terra cotta. Any attempt to illustrate them in detail would be useless. 

Billing’s Chimney Terminals, with partitions similar to those described in 
Part I. page 91, are made in terra cotta by Messrs. Doulton and Co, 

Invert Blocks of stoneware for sewers have been mentioned in Part IT., and 
their advantages described. 

The best of these are provided with a projecting lip, as shown in Fig. 67, 
which covers the joint between two adjacent blocks. 

Sometimes two or three blocks are combined to form an invert, as in 


Fig. 68. 
Junorion Brooks (Fig. 69) are intended to be built into brick sewers to 


receive pipe drains. 


Sc. Vent-linings. 


Fig. 67. 


They are made either direct as at A, or oblique as at B, to suit the posi- 
tion of the drain, 
The blocks vary in pattern so as to fit drains of any size, placed at diffe- 


rent angles of inclination. 
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Fig. 69. 


SEGMENTAL SEWERS are made in stoneware of pieces formed to the shape 
of segments of the circle, and united by groove and tongue joints. 

Gulley Traps for streets and yards, Sewer Gas Interceptors, Traps, Sluice 
Valves, Valve Traps, Channel Pipes for sewage, Conduits, and sanitary apparatus 
of every form and variety, are made in stoneware, but any detailed description 
of them is necessarily omitted here for want of space. 

The same reason makes it necessary to exclude any description of the various 
ornamental articles executed in terra cotta, such as dental, dog-tooth, and 
moulded cornices, trusses, medallions, cornices, moulded arch blocks, lintels, 
jambs, capitals, pier caps, parapet fittings, terminals, etc. etc. 

Stoneware is also made of every form and colour for wall decoration, both 
external and internal. 
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TILES. 
The tiles used in connection with buildings may be divided into two 
great classes. 


1. Common tiles of different shapes used for roofing and paving. 
2. Encaustic tiles used for decorative purposes. 


Common Tiles are made out of somewhat the same material as ordinary 


bricks, but they should be 
purer or stronger clays—well 
worked so as to bear “ thwack- 
ing,” or they will be liable to 
lose shape in burning. 

The clay is weathered 
either by exposure to frost 
or sun—allowed to mellow 
in pits—tempered— pugged, 
cleared from stones—moulded, 
trimmed with a _ knife — 
thwacked (that is beaten when 
half dry with a wooden bat to correct warping) and burned in a domed kiln. 

Common tiles are made in a great variety of shapes, for roofing, paving, 
and other purposes. 

Pavine Tines—for common purposes—are made in different shapes, such 
as squares, hexagons, etc., and in sizes varying from 6 x 6 inches, to about 
12 x 12 inches, and about 1 inch thick. 

Flooring tiles are sometimes known as Quarries. 

Roorine Tines.—Of these there are several different kinds, a few of 
which will now be described. 

Tile roof coverings are heavy ; moreover they are apt to absorb water, 
and to keep the roof wet. 


Big. 71. 
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To prevent this they should be glazed, which involves reburning and 
makes them expensive. 

Many descriptions of roof tiles do not fit together very closely, and there- 
fore require pointing to make a tight roof. 

Plain Tiles are flat, either rectangular, or cut to various patterns. See 
Hig. 70; 

Each tile is pierced with two holes near its upper edge, through which 
small oak pegs are driven, by which the tile is hung on to battens or laths, 
nailed apart at the proper gauge, as described in Part I. 

Sometimes the holes are omitted, or two little projections at the back 
of the tile are provided to take the place of the oak pins. 

Panttles! are moulded flat, and afterwards bent to the form 4 
shown in Fig. 72, over another mould. 

Each tile has a stub, projecting about #-inch from the centre of Hii 
the back of the upper edge of the tile, by which it is hooked on to | 
the laths. 


my Double Roll Tiles are like two pantiles joined 
////) together, side by side. They have three stubs on the 
back. 

Corrugated Tiles are similar to pantiles, but each 
tile contains three or four corrugations, as in Fig. 73. 
Improved Corrugated Tiles have flat pieces alternat- 

ing between the corrugations. 
Taylors Patent Roofing Tiles, now known as the Broomhall Company's 

Patent Roofing Tiles, form a handsome roof covering. 


The form of the tiles is shown in Fig. 75. They are laid alternately as 


capping and channel tiles, as shown in 
Fig. 76, in which T T are laid as channel 
tiles, while U, being a tile of the same form 
as the others, is reversed to fit over them 
as a capping tile. 

A description of the method of laying 
these tiles has been given at page 207, 
Part I. 

Venetian or Italian Tiles are of the 

form shown in Fig, 77. 


1 Sometimes called Flemish Tiles. 
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The snow is rather apt to lodge upon these tiles, and when it thaws to pass 
through the roof. 

Wade and Cherry's Tiles—These tiles are each shaped something like the 
ace of spades, so that their form renders the amount of lap smaller than in 
ordinary tiles. 


SIDE OF 
TILE 


Fig. 79. 


A flange, or raised rim, of dove-tailed or under-cut section is formed on the 
top half of the uppermost side of each tile (see Figs. 79, 80), and on the lower 
half of the undermost side (the latter is dotted in Fig. 78). The upper 
flanges correspond to rr. Of course B in the figure hooks on to the lower 
flanges ss, This holds them firm, and it is said to exclude wind and rain, 
and to render pointing unnecessary. 


Sections showing the wing lock 
Fig. 80a, 
Foster’s Lock Wing Roofing Tiles are illustrated in Fig. 80a,! which 


1 From the Patentee’s Circulars. 
B.C. L 
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explains itself. It is claimed for these tiles that they are cheaper than the 
commonest tiles made, can be hung quickly and without skilled labour, 
require no pointing, and cannot be blown off the roof, as the stronger the 
pressure is underneath, the tighter the lock. 

Poole’s Patent Bonding Roll Roofing Tiles are shewn in Fig. 80b,} 
which requires no description. 


Ridge Tiles are made of various forms: Plain, as in Figs. 81, 82 ; with 
a grooved roll to contain detached flewrs, as in Fig. 70; or with a plain roll. 

The various lengths may be joined by pegs, holes for which are left in the 
rolls, as in Fig, 71, or they may be made to lap, as in Fig. 82. 


Fig. 81. 

In some varieties fleurs or other ornaments are made in one piece with 
the tile. 

Other kinds, such for example as the Broomhall tiles above mentioned, 
require special ridges. 

Hip and Valley Tiles ave made of special shapes, to fit the hips and valleys 
of tiled roofs. Their form necessarily varies according to the pattern of tile 
and the pitch of the roof to which they are to be fitted. 

Watt Tines—Hall’s Hanging Tiles are glazed of different colours and 
fixed to walls by a nail in each tile driven into the joints of the brickwork, 
and are used to cover walls where light is important, as in areas, or for 
cleanliness, as in dairies. 

Encaustic Tiles are those in which the colours are produced 
by substances mixed in with the clay—not printed on after the 
tile is made. 

Such tiles may be made from ordinary clays and marls carefully 
prepared—sometimes mixed with finer clays, and also with different 
colouring substances, such as manganese for black, cobalt for blue. 


Those tiles which are ornamented by inlaid patterns of different 


colours are made in the following manner :— 


! From the Patentee’s Circulars. 
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The clay used is first very carefully prepared—mixed with the 
colouring matter, and “ slipped,” that is, passed through fine muslin 
or silk sieves; boiled in the skp-kiln until it becomes plastic, 
wedged, that is cut up into pieces, which are dashed against one 
another to drive out the air and consolidate them; and aged, that 
is kept for several months, during which fermentation goes on 
and organic matters disappear. During this time the wedging 
should be repeated at intervals. After this the clay is slapped, 
that is, cut up by means of a wire into long pieces, which are 
kept always in the same direction. This consolidates the mass 
and preserves the grain. 

Hach tile generally consists of three layers :—The face, which 
is a slab of very pure clay of the colour required for the ground 
of the pattern; the body, which is of ‘coarser clay; and the back, 
to prevent warping, which is formed with a thin layer of clay dif- 
ferent from the body. 

The clay for the face is cut into a pat about + inch thick, and 
as much larger in area as will allow for contraction in burning, 
It is then placed upon a plaster of Paris slab, upon which the 
form of the inlaid pattern is left in relief. The face clay pressing 
upon this receives an indentation corresponding to the form of the 
pattern required. 

It is then backed up with the body of coarser clay, and the 
thin layer to form the back. 

At this stage the maker’s name is stamped on the back, and also 
a few holes to make the cement adhere to the tile when it is set. 

Slip clay of the different colours required, according to the 
design, is then poured into the different parts of the indented 
pattern on the face. 

After this has become hard, the superfluous clay is carefully 
scraped off, leaving it only in the parts originally indented so as 
to form the pattern. 

The raw clay tiles are then trimmed, carefully dried, baked 
in ovens, protected from smoke, ete. by being arranged in large 
fireclay jars called seggars. 

The burnt tiles may then, if required, be glazed by dipping them 
into a mixture of powdered glass and water, and reheating. 

Inferior Encaustic Tiles—“A class of pseudo-encaustic tiles is 
now being largely made, in which the colour, which should be 
burnt in along with the clay, is merely applied as a transfer 
printed pattern on the surface. 
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“Such tiles are frequently coated in the glass oven with a 
transparent fritted glaze, and serve for flower boxes, wall tiles, 
and such like purposes. 

“To give them the appearance of having true inlaid colours, 
the edges of these tiles have frequently a little colour applied 
to them to represent the depth of the insertion of the coloured 
clay. = 

Dry Tiles—tThese tiles, each of which is of the same colour 
throughout, are made by the dry process. 

The clay having been very carefully prepared is mixed with 
the colouring matter, “slipped,” dried, and reduced to fine powder. 

It is then placed in a press and subjected to enormous pressure 
from a steel die. This reduces the powder to a third of its bulk 
and thoroughly consolidates it; at the same time the pattern, if 
any, is impressed upon the tile by means of the die. 

They are then carefully dried in a hot room, glazed, and fired. 

There are several places in which encaustic tiles are made, 
but the most celebrated manufactory in the country is that of 
Messrs. Minton, Hollins, and Co., at Stoke-upon-Trent ; the founder 
of which, Mr. Herbert Minton, brought the art to its present state 
of perfection. 

There are other manufacturers at Stoke, Staffordshire, at Poole 
in Dorsetshire, also at Broseley, near Hereford. 

Tessere are tiles sometimes made by the dry process just 
described, and are so accurate in form that they can be laid as 
mosaic work in pavement without any rubbing or injury of the 
face. 

They are sometimes made out of moist clay, and cut into 
various shapes by wires. 

Majolica Tiles have raised patterns, and their colour “ applied 
in the form of an enamel or coloured opaque glaze. They have 
not therefore the same amount of durability, and are only used 
for walls and similar ornamental purposes.” ” 

Mosaic Paving Slabs are made by arranging tessere in the 
pattern required. Strips of wood are placed round the whole 
so as to form a rough frame. 

Portland cement is then run in over the backs of the tessere, 
aud the whole strengthened and formed into a slab by two layers 
of common tiles set in cement.® 


1 Report on International Exhibition, 1871, by Gilbert Redgrave, Esq. 
2 Ibid. 8 Gwilt’s Encyclopedia. 
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Uses.—F lat encaustic tiles made by either process may be used 
for paving or wall decoration, but those with raised patterns 
must of course be restricted to the latter purpose. 

In some cases the tiles for wall decoration are put together in 
panels before being glazed. A picture is painted upon the panel, 
the tiles composing it are then separated, burnt at a high tem- 
perature and glazed. 


Chemical Analysis——The student who is desirous of pursuing this 
branch of the subject is referred, for the chemical analysis of a brick earth or 
brick, to Notes on the Chemistry of Butlding Materials, by Captain Abney, 
R.E., F.R.S. 


CHAPTER ITI. 


LIMES, CEMENTS, MORTAR, 
CONCRETE, PLASTERS, AND ASPHALTES. 


LIMES AND CEMENTS. 


5 asa are hardly any materials used by the engineer, 
architect, or builder, on which so much depends as upon 
mortar and concrete. 

There are differences of opinion on many points connected with 
the preparation and use of these materials, and there is still 
much prejudice existing in favour of exploded notions and of old- 
fashioned ideas. 

These prejudices are the more difficult to overcome, because 
the old-fashioned methods of preparing mortar and concrete. were, 
as a rule, less troublesome than those of more recent introduc- 
tion. 

In order to clear the way for a proper understanding of this 
important subject, it will be well, first, to explain the meaning of 
some of the commonest terms used in connection with it. 

Terms in Use.—The natural Limes and Cements used for build- 
ing are produced by the calcination of limestones or other cal- 
careous minerals, the effect of which is to drive off the carbonic 
acid and moisture they contain. 

Calcination is heating to redness in air. 

Quicklime or Caustic Lime is the resulting lime as left imme- 
diately after calcination. 

Slaking is the process of chemical combination of quicklime 
with water. This gives rise to various phenomena which will be 
more particularly described hereafter. (See p. 151.) 

Slaked Lime is the substance remaining after slaking, and is 
chemically known as the “ hydrate of lime.” } 

* Caleiwm hydrate. The ordinary chemical nomenclature has been adopted 


throughout these Notes as being more familiar to readers generally than the new 
nomenclature. The modern names are given in footnotes. 
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Setting is the hardening of lime which has been mixed into a 
paste with water. 

This is quite a different thing from mere drying. During dry- 
ing the water in the paste evaporates, but no setting action 
takes place. 

Hydraulicity—Lime or cement is said to be more or less 
hydraulic, according to the extent to which paste or mortar made 
from it will set under water, or in positions where it is free from 
access of air. 

Limestones and other minerals from which limes and cements 
are produced differ greatly in their composition, ranging from 
pure carbonate of lime,’ such as white chalk or marble, to stones 
containing from 10 to 30 per cent of clay, in addition to other 
foreign constituents, such as magnesia, oxide of iron,’ ete. 

As the properties of the resulting lime or cement depend very 
greatly upon the composition of the stone from which it is pre- 
pared, it will be instructive briefly to note the characteristics of 
the most common constituents of such stones before proceeding 
further; especially distinguishing those which produce hydrau- 
licity from those which have not that effect. 


CONSTITUENTS OF LIMESTONE. 


Constituents of Limestones which do not produce Hydraulicity. 
_- CARBONATE oF Limz.!—As already noticed, some limestones, such as chalk 
and marble, consist entirely of this substance, and in all it plays an important 
part. 

When pure carbonate of lime is calcined, the carbonic acid and water con- 
tained in it are driven off, and “ quicklime” results.® 

Slaking.—If the quicklime is treated (either by sprinkling or dipping) with 
as much water as it will easily absorb, it almost immediately cracks, swells, 
and falls into a bulky powder with a hissing crackling sound, slight ex- 
plosions, and considerable evolution of heat and steam ;—this is the process 
of “slaking.” By it pure lime is increased in volume from 2 to 3} times 
its original bulk,—the variation depending both on the density of the original 
carbonate and on the manner of conducting the process. ; 

Air-slaking.—If the pure quicklime be exposed to the air, it will gradu- 
ally absorb moisture, and fall into a powder with increase of volume, but 
without perceptible heating; it is then said to be “airslaked.” Some car- 
bonic acid is also absorbed in “ air-slaking.” 

Setting.—If a small pat be made of paste from the slaked lime and placed 


1 Calcium carbonate. 2 Ferric oxide. 
3 Called also ‘‘ anhydrous”’ or ‘‘ caustic’”’ lime. 
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under water, it will slowly dissolve, until (if the quantity of water be sufli- 
cient, or is changed often enough) it entirely disappears. 

In air the surface of the pat will absorb carbonic acid, which reconyerts it 
into a carbonate of lime. This action continually decreases, and practically 
ceases after forming a surface crust less than half an inch thick—the in- 
terior remaining pulpy or friable, according as the situation is damp or dry, 
and undergoing no further change of any kind. 

SAND, of an ordinary description (such as that from flint or grains of 
quartz) occurring as an impurity in the limestone, has by itself no chemi- 
cal action with the quicklime, when forming part of a limestone calcined 
at the temperature ordinarily reached in a kiln, but constitutes with it a 
mere mechanical mixture; forming what is called a ‘Poor Lime,” and 
having the effects described at page 157. 

Constituents of Limestone which produce Hydraulicity.—The sub- 
stances above noticed give the lime no hydraulic properties whatever, 

It is most important to understand distinctly what constituents are 
necessary in a limestone to confer upon it the characteristic of hydrau- 
licity. 

These will now be shortly referred to. 

Ciay is the most important constituent of those which produce hydraulicity 
in limestones, indeed the great majority of hydraulic limes owe their pro- 
perties to the clay they contain. 

The effects produced by the presence of clay in a limestone are as follows :-— 

a. It greatly modifies the slaking action. When a large proportion of clay 
is present, such action does not take place at all. 

b. It confers the power of setting, and remaining insoluble under water, or 
in other positions where the air has no access. 

In order that the clay may properly fulfil its functions, it is necessary — 

1, That the amount of clay should be properly proportioned to that of the 
remaining constituents. 

(The effects above mentioned are more marked as the proportion of clay is 
greater, up to a certain limit when the excess of clay becomes injurious.) 

2. That the stone should be calcined at the proper temperature. 

(This is a very important and very intricate portion of the subject. The 
same stone will give very different results according to the degree of calcina- 
tion to which it is subjected.) 

The nature of the changes undergone by the clay, and the evils caused by 
over-burning or under-burning the stone, are explained at page 235. 

These changes are of a somewhat complicated nature, and it will be suf- 
ficient at present to note the fact that after proper calcination of a limestone 
containing clay, the result is a substance containing a proportion of free 
quicklime together with compounds (formed by the clay and lime) which have 
the property of becoming hard when formed into a paste, even if secluded 
from the air or placed under water. 

SoLuBLE Siirca,—There are several forms of silica, such as sand, flint, ete., 
which, as already noticed, are useless in lime, for they are only in a state of 
mechanical mixture with it. The silica must be in combination with other 
substances and in a peculiar soluble state, or it will not combine with the 
lime ; in such a state it is found in clay. 

Unfortunately, in most analyses of limestones the soluble or usefully active 
form of silica is not distinguished from the sand, or silica in an inert state ; 
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this leads to some confusion, and renders the analyses less useful than they 
would otherwise be. 

CARBONATE OF MAGNESIA! combined with lime reduces the energy of the 
slaking, and increases that of the setting processes ; when other substances are 
present, its behaviour and combination with them are similar to those of lime. 

When carbonate of magnesia is present in sufficient quantity (about 30 per 
cent), it renders lime hydraulic independently of and in the absence of clay. 

ALKALIES AND Metaiic Oxipes.—These if exposed to a great heat become 
fused and quite inert; but when subjected only to lower temperatures 
sometimes tend to produce soluble silicates, and thus to cause hydraulicity. 

SuLpHatEs in small quantities tend to suppress the slaking action, and to 
increase the rapidity of setting. 

The introduction of these is the basis of a class of cements which will be 
considered presently. (See p. 184.) 


CLASSIFICATION OF LIMES AND CEMENTS. 


The calcined limestone is divided, according to its action in slaking and 
setting, into the following classes :-— 


1. Rich, Fat, or Pure Limes, 

2. Poor Limes. 

3. Hydraulic Limes. 
Natural. 

4, Cements \ Aceeeal. 

These classes merge gradually the one into the other, without sharp distinc- 
tions, the difference between them depending upon the nature and amount of 
the foreign constituents associated with the lime, and upon the degree oi 
calcination to which the stone has been subjected. 

The physical characteristics of the raw stone are no index to the properties 
of the lime or cement produced from it. These properties may however be 
inferred from the nature and proportions of the chemical constituents of the 
stone. A general composition has been assigned to the materials yielding 
each of the classes above mentioned, but it must be borne in mind that this 
is only an approximate indication of quality, and that the behaviour when 
calcined and treated with water is the only safe means of classification. 

The following Table shows the composition of a number of limestones 
and cement stones, chosen as characteristic examples, and intended to give 
some idea of the varieties actually met with. 

In comparing these analyses with others, it must be borne in mind that 
these show the composition of the raw stone, or raw material from which the 
lime or cement is produced. Analysis of the burnt lime or cement would in 
each case have given a higher percentage of clay and sand, and the lime and 
magnesia would not appear as carbonates. (The carbonic acid would have 
been expelled during calcination.) 


l Magnesium carbonate. 
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TABLE 


GIVING THE COMPOSITION OF VARIOUS LIMESTONES, CEMENT STONES, ETC., 
BEFORE CALCINATION. 


CoMPOSITION oF Raw Sronre on RAw MATERIAL. 


Nature 3 
of Lime Carbonate of Lime 


or Description. and Carbonate 
Cement of Magnesia. 
produced. 


Clay, Sand, Iron, Analyst or 
etc. Authority. 


( Carrara Marble (see | 100 carb. lime . a Sh Vicat, 
p. 55) = 
White Chalk . . | 986 carb. lime _. | 2 iron, manganese 46 Schweitzer (Reid). 


‘4 carb. magnesia and phosphates 
8 silica and alumina 


1°0 


Bath Oolite (see p. ‘5 carb. lime . |1°2 iron and alumina 
2°5 carb, magnesia 


Professors Daniel 
and Wheatstone ; 
Commission on 
Stone for Houses 
of Parliament. 


Rich or Fat Limes. 
ae Wo 


Portland Oolite (see : . lime . | 5 iron and alumina 
p. 60) ? rb. magnesia |1°2 silica 
Jey 


Siliciferous Oolite, | 79°0 carb, lime 2°0 iron and alumina 
Chilmark Stone (see ‘7 carb. magnesia |10°4 silica (nearly all 
p. 63) sand) 


aN 


Do. 


Poor Limes. 
— 


— 


Grey Chalk, Halling | 92 carb. lime . : ayes : i Be Col. Scott, R.E, 
(see p. 160) — 


Feebly 
Hydraulic. 


ee 


Roach Abbey, Dolo-]| 57°5 carb. lime .| ‘7 iron and alumina 
mite (see p. 59) 39.4 carb. magnesia | ‘8 silica 


96:9 5 5 Professors Daniel 
= oer] and Wheatstone ; 
Commission on 
Stone for Houses 
of Parliament. 


Bolsover, Dolomite | 51°1 carb. lime . |1'8 iron and alumina 
(see p. 59) 40°2 carb. magnesia |3°6 silica 


Hydraulic. 


91°3 54 f Do. 

Lower Lias, 86-2 carb. lime : 2¢ , ‘ ; : Phillips (Captain 
Aberthaw (see p, |= Smiths Vicat). 
160) 


Grey Chalk, Sussex | 83 carb. lime . sag 3 3 ae Col. Scott, R.E. 
(see p. 160) (Se == ‘ 
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ComPosITION OF LIMESTONES, ETC.—Continuwed. 


Composition or Raw STONE OR RAW MarteRIAL.2 


' 


Nature | Canhonaey ona at 
of Lime arbonate of Lime Wate. Se ‘ ater if 
or Description. and Carbonate Clay, Ng HrOn; and ree td 
Cement of Magnesia. : Loss. =e | 
produced. 
| Sawer 1 iat ssl a ie scala Sess | Caos ee eee 
( Blue Lias, Lyme | 79:2 carb. lime . |17°3 silica and alu- 3°5 Reid. Some varie- 
| Regis (see p. 160) mina ties contain 
oe San less clay. 
i Carboniferous, 71°55 carb. lime’. | 3°5 alumina Faia nce 
|| Holywell, Wales | 1°35 carb. magnesia 2°2 iron. | per cent 
3 (Halkin Mountain *8 alkalies 
& Limestone), see p. 20°1 silica C : ‘5 Muspratt. 
Se 160 — —— 
q 4 | 72°90 26°6 
le, 
= . od 
Fa Arden, near Glas- | 68°0 carb. lime . |25°S clay 
a gow (see p. 160) ‘8 carb. magnesia | 2°4 iron 
S *6 chlorides 
es SEs SiS 
| 68°8 28°8 24 | Ingram. 
is == —= 
Heavy English 2°7 alumina 
Portland 2 . Be 3°5 iron 
8 White Chalk and | 77° carb. lime — . |15°8 silica 
{ 1 Clay dried, but 1:0 alkalies 
i “ unburnt (see p. |—— —— 
g 165) eunreO 23:0. - : ; ve Reid. 
| I Portland Cement, | 58 to 63 carb. lime 21 to 24 silica ce Specification of | Currie & 
38 good 5to9 alumina VY Administration Co.’s cir- 
) RS 3to6 oxideiron des Pont et Chaus- cular 
| a 0°5 to 1°5 sulphuric sees. 
S acid 
oo || Kimmeridge Clay | 76-6 carb. lime . | 9°2 iron and alu- 
S (Boulogne) *8 carb. magnesia mina 
© || (Natural Portland) 13°4 silica c 
wD unburnt —— — | 
T74 |22°6 Me Gilmore. | 
Native Magnesia | 99 carb. magnesia. | ‘9 silica 3) Dr. Malcomson 
\{ (Madras) a Pe (Captain Smith’s 
Vicat.) 
Dolomite, Portgyfu, | 21°4 carb. lime _ . | 5°58 silica 
( North Wales 61°15 carb. magnesia} 2°07 alumina 
8°76 iron 
82°55 16°41 j ; , is Professor Cabutt 
ee = (Lipowitz). 
| Rosendale Cement | 43°3 carb. lime . 120°7 silica and alu- 
| Stone, Layer No, | 26:0 carb. magnesia mina 
3 9. High Falls, Ul- 1°9 iron 
aw ster, New York 2°0 sulphuric acid 
| 9 4 4°2 alkaline chlo- 
| = Pe ao rides 
| 2 69°3 28°8 1:9 | Professor Boynton 
3 (Gilmore). 
= 25°69 iron and alu- 
S mina. 
1°50 sulphuric acid 
Medina Cement | 47°80 carb. lime _. |24°50 silica 
Stone (see p. 163) 
47°80 51°69 "51 Ingram. 
i — SSS) } 


\ fe, 


1 For analyses of the burnt Portland cement see p. 243. 
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COMPOSITION OF LIMESTONES, ETC.—Continued. 


CoMPOSITION OF RAw Stone oR Raw Marerrat_ 


Nature 
of Lime 
or 
Cement 
produced. 


Description. 


Carbonate of Lime 
and Carbonate 
of Magnesia. 


Clay, Sand, Iron, 
ete. 


Water 
and 
Loss. 


Analyst or 
Authority. 


Roman Cement Stone 
from Calderwood 
(Scotland), see p. 
164 


Medina Cement 
Stone from Ports- 
mouth, Isle of 
Wight (see p. 168) 


Roman Cement 
Stone from Bou- 
logne Septaria 


Roman Cement 
Stone from Sheppy 
Septaria 


Quick Cements. 


Rosendale Cement 
Stone, Layer No. 
16, High Fa sx, 
New York 


| 54:0 carb. lime 
14'2 carb. magnesia 


68°2 


45°32 carb. lime 
50 carb. magnesia 


45°82 


61°6 carb. lime 


61°6 


65°7 carb. lime 
5 carb, magnesia 


46°0 carb. lime 
carb. magnesia 


8°4 alumina 

13 31 iron 

8°8 silica 

2°6 phosphates 


. {14°15 iron and alu- 


mina 
1°70 sulphurie acid 
37°65 silica 


4°8 alumina 


15°0 silica 
9°0 iron 


6°6 alumina 
6°8 iron 

19 manganese 
18°0 silica 
32°5 


30°0 silica and alu- 
mina 

1°3 iron. 

‘2 sulphuric acid !} 

4°1 alkaline chlo- 
rides 


Professor Penny 
(Gilmore) 


Drapping (Captain 
Smiths Vicat). 


Professor Boynton | 
(Gilmore). 


Rough Tests—A few rough tests may be applied to a limestone to see if it 


is likely to furnish a hydraulic lime or cement. 
Such a stone will generally have an earthy texture, and will weather to 


brown surface. 


Acid will not cause upon it so great an effervescence as upon purer lime- 


stones. 


When breathed upon or moistened a clayey odour is emitted from the 


stone. 


The best plan, however, is to burn a little of the stone in a small experi- 


mental kiln, to judge by the slaking, and by the behaviour of pats made from 


the paste. 


‘ For analyses of the burnt Roman cement see p. 248. 
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LIMES. 


Rich or Fat Limes are those calcined from pure, or very nearly 
pure, carbonate of lime, not containing sufficient foreign con- 
stituents to have any appreciable effect upon either the slaking or 
setting actions. 

The phenomena attendant upon these actions and the charac- 
teristics of the resulting paste exactly resemble those described 
for pure carbonate of lime (see p. 151), and need not be repeated. 

Usss.—The solubility and want of setting power of fat lime 
render it unsuitable for making mortar, except for the walls of out- 
houses and for other similar positions. It is nevertheless fre- 
quently used for the mortar in structures of a much more imposing 
character. 

It is however better than hydraulic limes for sanitary purposes 
(being purer), and is very useful for plastering and for white- 
washing. It is also extensively employed in the manufacture 
of artificial hydraulic limes and cements. 

Precautions in Using—Fat lime requires to be mixed with a 
ereat deal of sand to prevent excessive shrinkage, but this addi- 
tion does not materially injure it, as it attains no strength worth 
mentioning under any circumstances. 

The only setting that takes place in it is the formation of a 
thin surface crust, bearing a small proportion to the whole bulk ; 
mortar made from such lime may therefore be left and re-worked 
repeatedly without injury. 

Srainep Far Liwes.—Some of the lime which finds its way into the 
London market, under the assumed names of Dorking, Haliing, and Mers- 
tham, is merely fat lime tinged with iron sufficiently to give it the buff colour 
characteristic of the hydraulic lime made out of the grey chalk from the 
localities above mentioned (see p. 160). 

Of course, this stained lime makes mortar of the same inferior descrip- 
tion as would be obtained from a common fat white lime, and has no 
hydraulic properties whatever. 


Poor Limes are those containing from 60 to 90 per cent of car- 
bonate of lime, together with useless inert impurities, such as sand, 
which have ne chemical action whatever upon the lime, and there: 
fore do not impart to it any degree of hydraulicity. 

These limes slake sluggishly and imperfectly, the action only 
commences after an interval of from a few minutes to more than 
an hour after they are wetted, less water is required for the pro- 
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cess, and it is attended with less heat and increase of volume 
than in the case of the fat limes. 

If they contain a large proportion of impurities, or if they are 
over-burnt, they cannot be depended upon to slake perfectly 
unless first reduced to powder. 

The resulting slaked lime is seldom completely pulverised—is 
only partially soluble in water, leaving a residue composed of the 
useless impurities, and without consistence. 

The paste formed from the slaked lime is more incoherent, and 
shrinks less in drying, but behaves in other respects like that 
made from fat lime—in fact, it is like a fat lime mortar contain- 
ing a certain proportion of sand. 

Mortar made from poor lime is less economical than that from 
fat lime, owing to the former increasing less in slaking, bearing 
less sand (as the lime already contains some in the form of 
impurities), and requiring a more troublesome manipulation than 
the latter. It is im no way superior as regards setting, and 
should therefore only be used when no better can be had. 

Hydraulic Limes are those containing, after calcination, enough 
quicklime to develope more or less the slaking action, together 
with sufficient of such foreign constituents as combine chemi- 
cally with lime and water to confer an appreciable power of 
setting without drying or access of air. 

Their powers of setting vary considerably. The best of the 
class set and attain their full strength when kept immersed in 
water. 

They are produced by the moderate calcination of stones con- 
taining from 73 to 92 per cent of calcium carbonate, combined 
with a mixture of foreign constituents of a nature to produce 
hydraulicity. 

Different substances have this effect, as already mentioned (see 
p. 152), but in the great majority of natural hydraulic hmes com- 
monly used for making mortar, the constituent which confers 
hydraulicity is clay." 

The phenomena connected with the slaking of limes varies 
greatly according to their composition. With none is it so 
violent as with the pure carbonate of lime (see p. 151), and the 
more clay the limes contain the less energy do they display, until 
we arrive at those containing as much as 30 per cent of clay, 


1 In some varieties, as before mentioned, a portion of the carbonate of lime is re 
placed by carbonate of magnesia, which increases the rapidity of setting. 


OI OT a a Oe 


LETTS TED PUTS 


LIMES. 


159 


when hardly any effect at all is produced by wetting the calcined 
lime, unless it is first ground to powder. 

The setting properties of hydraulic lime also differ very con- 
siderably in proportion to the amount they contain of the clay or 
other constituent, which gives the lime its power of setting with- 
out drying or the access of air. 

This led to their being subdivided by Vicat into three classes, 
as shown in the following Table :— 


CLASSIFICATION OF HYDRAULIC LIMES. 


Name of Class. 


Percentage of Clay, 
associated with 
Carbonate of Lime 
only, or with 
Carbonate of Lime 
and Carbonate of 
Magnesia. 


Behaviour in slaking after 
being wetted. 


Behaviour in setting 
under Water. 


Feebly 
Hydraulic 


Pauses a few minutes, 

then slakes with de- 
crepitation, develop- 
“ment of heat, crack- 
ing, and ebullition of 
vapour. 


Firm in 15 to 20 days. 
In 12 months as hard 
as soap—dissolves with 
great difficulty, and 
in frequently renewed 
water. 


Ordinarily 
Hydraulic 


15 to 20 p. ¢. 


Shows no sign of slaking 
for an hour, or perhaps 
several hours—finally 
eracks all over, with 
slight fumes, develop- 
ment of heat, but no 
decrepitation. 


Resists the pressure of 
the finger in 6 or 8 
days, and in 12 months 
as hard as soft stone. 


Eminently 
Hydraulic 


20 to 30 p.c 


Very difficult to slake— 
commences after long 
and uncertain periods 
—very slight develop- 
ment of heat, sensible 
only to touch—very 
often no cracking, or 
powder produced. 


Firm in 20 hours—hard 
in 2 to 4 days—very 
hard in a month—in 6 
months can be worked 
like a hard limestone, 
and has a similar frac- 
ture. 


Varieties of Lime in Common Use.—Fart Limzs.— White chalk, marble, 
the Oolitic limestones, and shells, when calcined, furnish the fat limes in 
ordinary use, A great variety of fat limes is found in England, Scotland, and 
Treland. 

Oysters and other shells require burning at a high temperature. They 
contain gelatine, which is converted into charcoal, and burns with difficulty ; 


the result is a tendency to produce a badly slaking lime. 
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Hypravuic Limes.—Grey Chalk Lime (called “ stone lime” in London) is 
of a feebly hydraulic character, 

It is obtained from the lower chalk beds in the South of England, the 
present supplies coming from Halling, Dorking, Lewes, Petersfield, Mers- 
tlham, etc. 

This lime is usually of a light buff colour, and slakes very freely. When 
used with two parts of sand in brickwork, a good sample should sensibly 
resist the finger-nail at a month old. 

Lias Inme varies greatly in its properties according to the locality of the 
beds from which it is procured, some being only moderately hydraulic, and 
others eminently so. 

The raw stone is of a dark blue colour (hence the lime is called “ blue 
lias”), and the burnt lime a pale grey. 

It slakes very sluggishly, and should set well in wet situations (according 
to its composition) in from one or two to several days. 

This lime is sold both in lump and ground. The latter is, as a rule, the 
best, as the softer stones, containing more clay, are selected for grinding, 
but it may be adulterated with sand, or be air-slaked (see p. 207). 

The lime is ground to nearly the same fineness as Portland cement (see p. 
167), and sold in sacks, or, for export, in casks. 

Mr, Reid says that limestones which approach nearest to the analysis given 
in the Table, p. 155, ‘‘ should have the preference.” 

Lias lime is procured chiefly from the Midland and South-western counties— 
the best known being that from Barrow-on-Soar, in Leicestershire ; from 
Watchet, in Somersetshire ; Lyme Regis, in Dorset ; Whitby, in Yorkshire ; 
and Rugby, in Warwickshire. The Aberthaw lime, found near Cardiff, is 
derived from the Lower Lias formation. 

The Carboniferous Limestones yield very valuable hydraulic limes, among 
which may be mentioned the Halkin Mountain limestone, from Holywell, in 
Flintshire ; lime found near Berwick, in Northumberland, ete. 

The Arden lime, found in this formation near Glasgow, is of an eminently 
hydraulic character, and has been much used for docks and other important 
work. It partakes rather of the character of a Roman cement, and will not 
stand a large proportion of sand. 

The Milton or Hurlett lime, and the Kilbride lime, from the same neigh- 
bourhood, are of a similar description. 

Hydraulic lime is found also in Fifeshire, at Dunbar, ete. etc. 

The Magnesian Limestones, found in Durham, Yorkshire, Derbyshire, Don- 
caster, and Notts (see p. 57), also furnish hydraulic limes, which are sometimes 
of a powerful character. 

In Ireland the calp limestone yields a hydraulic lime, but it is very vari- 
able in quality.* A good hydraulic lime is obtained from the Gillogue quarry 
in the carboniferous formation near Limerick. 

The lias has not been met with to any extent in Ireland, and is usually 
imported. 


Artificial Hydraulic Lime may be made by moderately cal- 
cining an intimate mixture of fat lime with as much clay as will 
give the mixture a composition like that of a good natural hydraulic 
limestone, of which the product should be a successful imitation. 

A soft material like chalk may be ground and mixed with 


' Wilkinson’s Practical Geology of Ireland. 
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the clay in the raw state. Compact limestone, on the other hand. 
is more commonly burnt and slaked in the first instance (as 
being the most economical way of reducing it to powder), then 
mixed with the clay and burnt a second time. 

Lime so treated is called “twice kilned” lime. 

The mixture may be made by violently agitating the materials 
together in water by machinery, or by grinding them together in 
a dry state, afterwards adding water to form them into a paste. 

The paste in either case is moulded into bricks, which are dried 
calcined, and otherwise treated like ordinary lime. 

Artificial hydraulic limes are not much manufactured or used 
in this country. 


CEMENTS. 


The cements used in building and engineering works are cal. 
careous substances, similar in many respects to the best hydraulic 
limes, but possessing hydraulic properties to a far greater degree. 

They may be divided into two classes— 


1. Natural Cements. 
2. Artificial Cements. 


They are distinguished from limestones by not slaking or 
breaking up when mixed with water after calcination. 

Cements are used chiefly in foundations in wet places; in 
subaqueous work of all kinds; for important structures, where 
great strength is required, such as dock walls and lighthouses , 
also for making concrete and cement mortar. 

The more exposed parts of ordinary structures, such as the copings 
of walls, are frequently built in cement, also the tops of chimneys. 

Cements are also used in the walls of cesspits, the joints of 
drains, etc.; for protecting the outer faces of walls and buildings 
from the weather; for thin walls where extra strength is required ; 
for pointing, filleting, and many minor purposes. 


NATURAL CEMENTS. 


Natural cements are burnt direct from stones containing from 
20 to 40 per cent of clay, the remainder consisting chiefly of 
carbonate of lime alone, or of carbonate of lime mixed with 
carbonate of magnesia. 

CARBONATE OF MAGNESIA by itself, when calcined, yields anhy- 
drous magnesia, which does not slake like quicklime, but if 
powdered and made into paste sets through its whole mass. 

B.C.—II1 M 
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permanently expanding, but not breaking up. It is soluble in water, 
but not so readily as lime. 

CEMENT STONES or NODULES are frequently found in thin 
strata, amongst those of hydraulic limestone. They are usually 
brown or fawn-coloured, of compact texture, and with an earthy 
fracture. 

Those met with in this country generally vontain a large pro- 
portion of clay (about 30 or 32 per cent), are burnt at a low 
temperature, and yield a quick-setting cement of no great ultimate 
strength. 

These stones will not bear much heat without fusing, as they 
contain a large proportion of iron (see p. 240). 

Stones containing a lower proportion of clay (about 22 per 
cent) are strongly burnt, and yield a heavy slow-setting cement. 

The natural cement found at Boulogne (see Table, p. 156) is of 
this character, and a similar description has been met with at 
Rugby ; but slow-setting natural cements are rare in this country. 

More than 40 per cent of clay injures the cement. If the 
stone is half clay, it should be used as a “ pozzuolana” (see p. 201) ; 
if there is more than two-thirds clay, it will not set under water. 

Slaking and Setting —Lumps of burnt cement stones are hardly 
affected by water; when ground to powder and wetted, they 
produce a paste which, without any preliminary slaking action, 
sets under water in from five minutes to as many hours, and 
acquires within a year a strength varying from that of soft brick 
to that of the stronger kinds of stone; the differences in setting 
powers and strength depending upon the composition of the 
stone. 

The shrinkage of cements setting in air is very slight, the paste 
being much denser than that made from lime, in consequence of 
the absence of the expansion caused by slaking. 

Roman Cement (originally called Parker’s Cement) is made 
by calcining nodules found in the London clay. These con- 
tain from 30 to 45 per cent of clay; before being burnt they 
have a fine close grain, pasty appearance, and greasy surface 
when broken. 

The burning is conducted at a low temperature and requires 
creat care. 

The colour of the calcined stone is generally a rich brown, and 
is no guide to the quality of the cement. 

Weight and Strength—Good Roman cement should not weigh 
more than 75 lbs. per bushel, and should set very quickly (within 
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about 15 minutes of being gauged into paste), but attains no 
great ultimate strength (see Table, p. 164). 

Specifications should mention a minimum weight for these and 
similar cements, for a heavy cement is likely to be over-burnt, and 
moreover a stale cement will have become heavier by absorption 
of carbonic acid from the air. - 

The little strength possessed by Roman cement rapidly dimin- 
ishes on the addition of sand. 

1 or 14 part of sand to one of cement is the greatest propor- 
tion that should be added. 

Storing.—Roman cement is sold in a ground state, and kept in 
casks, which must be kept carefully closed and dry, otherwise the 
cement will absorb carbonic acid and become inert. For the 
same reason it is important to examine this cement carefully 
before using it. 

Uses.—It should be mixed in very small quantities and used at once, 
and on no account beaten up again after the setting has commenced. 

The properties of Roman cement make it valuable for tem- 
porarily pointing joints in work to be done and set between tides, 
and for other purposes where quick setting is desirable, and no 
great ultimate strength is required. 

It is also used for external rendering or stucco, but is liable to 
efflorescence on the surface, which presents an unsightly appear- 
ance (see p. 242), 

Market Forms—Roman cement is usually sold in casks ; sometimes, if it 
is to be used at once, in sacks, 

The inside dimensions of the casks are 2 feet 4 inches high, 1 foot 44 
inches diameter at middle, 1 foot 3$ inches diameter at ends, 

Each cask usually contains 34 trade bushels! of 70 lbs, each—#.e. 245 lbs. 

The sacks measure 3 feet 7 inches by 2 feet, and contain 3 trade bushels 
—t,e, 210 lbs, 

MEDINA CEMENT is made from the septaria found in Hampshire and the 
Isle of Wight, and from those dredged up out of the bed of the Solent. 

It sets very rapidly, is of a light brown colour, and resembles Roman cement 
inits characteristics, butis stronger for the first three months (see Table, p. 164). 

It is sold in casks containing 34 trade bushels of 68 lbs. each, or sacks 
containing 3 bushels. 


HARWICH AND SHEPPY CEMENTS are similar materials made from nodules 
found in the London clay at Harwich and Sheppy. 


1 There are two kinds of bushel used in connection with cements :—(1) The “ striked 
bushel,” being a measure containing 1°28 cubic feet, lightly filled, and struck smooth at 
the top with a straight edge (see p. 173)—-21 of these bushels go to a cubic yard ; (2) 
The trade bushel, which is a given weight established by practice, and varying for each 
cement. The weights of trade bushels of different kinds of cement are given at p. 258, 

Unless cement is ordered by weight, there is likely to be some confusion between the 
two kinds of bushel above mentioned. It is desirable where possible to order cement by 
the ton net, 
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Wuirtsy, MULGRAVE’s, or Arkinson’s CEMENT is made from the septaria 
of the Whitby shale beds of the Lias formations in Yorkshire. It is some- 
thing like Portland cement in colour, takes slightly longer to set than Roman 
cement, and absorbs more moisture, but resembles it in its characteristics 
generally. 

CALDERWOOD CEMENT is a variety of Roman cement of a dark colour from 
nodules found in Scotland. 

East Kilbride in Lanarkshire furnishes a very similar cement. 


The following Table, compiled from different sets of experiments by Mr. Grant, shows 
the strength of two different samples of Roman cement, and of one . Medina cement, 
and also the weakening effect of sand when added to one of the former :— 


Roman CEMENT. 


Age and Time MEDINA 


immersed in CEMENT. 
Water. Sample A. oe ad ene 1 aoe 1 fhe Neat. 


Neat. Neat, fee | eee | ee 

7 Days . : 202 120°5 47°5 7:0 10°0 211°0 
ly eee : ; 173 169°9 65'6 42°8 19:2 303°4 
er ren es r 186°5 155°2 74:2 45°9 17°4 298°0 
1 Month k 260°3 358 °2 81°2 41°9 En 306°0 
8 Months ; 3822°5 220°4 121°9 91°75 ee 448°8 
eM er ie) i 419°4 
471-1 | 251-5 | ie a ie 457-2 
643°1 268°5 ae ues es 476°9 


2° 


be) 


2 Years . : 546°3 ee ee oe se 276°0 


- N.B.—The sectional area of the DHaanate was 2} square inches. More recent tests by oe 
manufacturers appear to show higher results than those in the above Table. 


ARTIFICIAL CEMENTS. 


Hydraulic cement is made artificially by a process similar to 
that already described for artificial hydraulic limes (see p. 160), 
a higher proportion of clay being added to make the mixture 
resemble the composition of a natural cement stone. 

The twice-kilned lime is not however used, but the raw lime- 
stone or chalk is if necessary crushed by machinery before mixing. 

The cements usually manufactured are of a heavy slow-setting 
character, and require to be calcined at a high temperature, which 
produces incipient vitrification. As it is impossible to maintain 
a perfectly uniform temperature all through the mass, the result 
is a mixture of products of different degrees of calcination, includ- 
ing half-raw under-burnt portions of light yellow cement, and 
dense heavy clinker (see p. 198). 

A judicious selection of them for grinding, and more especially 
the rejection of the under-burnt portions, is essential to the pro- 
duction of good and uniform cement. 


1 Min. Proceedings Civil Engineers, vols. xxv. and xxxil. 
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As the best of the cements are burnt to the state of clinkers 
the subsequent breaking and grinding are tedious and costly opera- 
tions. Fine grinding is however most essential to properly 
develope the strength of the cement when used, as it commonly 
is, with sand. 

Portland Cement is so called from a fancied resemblance in its 
colour to Portland stone. 

It is by far the most valuable of all the cements, and is made 
by intimately mixing and calcining together substances of different 
kinds, so as to obtain a material containing, as a general rule, when 
burnt some 58 to 63 per cent of lime combined with about 22 
per cent of soluble silica—7 to 12 per cent of alumina—and 
small percentages of oxide of iron, magnesia, etc. (see p. 241). 

The materials used may be either chalk and clay—which are 
mixed by the wet process—or limestone and clay or shale mixed 
by the dry process. 


MANUFACTURE FROM CHALK AND Ciay.—The cement best known in this 
country is made on the banks of the Thames and Medway, from chalk and 
clay mixed by the wet process. 

The proportion of chalk and clay mixed together depends upon the com- 
position of the chalk before burning. The result required is to obtain a 
mixture containing before burning some 23 to 26 per cent of clay.” 

With white chalk (which itself contains no clay) 3 volumes of chalk 
are mixed with 1 volume of alluvial clay or mud from the lower Thames 
or Medway. 

If the chalk itself contains clay, the proportion of clay added is modified 
accordingly. 

For example, with grey chalk, 4 parts of chalk are used to 1 of clay. 

The chalk and clay are mixed in water to the condition of a creamy 
liquid, which is called “ slurry,” the fine particles in suspension are allowed 
to settle in large tanks, reservoirs, or “ backs,” for several weeks, and when 
the deposit becomes nearly solid, the water is run off, the residue is dug out, 
sometimes pugged, dried on iron plates over coking ovens, or over the flues 
from the kiln, burnt in intermittent kilns (see p. 194), at a very high tem- 
perature, and then ground to a fine powder. 

This method of manufacture is of course applicable only when the mate- 
rials to be mixed can easily be liquefied in water. 


The above is the wet process as ordinarily practised on the Thames and Medway, 
but in very modern works modifications have been introduced, some of which may be 
mentioned, 

Under the patents of Messrs. I. C. Johnson & Co. of Greenhithe the undermentioned 
processes have been adopted at their various works, and some of them have been intro- 
duced at other works. 

The chalk and clay are mixed with much less water (only about 10 per cent) to the 
consistency of batter pudding. ‘he siurry thus formed is passed through gratings into 
a pit, whence it is lifted by buckets fixed to the circumference of a vertical revolving 
wheel, and passed through millstones which grind it to a minute degree of fineness. 


1 For very light quick-setting cements the proportion of lime is considerably less 
(see p. 241). 

2 28 or even 80 per cent of clay may be used for light quick-setting cements used 
for stuccoing. 
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The mixture is then pumped up and spread over the floor of a large arched chamber 
which branches out from the kiln at a height of about 15 feet above the fire bars. 
The top of the kiln is closed, so that the waste heat and gases have to pass through this 
chamber and over the surface of the slurry, which is thus quickly and thoroughly dried. 
It is then burnt in the usual manner. 

It will be seen that by this system the backs are rendered unnecessary. This is a 
great advantage, for they take up much room ; moreover, when slurry is allowed to sub- 
side in a deep back the heavier particles have a tendency to separate from the other, 
so that the resulting material is not uniform in composition ; and lastly, in using this 
system, any slurry found by analysis to be defective can more easily be dealt with than 
it can in the large mass contained in a reservoir. 

The method of drying the slurry is effective and also economical. It utilises the 
whole heat from the kiln, a large proportion of which in ordinary kilns escapes at the top. 

Ransome’s system consisted in burning the dried slurry in a revolving iron chamber lined 
with fire-brick, and fed with waste-gases on the same system as in a regenerative furnace 
(see p. 8303). Among the advantages claimed for this system were economy in space, 
fuel, grinding, and time, and improvement in quality by the exclusion of the fuel from 
the cement. 

This system may be regarded as the progenitor of the improved Rotatory Process now 
used extensively in the United States and Germany, and which is in course of adoption in 
this country.! 

MANUFACTURE FROM LIMESTONES AND CLAY OR SHALE.—In some parts of the country 
the denser limestones are used in the absence of chalk for the manufacture of Portland 
cement: hard shales have also often to be used instead of clay. 

Thus the Warwickshire (Rugby and Stockton), Somersetshire (Bridgwater), Dorset 
(Poole and Wareham), Portland cements are made from Lias limestone and clay, and in 
Cheshire (Doveholes) the limestones of the Carboniferous formation are used for the same 
purpose. 

When dense limestones are used for the manufacture of Portland cement, they must 
be crushed by machinery. The shale or clay is roughly burnt to ballast (see p. 198), 
the two are then mixed in the proper proportion (according to their composition) to give 
the percentage of clay and lime required—and are ground to a fine powder. 

This powder is passed into the pug-mill of a brick-making machine—thoroughly 
mixed—slightly moistened, and then moulded semi-dry into bricks. These bricks are 
then dried upon hot plates to drive off any remaining moisture—burnt in kilns as here- 
inafter described—and then ground to powder. 

The process of manufacture just described is adapted for hard limestones and shaly 
clays, which cannot be reduced to liquid and thus mixed together. The dry process is 
stated by Mr. Reid to be very efficient and economical, He says, moreover, “The 
carbonate of lime is in so finely comminuted a state, and so accurately blended with the 
silica and alumina, that no injurious development from this source can possibly arise, at 
all events in the direction of the cracking or blowing danger.” 

The plant required for a Portland cement manufactory is so extensive that it can 
hardly ever be worth while for an engineer or builder to manufacture for himself. This 
branch of the subject will, therefore, not be pursued further; but any one who is 
interested in it will find full details of the processes of manufacture, with much other 
useful information, in Mr. Reid’s works: A Practical Treatise on the Manufacture of 
Portland Cement; The Practical Manufacture of Portland Cement, translated from 
Lipowitz ; and The Science and Art of the Manufacture of Portland Cement ; also in 
the Minutes of the Proceedings of Civil Engineers, vol. 1xii. p. 67, and vol. cxly. p. 44; 
and in Calcareous Cements, G. R. Redgrave. 

PORTLAND CEMENT MADE FROM SLAG.—Ordinary blast furnace slag (see p. 261) contains 
nearly the same constituents as Portland cement, but not in the same proportions—the 
proportion of lime being too small. The writer has no experience of this material, but 
it is said to attain the same strength as ordinary Portland cement, and in a shorter time. 
The process is, of course, useful only in blast-furnace districts, for it would not pay to 
transport slag to other places for the purpose. 

“Great caution is necessary in adopting a cement of this nature, more especially when 
it is recollected that blast-furnace slags differ materially in their composition. . . . It 
would appear, however, that when care is taken to see that the constituents of the cement 
exist in suitable proportions, a very serviceable article is capable of being produced.” 2 


sateen aac eSNG als ca rt eAthena eS PS) Se SQ, a i 
1 See page 197. * Dent’s Cantor Lectures. 
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The reader is also referred to the remarks under the heading of Adulterations in 
Portland Cement on page 192. 


Portland cement differs very considerably in its characteristics and action. 

It can be manufactured more cheaply when under-burnt, because then a 
greater bulk of cement is produced with a given quantity of material, and it 
requires less fuel and less grinding ; it also sets more quickly, but never 
arrives at the same ultimate strength asa properly burnt cement. Under- 
burnt cement contains, moreover, an excess of free quicklime, which is apt 
to slake in the work and cause great mischief. This may be remedied by 
exposing the cement, and allowing these particles to become atr-slaked. 


TESTs oF Quauity.—A very slight difference in the manufac- 
ture may make a great difference in the character of the material, 
and rigid testing is necessary in order to secure the best cement. 

3efore using Portland cement for important work, the under- 
mentioned points should be inquired into :— 

Fineness of Grit—The cement should be ground to a fine 
powder. 

This can be roughly tested by rubbing it between the fingers, 
or, accurately, by passing it through a sieve with meshes of known 
size. 

With regard to the exact degree of fineness that is advan- 
tageous, there is some difference of opinion. 

There seems, however, to be no doubt that properly burnt 
cement, when ground extremely fine, is, as compared with one 
coarsely ground, much stronger when used with sand, and also 
safer, for there are none of the coarse particles which exist in 
well burnt and coarsely ground cements, especially when they 
have any tendency to excess of lime. 

A heavy well burnt cement is difficult to grind properly, and 
it will often contain a considerable proportion of coarse particles 
which ought to be separated and reground. 

The experiments by Messrs Grant, Colson, Mann, and others 
show that when used neat (ie. without admixture of sand) a 
coarse-grained cement is stronger than one finely ground. 

When mixed with sand, however, as it generally is in actual 
use, the finely ground cement makes stronger mortar than the 
other, the difference in its favour being greater as the proportion 
of sand in the mortar is greater. 


A lightly burnt cement is easily ground fine, and ‘‘at 7 or even 28 daya 
may appear to be superior to heavy, which is with difficulty ground as fine as 


e 
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the hgltly burnt, but in the long run the heavy, if not too coarsely ground, 
will surpass the lightly burnt, and if the heavily burnt were as finely ground 
as the light it would be a great deal stronger from the beginning, the time 
of setting being of course the same. Fine cement, as it takes more sand, goes 
farther than coarse, it is also much safer when it verges on the blowing point 
from excess of lime.” } 

Grinding is better than sifting, “Heavy clinker ground fine will when 
tested give higher results than lighter cement of equal fineness obtained by 
sifting.” 

Mr. Mann, in his experiments on the adhesive strength of cement, found 
that with cement sifted through a sieve having 176 meshes to the lineal inch, 
—1.e. 30,976 to the square inch, the so-called “ coarse ” grains stopped even 
by this fine mesh influenced the cement as follows :— 


Adhesive strength after 7 
days ; in lbs. per sq. inch. 
The fine particles only ‘ : : : a 
Ditto with 25 per cent of the coarse grains . . Joe 
Ditto with 75 per cent of coarse grains . : » 26 
Coarse grains only. ‘ : : ; as 


Mr. Mann, says that this fine sieve was found to “afford more definite and 
reliable results than those having larger meshes.” 

The experiments of the late Mr. Grant, Mr. Mann, and others, have shown 
that the larger grains in a coarsely ground cement, besides being in many 
cases a source of danger, are almost useless, sometimes quite useless, as cement, 
being more or less inert, so that even if safe they play no other part than 
that of additional sand. 

Mr. Grant found that “coarser cement than would pass through the sieve 
of 2580 to the square inch, was at least no better than sand, and that when 
it contained free lime it was a source of weakness if not of danger.” 2 

There is no general consensus of opinions or practice among engineers 
with regard to the degree of fineness which it is best actually to require in 
specifications for Portland cement. 

At first the cement used for the Metropolitan Main Drainage Works was 
specified to be ground “extremely fine,” but the exact size of mesh it should 
pass is not fully determined. 

In 1876 Mr. Mann said, “1-50th inch square (2500 holes per square 
inch) is as fine a mesh as can be conveniently used in practice, smaller ones 
clogging very easily ; on the other hand, cement reduced to this fineness has 
® very appreciable superiority with sand, as compared with even slightly 
coarser samples.” 3 

In the second series of very elaborate and useful experiments made by the 
late Mr. Grant, the resident engineer of the Metropolitan Main Drainage 
Works, the cement tested had all been passed through a sieve of only 400 
holes to the square inch, the weight of the sifted cement being 110°56 tbs. 
per bushel. 


1 Grant, M.P.I.C.E., vol. ixii. p. 102. 
* M.P.IC.E., vol. lxii. p. 248. 
* Captain Innes, R.E., R.Z. Corps Papers, vol. xxi. po 
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Of late years, however, manufacturers in Germany and Austria have intro- 
duced cements ground to a much greater degree of fineness. 

Cements are easily procurable which will entirely pass sieves of 2580 
meshes to the inch (400 to the square centimetre), leaving only 10 per cent 
on sieves of 5806 meshes to the inch (900 to the square centimetre), and it 
has been stated that cement can be procured of which only 3 to 10 per cent 
is rejected by a sieve of 32,000 meshes to the inch. 1 

These German cements are not much, if at all, used in engineering works 
in England, but they are used by the manufacturers of patent cement paving 
and similar materials. 

With regard to ordinary English cements, Mr. Mann found, that of the 
cement received from nine makers, from 38 to 50 (average 45°6) per cent was 
stopped by a sieve with 30,976 meshes per square inch, and with eight 
varieties Mr. Grant found the residue to average 49°5 per cent. 

There seems to be no reason, except the extra cost, why all the cement 
should not be ground to go through the finer mesh, but at present a per- 
centage to be stopped is allowed in most specifications. 

Experiments made by a friend of the writer’s showed that a cement which 
left 10 per cent core on a 2500 mesh sieve, left 20 per cent on the 30,976 
mesh sieve. A cement which left only 10 per cent core on the 30,976 
mesh sieve cost about 4s. a ton more for grinding than the other. It appears 
therefore that to obtain 10 per cent more cement cost 4s., and that the extra 
grinding is not economical, except for cements, which cost more than 40s. a 
ton delivered on the works, as they do sometimes abroad. 

Where fineness of grit is alluded to in specifications, as it always should 
be, 2500 meshes to the square inch is frequently specified, although various 
Public Departments and a few engineers specify that not more than 10 per 
cent by weight shall be rejected by a sieve of 5800 meshes to the square 
inch, and there seems no doubt that this requirement, which is estimated 
to add only 5}, to the cost of the cement, is a very desirable one to enforce 
until still finer grinding can be obtained. 

Great care must be taken, however, that finely ground cement is not lightly 
burnt, to prevent which the weight, or better still (see p. 172) the specific 
gravity, of the cement should be specified too. 

Where cement is to be sent abroad, and thus rendered expensive by the 
addition of freight, or it seems especially desirable to have a material which 
gives the maximum strength with the minimum bulk. 

The table (page 174) shows the degree of fineness and other particulars 
specified by various public departments and on various works. 


Gauge of Wire of Sieves.—It is a curious thing that though many engineers specify 
the number of meshes to the square inch in the sieves to be used, very few mention the 
gauge of the wire of which the sieves are to be made, although it is manifest that the 
size of the orifice of the mesh in the sieve must depend upon the thickness of the wire ; 
two sieves with the same number of meshes to the inch, but of different gauges of wire, 
must pass cements quite different as to fineness. 

It is therefore necessary to state the gauge of the wire to be used, and as uniformity 
in this is desirable, the author has obtained from Messrs. Currie and Co. of Leith a 
list of gauges appropriate for sieves of the meshes stated below. 

These are shown in the second column of the following table—the gauges shown in the 
third column are those used by Messrs, Adie in making sieves for the late Metropolitan 
Board of Works. 


4 M.P.I.C.E. 1880, vol. lxii. p. 242. 


NOTES ON BUILDING CONSTRUCTION. 


Gauge of Wire. Gauge of Wire. 
Meshes per sq. inch. oe RWG. 


400 . : 29 34 
900. ; ; 37 36 
1,600 . ; 39 es 
2,500 . 39 37 
3,600 . 39 a 
5,800 . 40 39 
14,400 . 43 41 
32,000 . 48 


Weight.—This particular is generally carefully ascertained. 
It used to be considered that a good weight per bushel was a 
sign of thorough burning, but it is now realised that the weight 
is greatly influenced by the degree of fineness to which the cement 
is ground, upon the degree to which it has been aerated, and 
upon the way in which the measure is filled. 

The weight is, however, generally specified in connection with 
the degree of fineness required. 

The weight of the Portland cement in the market varies from 
95 lbs. to about 120 lbs. per striked bushel. 

The heavier cements are slow-setting, but as a general rule,} 
they ultimately have a greater tensile strength than those of small 
specific gravity. 

A heavy cement is likely to be thoroughly burnt throughout, 
but care must be taken to ascertain that its weight is not caused 
by its containing a large proportion of coarse ungréund particles. 

In some cases a heavy cement contains a large proportion of 
over-burnt particles, and unless these are most carefully ground toa 
fine powder, they slake very slowly, frequently not till they have 
been used in the work, in which case they cause serious injury. 

In very heavy cements there is some danger of an excess of 
lime, which, if left in a free state, that is uncombined with the 
silicic acid of the clay, is liable to cause disintegration in the work. 
It also renders the cement unfit for the joints of sewers,” or for 
any position where it would be liable to the attacks of chemical 
agents, which would destroy the carbonate of lime. 


As above mentioned, the weight of a given bulk of cement depends to a 
great extent upon the fineness of its grit; a coarse cement is heavier than 
one equally well burnt which is finely ground. 


1 The experiments of Messrs. Grant, Colson, and Mann show that this rule does not 
always hold good. 
* Mr. Baldwin Latham, Min. Proc. Inst. Civ. Fng., vol. xxxii. p. 63. 
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The weight depends also upon the amountof aeration the cement has received, 
sometimes after weighing one bushel it will be found that the next bushel 
weighs 1 Ib. or 14 Ibs, less. In testing the weight of large quantities, there- 
fore, the sample bushels should be taken from different parts of the heap. 

Lastly, the weight depends upon the method in which the measure is filled 
—one sample must not be more tightly packed than another. 

To ensure this the cement should be poured into the measure as described 
at p. 173. 

The effect of fine grinding upon weight is shown in the following results, 
obtained by Messrs. Currie and Co. of Leith. The figures will, however, vary 
considerably with different cements. 


Meshes per square Percentage retained Weight of Cement Weight of Cement per 
inch of sieve. by sieve. per bushel in Ibs. cubic foot in lbs. 
2,500 10 115 90 
3,600 10 112 87 
5,500 10 109 85 
14,400 10 104 81 
32, 000 10 98 | 76 
) | | 


It is evident from the above that the weight test ought never to be used 
without the sieve test or it would be a direct incentive to coarse grinding. 

On the other hand, to use the sieve test only would lead to being supplied 
with light easily ground cements of no great tensile strength. 

The practical difficulty, however, of accurately comparing the weights of 
cements makes the weight test unreliable, and engineers therefore sometimes 
require the cement to be of a given specific gravity, which cannot vary 
with the different degrees of fineness of grit. 

The weight of the Portland cement originally used on the Metropolitan Main 
Drainage Works was specified to be at least 110 Ibs. per striked bushel. 

The cement actually supplied averaged 114°15 lbs. per bushel in weight. 

The cement for the later series of experiments by Mr. Grant was specified 
to weigh 112 lbs. per striked bushel. It weighed 113°2 lbs., including 
the coarser particles, but only that portion of it was used which passed through 
a mesh of 400 holes to the inch, and weighed 110°56 Ibs. per bushel, as above 
stated. 

In a few cases a cement weighing 123 Ibs. per bushel was experimented 
upon. It does not seem desirable, as a rule, to specify a weight for cement 
of more than from 110 to 115 Ibs. per bushel, Mr. Grant recommends that 
when a weight is specified it should not be more than 112 lbs. a bushel. 

The weight is generally stated in lbs. per bushel; 21 bushels (each con- 
taining 1°283 cubic foot) make a cubic yard, Sometimes it is stated in lbs. 
per cubic foot. 


A very heavy and strong cement is required in important 
engineering works; but for ordinary purposes of building great 
tensile strength is not of the first importance, and in some cases, 
ey. for rendering walls, a lighter and more quickly-setting cement 
may be used with advantage. 
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Specific Gravity.—Mr. Mann found! that the specific gravity of cement supplied by the 
best English manufacturers slightly exceeded 3:0. 

The particles rejected by a sieve of 2900 meshes to the square inch had a specific gravity 
from 3°08 to 3°13, and the fine particles passed by that sieve a specific gravity of from 
2°97 to 3°06, but in some cases the coarse and fine particles of the same cement had the 
same specific gravity. 

In an inferior cement he found the specific gravity 2°80, and that of the finely sifted 
portion only 2°55. 

Grant’s experiments? show the specific gravity of differently burnt cements to be as 
follows :— 


Light burnt 
andi. 
Medium ,, 


Mr, Grant’s specification for specific gravity is “not less than 3°1.” 

The apparatus described in the next paragraph is recommended by Mr. Grant for 
ascertaining the specific gravity of cement. 

Keate’s Specific Gravity Bottle.-—This bottle consists of two bulbs, the lower somewhat 
exceeding the upper in capacity. The exact capacity of the lower bulb is of no im- 
portance. On the neck between the bulbs is a file mark 6, on the neck of the upper bulb 
is a similar mark a. 

The capacity of the upper bulb between the marks a and } must be 
accurately determined, and may conveniently be either 500 or 1000 ei 
grains in water measure at 60° Fahr. ee 

In ascertaining the specific gravity of a solid in small fragments— Leela 
small shot, for example—the following is the mode of procedure : fill 
the bottle with distilled water up to the mark 3, accurately counter- : 
poise the bottle so filled in a balance, drop the substance (of which 
the specific gravity is to be taken) carefully and gradually into the Ve 
bottle until the water rises from b to a. Ascertain exactly the weight 
of the material so added. If the capacity of the upper bulb be 1000 ( looo Grs 
grains of water, the weight of the material required to raise the water 
from 6 to a is its specific gravity ; if the capacity of the hulb be 500 
grains of water, the weight of the substance added must be multiplied 4b 
by 2, which will give the specific gravity. 

The principle of the apparatus is very simple ; the capacity of the 
upper bulb is an exact measure of distilled water, and when the water 
is raised from 6 to a by dropping a solid into the bottle, the bulk of 
that solid equivalent to the given volume of distilled water is ascer- 
tained and the relation between the weights of the two is given by the 
weights of the substances added, which is either the specific gravity 
direct, if the capacity of the bulb is 1000 grains, or it can be ascertained Fie. 82a, 
by multiplying the weight of the solid by the number which represents te 
the part of 1000 represented by the capacity of the bulb, ete. 

If the solid be soluble in water, any convenient liquid can be used in the place of water 
in making the experiment, the only thing necessary being carefully to counterpoise the 
bottle filled with the liquid up to d in this manner. Petroleum, oil, turpentine, or any 
liquid suitable to the nature of the material to be tested, may be used, all other things 
remaining the same. 

The only precautions to be observed are that the air, which is apt to cling somewhat to 
the solid matter when dropped into the liquid, is carefully removed, and that if a very 
volatile liquid be used in the place of water the bottle should be stopped or corked to 
prevent evaporation.? 


ees 


Method of Weighing. —In order that the cement may be 
accurately weighed, great care must be taken in filling the 
measure. 


1 MTC... Vol. tai, 224; 2 M.1.C_E., vol, lxii, p- 130, 
* Taken verbatim from Appendix iv. p. 129, M.L.C.E,, vol. lxii, (Grant). 
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This may be done by allowing the dry cement to run down a board or 
shoot, inclined at an angle of 45°, into the measure, any superfluity being 
carefully struck off with a light straight-edge. 

A vessel with holes in it is sometimes used for filling instead of the shoot. 
An accurate method is to fill the measure through a sieve of about =, inch 
mesh held a short distance above it, or the cement may be poured through a 
hopper placed about two feet above the measure. A drawing of the hopper 


is sometimes supplied in connection with the specification. 


Cotour.—This point should be examined, though it is not of 
very great importance. Bad cement may be of a good colour. 


Good Portland cement, as received from the manufacturers, should be of 
a grey or greenish-grey colour. 

A brown, or earthy colour, indicates an excess of clay, and shows that 
the cement is inferior—likely to shrink and disintegrate. 

A coarse bluish-grey powder is probably overlimed and likely to blow. 

The colour may best be observed by rubbing the cement on the hand or 
on a piece of white paper. 


TEST FOR TENSILE STRENGTH.—This is the most important test 
in most cases, and it should be made with the aid of a proper 
machine, as hereinafter described (see p. 187). 


Seven Days’ Test.—The tensile strength of Portland cement, as required by 
the original specification for the Metropolitan Main Drainage Works, was 400 
Ibs. on the briquette area of 24} inches after six days’ immersion. 

Shortly after this the specified breaking weight was raised to 500 Ibs. per 
area of 24 square inches, 

The average strength of the cement supplied under this specification 
during five years was 806°62 lbs. on the briquette area. 

The standard breaking weight specified on these works was afterwards 
raised to 787 lbs, on the briquette area, or 350 lbs. per square inch after 
seven days’ immersion, the specification being as follows :— 


“The whole of the cement shall be Portland cement of the very best quality, ground 
extremely fine, weighing not less than 112 Ibs. to the striked bushel, and capable of 
maintaining a breaking weight of 350 Ibs. per square inch seven days after being made 
in a mould and immersed in water during the interval of seven days.” 


The rigid testing on these and other engineering works has raised the 
tensile strength of the best cement manufactured since that date. 

The breaking weights specified on the works mentioned below are shown 
in the following Table (page 174). 

The tensile strength of Portland has been increased of late years, 
besides which improvements in the methods of testing, and the increased 
care with which they are carried out, cause higher results to be shown with 
cements similar to those of former years. 

Cements can be obtained which will stand a tensile stress of 550 lbs 
per square inch, even higher. 
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There is, however, great danger in raising this test too high. A cement 
having great tensile strength after a short interval of setting can only be 
obtained by using a maximum amount of lime in the manufacture, and an 
excess of lime in the cement may cause it to expand in the work months 
or even years after it is used. 

It is better, therefore, to require a moderate tensile strength, such as from 
300 to 350 Ibs. per square inch. 


Thirty Days’ Test.—It will be noticed that most of the tests above mentioned are ap- 
plied seven days after the cement is gauged and formed into a briquette. 

It has, however, often been suggested that, especially in the case of a heavy slow- 
setting cement, seven days is too short a period for its properties fully to develop, and 
a period of thirty days has been suggested as one which would give the cement a fairer 
trial. 

here would be a practical disadvantage in having to keep a consignment of cement 
thirty days before it is accepted or rejected, otherwise the longer period might be prefer- 
able. If it were adopted, of course a far higher tensile test would be necessary. 

Mr. Mann found the increase in strength, in samples kept under water thirty days, to 
be about 20 per cent as compared with those kept only seven days. 

Mr. Grant says that cement required to bear 350 lbs. per square inch after seven days 
should bear 450 Ibs. after thirty days. 

It has also been suggested that as the cement has generally to be used in the form of 
mortar, it should be mixed with sand before being tested. Such, however, is not the 
common practice in this country. 

Testing with Sand.—For many years Portland cement was always tested neat, 1.¢. 
without admixture of sand, and this practice is still almost universal among engineers. 

It has, however, frequently been pointed out by Mr. Grant, Mr. Colson, and others, 
that as Portland cement is nearly always used with a mixture of sand, it would be better 
to test it, as far as possible, under the condition in which it is used in practice, as it is 
thus that its probable behaviour when in use can best be ascertained. 

The Germans have for some time made their tests on briquettes of 1 Portland cement 
and 3 sand after twenty-eight days’ setting. 

It is found that the testing of neat cement forms but little guide to their behaviour 
when mixed with sand, thus, ‘coarsely ground cement will, as a rule, give somewhat 
higher results when tested neat than finely ground, but when mixed with sand, say in 
the proportion of 1 to 3, the superiority of the finely ground cement becomes apparent.’”? 

Sand, however, retards the hardening, and it is found that briquettes formed of 1 
Portland cement to 3 sand must be left at least twenty-eight days before being tested. 

The length of time required for this test with sand renders it very difficult, indeed 
almost impossible, to carry out on ordinary works for want of storage room—and it has 
also other disadvantages. 

It is impossible to compare tests made with mixtures of cement and sand, unless the 
sand is always of exactly uniform composition and quality as regards size, sharpness, and 
surface of grains, degree of dampness, etc., and sand so uniform in quality would be 
very difficult to obtain. 

The practical difficulties involved in testing cement mixed with sand have prevented it 
from being universally adopted ; there can be no doubt, however, that for large works 
where ample storage exists and sand of uniform quality can be ensured, more informa- 
tion about the future behaviour of the cement can be obtained by this test than by 
testing the cement neat. 

TESTING BY COMPRESSION.—Again it has been pointed out that cement when in actual 
use is generally subjected to compression—very rarely to tension—and that it would be 
more useful to test its resistance to a compression than to a tensile stress. 

The apparatus for testing cement by compression is, however, cumbersome and ex- 
pensive, and tests of compressive strength are never specified by engineers. 

Many experiments have, nevertheless, been made on the resistance of Portland cement 
to compression. Mr. Grant found the measure of the “ compressive strength to be about 
twenty times that of the tensile strength,”” but Herr Bauschinger considers that ‘*‘ thera 
is no fixed relation between the crushing and tensile strength of cement.”? 


1 Grant, M.P.I.C.E. 1880, vol. lxii. p. 194. 
2 M.P.J.C.E., vol. lxii. pp. 108, 208. 
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ADHESIVE STRENGTH.—Yet another objection is made to the method of testing hitherto 
and still adopted by most engineers. 

It is pointed out that, as the principal function of cement is to produce adherence 
between portions of the materials used, its capacity to do this should be ascertained, 
that the strength of its adherence to the materials should be tested ; é.e. its adhesive 
strength, not merely its cohesive strength, that is, the strength with which its own 
particles cohere, 

Mr. Mann has made a great many valuable experiments on the cohesive strength of 
cement forming it as a joint between two pieces of limestone and finding what weight 
was necessary to tear them apart. 

The following table gives the results of some of his experiments, and he points out that 
it tends to show that under the ordinary cohesive tensile test a really good cement may 
be rejected. For example, in experiment No. 9 the cement had a very low cohesive 
strength after twenty-eight days—only 309 Ibs. per square inch—which might have 
caused its rejection, whereas its adhesive strength—110 lbs. per square inch—was greater 
than any of those tried with it. 


CoMPARISON of ADHESIVE and CoHESIVE STRENGTH.! 


Average strengths in lbs. 


per square inch. 
DESCRIPTION. : : 


Adhesive. Cohesive. 


Ordinary cement. Age7 days . : - 532 


Fine cement sifted through sieve, |, > 4... ps 

ine cement sifted through sieve i 

30,976 meshes to square inch } Age (was ae 
99 ”? 345 
9 29 500 
a Age 28 days 500 
” , 387 
: i 426 
} : 320 


oo be 


4 
5 
6 
7 
8 
9 
0 


1 


He found also that ‘“ with one or two exceptions, the quick-setting cements manifested 
a greater development of adhesive strength than the slow, while, in the case of cohesive 
strength, quick-setting seems generally to produce an opposite effect.” ? 

In the experiments tabulated below, Mr. Mann shows very clearly that the adhesive 
strength of a very finely ground cement is much greater than that of one coarsely ground.3 


CoMPARATIVE CEMENTITIOUS STRENGTHS of SrrrEeD and UNSsIFTED CEMENTS.? 
AVERAGES IN LBS. PER SQUARE INCH. 


Age 7 days. Age 28 days. | Age 13 weeks. 


Cement with coarse particles re- 
moved by sieve with 30,976 
meshes to square inch . : 

Ordinary cement, as received from 
the manufacturers . 


In the next Table Mr. Mann shows the strength of adhesion of Portland cement to 
various materials. 


MPIC. £.; vol, lexi. pr 262; 4 M.P.I.C.H#., vol, lxxi. p. 262. 
8 M.P-1.C.E., vol. lxxi. p. 260. 
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STRENGTH of ADHESION of PoRTLAND CEMENT to VARIOUS MATERIALS.! 
In lbs. per square inch. 


AVERAGE ADHESIVE STRENGTH. | 
MATERIAL. l REMARKS. 
7 days. |28 days.| 13 wks./6 mnths} | 


| 
ts St 


Bridgwater brick . 19 ip ues ... | Ordinary cement, | 
an ae : 94 66 sie Re Sifted through No. 176 sieve. | 
Slate (sawn) . | 49 a coe ... | Ordinary cement. | 
i ar : pleas 82 cey 62 | Sifted through No. 176 sieve. 
Portland stone oh 26 50 ak .... |Ordinary. Fragments torn out of sur- | 
face. 
» . Sal pee 62 its 55 |Sifted through No. 176 sieve. Frag- | 
| ments torn out of surface. 
Ground plate glass ne 102 | 113 ... | Ordinary cement. 
an i . Me oes 145 ... |Sifted through No. 176 sieve. 
Plate iron bali oes) 68 ae ... | Ordinary. | 
” ” : : 44 66 tee ...  |Sifted through No. 176 sieve. 
Sandstone . . vee 49 see ... |Ordinary. Fragments torn out of sur- 
face. 
Polished marble .| 388 ae wa ... | Ordinary cement. 
a i A 52 71 vee 75 | Sifted through No. 176 sieve. 
Polished plate glass} 47 40 70 ... | Ordinary cement. 
a ays) 49 51 ... |Sifted through No. 176 sieve. 
Granite (chiselled) 41 a ee ... | Ordinary. 
” » 78 97 153 ... | Sifted through No. 176 sieve. 
Limestone (sawn) .| 57 78 98 ... | Ordinary cement. 
so ae sllaseyite: 93 116 ... | Sifted through No. 176 sieve. 


N.B.—No. 176 sieve was made of silk and had 30,976 meshes per square inch. 


THE BRIQUETTE.—The tensile stress that a cement will bear 
depends greatly upon the manner in which the test is made, the 
form of briquette, the method in which the cement is gauged, the 
amount of water used, etc. etc. 


Method of making Briquettes.—The briquettes, whether of neat cement or of cement 
and sand, are made in brass moulds of the form shown in Fig. 86. 

The following directions are taken chiefly from Mr. Grant’s papers, the circulars of 
Messrs. Currie and Sons, Messrs. Gibbs and Co., and Mr. Faija. 

Briquettes of Neat Cement.—Supposing the briquettes are to be made of neat cement, 
and of the 1-inch square section, the procedure would be as follows :—- 

The cement from the different casks or sacks should be turned well over, samples from 
different parts of the heap should be mixed, and if hot should be spread out, especially 
in hot weather, so as to become thoroughly cool, and water should be carefully added, 
noting the proportion required to bring the mixture into such a condition that repeated 
pats with the trowel will bring the moisture up to the surface. 

Two cakes of about 2 or 3 inches diameter and $-inch thickness should be made, and 
the time noted in minutes that they take to set sufficiently to resist the finger nail. 

‘‘Tf after two hours the cake is soft enough to take the impression of a finger nail, it 
may be considered slow-setting.” ? 

If the cement should be slow-setting, all the briquettes may be made at once, but if 
quick-setting, only three or four at a time, and if very quick only one should be made 
at a time. 

The moulds should be cleaned with a greasy cloth, and a number of pieces of thin 
blotting-paper each rather larger than a mould are then placed upon a marble, glass, or 
slate slab, and on these the moulds are placed. 

hen about 4 Ibs. cement, or enough for ten briquettes, are weighed and placed upon 
the non-absorbent slab in a heap; in the centre of this a hole is made, into which from 


1 M.P.LC.E., vol. lxxi. p. 266. * Grant, M.P.T.0.E., vol. \xii. p. 104 
B.C.—III N 
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a graduated glass is gradually poured the quantity of water previously determined, the 
mixture being worked with a trowel until it becomes a short, harsh paste, the water is 
then discontinued, but the working with the trowel continued until the paste becomes 
pat and smooth, 

With this paste the brass moulds are filled as quickly and solidly as possible, a small 
trowel being used, and the mortar beaten or lightly rammed and gently shaken until al] 
the air has been driven out of it and the mortar has become elastic. The surplus should 
be cut off level, and the surface left smooth. 

The whole operations of making the paste and filling the moulds until the briquettes are 
placed on one side should not take more than five minutes. The quicker it is done, 
provided it is done properly, the better, for it is most important that the cement should 
be at rest before the setting action commences. 

When the moulds have been filled they should be numbered and laid aside, in some 
place where they will be secure against shaking or vibration in a wet damp atmosphere, or 
covered with a damp cloth till they have set sufficiently to be taken out of the moulds. 

This will probably be in less than twenty-four hours, the time varying according to 
the rate of setting of the cement, but it must be done with great care to avoid flaws, and 
not too soon, or the briquettes will lose their shape and be diflicult to fit into the clips 
of the machine. 

The briquettes should then be placed upon ‘‘sheets of glass or on slabs, and laid in a 
flat box having a cover lined with several layers of linen, woollen, or cotton cloth, kept 
damp. In this box they are kept until they have hardened sufficiently to be put into 
water. This will vary from one or two hours to a day or more, but for uniformity, 
unless in the case of specially slow-setting cements, briquettes of neat cement may be kept 
for twenty-four hours before being transferred from this box to the shallow tanks in 
which they are to remain until the moment of testing. 

‘‘The numbers on the neat cement briquettes may be made with a sharp point or with 
a strong pencil. 

**The water in the testing room should be kept at a temperature as nearly uniform as 
possible, say from 60° to 70° Fahr., but if the boxes in which the briquettes be kept 
are covered, moderate changes of temperature will not materially affect the results,’’} 

Briquettes of Cement and Sand are made in a similar manner. About 1 Ib. of cement 
and 3 lbs. carefully washed standard sand will make ten of the 1-inch briquettes. 
The proportions of water required will be from 8 to 10 per cent, and the mixture must 
be beaten into the mould with a spatula or light wooden mallet, so as to be as solid as 
possible. 

The briquettes are treated like those made with neat cement, except that they should 
not be removed from the moulds until at least forty-eight hours after they are made, and 
should be kept in the boxes another forty-eight hours before they are numbered. 

Nature and Proportion of Water in Cement Mortar.—No more water should be used 
than is necessary to make the cement fit for use, an excess produces porosity and retards 
the process of hardening. 

Grant’s experiments show that with 19 per cent of water, making the briquettes into a 
stiff paste, they stood from 28 to 40 per cent more tensile stress than when 25 per cent of 
water was used, making the cement of the consistency of stiff grout.? 

9 oz. of water to 40 oz. of cement, or about 22 per cent, is recommended by Messrs. 
Gibbs and Co. 

With hot or quick-setting cements neat more water will be required than with cool or 
slow-setting cements.” 

With mixtures of 1 cement and 3 sand, about 11 to 12 per cent may be used for those 
which set in less than thirty minutes, and 10 per cent for those that take longer, 

Briquettes mixed with salt water are rather stronger than those with fresh water, 
but salt water should not be used in cement intended for building or rendering the walls 
of houses to be inhabited, because it tends to keep them damp. Dirty water would of 
course injure the cement by introducing impurities which would prevent proper adhesion, 
and hot water should not be used except for experiments to make the cement set more 
quickly. 


Shape of Briquette—The cement to be tested is formed into a briquette 
shaped in one of the forms shown in section in Figs. 83 to 86. 


Rion nsl caren oeneae os Pia 2s, tg: MUON Rustncdes DOE Ree RR MER amc ON cd Ati a RO 
1 Grant, M.P.C.E., vol. 1xii. p. 124. 
2 Grant. I P.1.C.E. 1880, vol. lxii. p. 158. 
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The briquette is placed in the clips of a testing machine (see p. 187), and 
broken by slow tension. ach of the figures shows the briquette in the clips 
ready to be attached to the machines. 

There is no doubt that the shape of the briquette has an important 
influence upon its strength. 

The transition from the thicker parts of the briquette to the minimum or 
breaking section should be gradual—all angles avoided—the shoulders should 
be so shaped that the bearing of the clips upon them is uniform—the clips 
hung so that the stress shall pass through their central points. 

The form first used in this country is shown in Fig. 83; the principal 
angles were afterwards rounded off as shown in Fig. 84, which is not a 
good form, for it generally breaks as shown by the dotted line, and not at 
the minimum section. 

Whenever the clips bear upon a considerable part of the surface of the bri- 
quette, as in Figs, 83, 84, it is very difficult to prevent them from pressing more 
at one point than another, and thus causing want of uniformity in the stress. 

To avoid this the clips are sometimes done away with, and the briquette 
is suspended by pins with knife-edges passed through holes in its ends, as in 
Figs. 85, 86, which represent one of the forms used by Mr. Grant in his 
experiments, 

The last form adopted by the Board of Works is shown in Figs. 86, 86a. 
The change of form in the briquette is very gradual ; the clips are rounded so 


Curve 
of jaws. 


Fig. 88. Fig. 84. Fig. 85. Fig. 86a. 


as to bear on it at only four points, are hung on knife-edges kk, and have 
loose joints at BB, so that the stress may pass through their centre points. 
This form of briquette seems to be the best that has been introduced. 

It will be understood that the briquettes shown in the figures are all 14 
inch x 14 inch=24 square inches, at the waist or part intended to be 
broken, This is clearly seen in Figs. 85, 85a. In many cases the weakest 
section of the briquette is made only 1 x 1 square inch (see p. 188), and 
briquettes of this size are said to give a higher resistance per square inch than 
the larger ones. In testing, the mean of six briquettes should be taken. 


TESTS FOR COOLNESS.—In some cases cement which appears 
perfectly good in every way has a tendency to crack and swell 
when placed under water. This action, which is commonly 
known as “ blowing,” is caused by the cement being under-burnt, 
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by its containing an excess of lime, or by its not being properly 
“cool,” that is, free from unslaked particles. 

In order to detect this tendency to blow, the briquette placed 
under water should be carefully watched. 

If it is inclined to blow, it will show signs of expansion after 
a day or two under water; in extreme cases the samples will 
entirely break up, but a few cracks about the edges are the 
commonest indications. 


Pats should also be made about 3 inches in diameter and 4 inch thick, 
gauged in neat cement with thin edges, and placed upon pieces of glass or 
other non-porous material. 

One is placed under water and watched ; if twenty-four hours after its 
immersion there are no fine cracks round the edges, the cement may be con- 
sidered safe. 

With slow-setting cements surface cracks commencing at the centre are 
merely the result of the surface drying too rapidly.! 

The other pat is left in the air, and should remain of a dark grey colour. 
If it is yellow or ochrey, the cement contains too much clay, and it is likely 
to be deficient in tensile strength. 


ADDITIONAL TESTS FOR PORTLAND CeEMENT.—Besides the ordinary 
tests above mentioned, the following rough tests will give an in- 
dication as to some important qualities of the cement before using it. 


1. A bottle is filled with paste made from the neat cement. If, after the 
cement has been set some days, the bottle remains uncracked, it may be con- 
sidered that the cement is not too hot. 

If the cement has shrunk within the bottle it is probably under-burnt ; 
the shrinkage can be detected by pouring in a little coloured water. 

2. Another test is to fill a piece of glass tubing with neat cement paste, 
and to note whether there is any shrinkage. 

3. A rough method of ascertaining whether the cement is cool enough for 
use, is by plunging the bare arm into the cement. 

If it feels hot the cement has not been sufficiently weathered, and requires 
further turning over. 

HARDENING AND SETTING.—It is important to know how long a cement 
takes to harden and set. This is generally roughly ascertained by the im- 
pression of the finger nail upon the cakes of cement, as described on page 177, 
but as a rule no means are used for ascertaining this in a more accurate 
manner. 


Time for Setting.—lt is extremely difficult to define the time required for the 
setting of different classes of cements, samples from the same lot may take five minutes 
or five hours to set, according to its age, temperature, the quantity of water used, etc. 
As a rough guide, however, the following times for setting may be taken under normal 
circumstances :— 


Quick Setting Cements . : 3 : 15 minutes 


Slow 5 $y is i : 2 hours 
Very Slow ,, i ‘ : 5 hours 


1 Grant M.P.1C.2£., vol. lxii. 
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Vicat’s Needle Apparatus.—Fig. 87 shows an apparatus, invented by M. Vicat, for 
ascertaining the time of hardening and setting of cements. It is taken from Messrs. 
Currie’s circular, together with the following directions for its use. 

“To use this apparatus, gauge 14 oz. of neat cement 
with the requisite quantity of water, mix quickly into 
a stiff paste, and with this fill the circular brass mould 
resting on the glass plate, and which has a height of 4 
centimetres and a diameter of 8 centimetres. The 
moment at which the needle having 1 sq. millimetre sec- 
tion and 300 grammes’ weight is not able to penetrate 
completely to the bottom of the paste, marks the com- 
mencement of hardening. The interval from the time 
of gauging till the beginning of the hardening process 
ts the time the cement should be worked and used, if the 
strength of the work is to correspond to the quality of 
the cement. As soon as the paste has become so hard 
that the needle does not leave an observable impression, 
it is set, and is the time that should be noted as setting 
tume. 

“The same apparatus may be used for ascertaining 
the correct consistency of cement; only the point of 1 
sq. millimetre is replaced by a cylinder of 1 centimetre 
in diameter, The circular mould is filled as quickly as 
possible, and the piston immediately let down gently 
into the paste. The consistency of the paste may be 
considered correct when the piston sticks at a height of 
about 6 millimetres from the bottom of the mould. In 
this manner the exact quantity of water required may 
be ascertained.” 


STORING. 


Portland cement is generally received in sacks in this 
country, in casks abroad; these should at once be emptied, the cement 
spread out for a month or so on a wooden or concrete floor, to a depth 
not exceeding 3 or 4 feet, in a large weather-tight room, and occasion- 
ally turned over, so that it may become thoroughly air-slaked and 
cooled. (See tests for coolness, p. 179.) During the time it is 
thus exposed the cement if fresh will increase considerably in bulk. 

Sometimes cement which if tested when new would crack or 
“blow,” will be found after this cooling to have lost the tendency 
to do so. 

This air-slaking or “cooling” is of the very greatest importance, 
particularly with cements which, on account of their very high 
tensile resistance, may be suspected of containing an excess of lime. 

STRENGTH.—The strength of Portland cement varies, as has 
already been mentioned, according to its original composition as 
regards the percentage of chalk and clay used in its manufacture, 
with the degree of burning to which it has been subjected, and 
according to the fineness to which it has been ground. 

The strength of gauged Portland cement rapidly increases with 
age, the breaking weight on a sectional area of 24 square inches 


1 In some moist climates abroad cement would be deadened by this treatment, so 
that when sending cement to such climates it should be thoroughly cooled before it 
is packed into the casks. 
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being as shown in the second column of the following Table for 
neat cement weighing 112 Ibs. per bushel.’ 

The strength of Portland cement mortar decreases as the 
proportion of sand is greater, which will be seen by the remaining 
columns of the Table. 


PROPORTION OF CLEAN Pir SAND TO 1 CEMENT. 


Age and time 
immersed, | Neat 


Cement. ltol 2tol 8 tol 4tol 


1 Week . 445°0 152°0 64°5 44:5 22:0 
1 Month. . 679°9 326°5 166°5 91°5 TA 
3 Months. 877°9 549°6 451°9 805°3 153°0 
6 Months . 978°7 639°2 497°9 804°0 275°6 
9Months . 995°9 718°7 594-4 3836 

112 Months .| 10757 | 795°9 607°5 424°4 3176 


The following Table? shows the strength of Portland cement at different 
periods of time with different degrees of fineness and with different propor- 
tions of sand, 

TABLE? showing the CEMENT coarsely ground and sifted through a fine sieve 

neat and mixed with sand. 


The German mould used = 5 square centimetres in section. 


NEAT. THREE OF SAND, Five oF SAnpD. 


eR Dp ee 
Acz or _ |10°2 per cent | Sifted so as | 19-2 percent | All passed | 10-2 per cent| All passed | 


Briquetre. | residue on a Prices em left on sieve {through sieve} left on sieve |through sieve 
sieve of 2580 | of 39,257 of 2580 of 32,257 of 2580 of 32,257 
meshes per Ses ok meshes per | meshes per | meshes per | meshes per 
re inch. es square inch, | square inch. uare inch. | square inch, 
square inch | square inch. q q sq c q 


Lbs. per | Lbs. per Lbs. per Lbs. per Lbs. per Lbs. per 
Weeks. square inch. | square inch. | square inch. | square inch. | square inch. | square inch, 
353 346 75 252 bl 136 
533 380 171 330 97 208 
585 469 206 358 118 223 
701 495 282 397 166 272 


Remarks.—This Table shows (1) that the coarsely ground cement broke at a higher 
point when used neat than when finely ground or sifted, but at a much lower point when 
mixed with sand ; (2) that at 25 weeks with 3 of sand the gain was equal to 41 per cent, 
and with 5 of sand equal to 64 per cent ; (8) that the strength of the fine cement with 
5 of sand was equal to a greater strain than that of coarse with 3 of sand, especially at 
the earlier stages. The proportion remaining on a sieve of 5000 per square centimetre 
(82,257 per sq. inch) was 49°5 per cent.—J. G. 


The resistance of Portland cement to crushing after nine months 
is greater than that of many building materials, being 3 tons per 
square inch. 


1 Grant’s Experiments. 
2 From M.P.1.C.E., vol. lxii. p. 149 (Grant). 
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Limit to Increase of Strength with age.—Mr. Grant’s experiments with a 
cement weighing 123 lbs. per bushel led him to the conclusion that it 
attained its maximum strength after constant immersion for two years, and 
that there is no reason to fear that a good cement ever deteriorates. The period 
at which the maximum strength is attained varies, however, with the class of 
cement—in the case of a light cement it would probably be much shorter. 

Market Forms.—Portland cement is sold in casks or in sacks for home 
consumption, and in casks for export. 

The inside dimensions of the casks are sometimes as follows, but they 
vary. Length, 274 inches. Diameter at middle, 19 inches. Diameter at 
ends, 16 inches, 

Each cask usually contains 400 Ibs. (net). 

Those for export should be well hooped and nailed, and lined with stout 
brown paper. 

The sacks measure 22 inches x 38 inches, and each usually contains 2 
trade bushels or 200 lbs. of cement, but sometimes is filled so as to contain 2 cwt. 


Good Portland cement is slow-setting as compared with the 
cements made from most natural cement stones, but surpasses 
them in ultimate strength; and is more extensively used than any 
other, for all kinds of work for which cement is suitable. It is 
particularly well adapted for making concrete. 


Scott’s Processes.—General Scott’s two processes depend upon an in- 
timate admixture with the lime of a small quantity of a sulphate, usually 
sulphate of lime,! before, or at the same time that, the water is added. 

All limes are improved by them, and converted into a kind of cement, the 
slaking action being suppressed, and the lime setting without expansion, thus 
forming a denser and harder mortar. 

The quickness of setting is greatly increased by these processes for all 
limes, and their ultimate strength is also improved. 


Scorr’s CemEnt is prepared by passing the fumes of burning sulphur through lumps 
of quicklime placed on gratings, and raised almost to a red heat, by which about 5 per 
cent of it is turned into a sulphate. 

The calcined stone, if properly burnt, will be found to have lost all power of slaking ; 
upon being ground it becomes a fine homogeneous powder, of a tint similar to that of the 
unslaked lime from which it is prepared. 

Good Scott’s cement should be finely ground, and contain not less than 10 per cent of 
soluble silica ; it should weigh fully 60 lbs. per striked bushel, and when mixed with two 
parts of sand should be strong enough to come out of the mould in twenty-four hours, 
After being left for seven days in a dry place, the weight required to break it should be 
not less than 66 lbs. per square inch. 

This material was coming into considerable use some years ago for making mortar, but 
especially for plastering. It is not now in the market, having been superseded by selenitic 
cement, in which the same qualities and characteristics are obtained by a much simpler 
process of manufacture. It has, however, been described here, as there is sometimes a 
confusion between the two. 


SELENITIC CEMENT,” sometimes known as selenitic lime, is also an inven- 
tion of General Scott’s. 
This cement, like the other, contains a small proportion of sulphate of lime, 


1 Caleiwm sulphate. 
? So called from Selenitic, the scientific name for gypsum which is sulphate of lime, 
and forms, when burnt and ground, plaster of Paris. 
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which is added in the form of plaster of Paris, mechanically mixed and 
ground with lime. Lime may, however, be selenitised by adding a small 
proportion of any sulphate, or by mixing it with sulphuric acid. 

The sulphate begins to take effect directly water is added. Its presence 
arrests the slaking action, causes the cement to set much more quickly, and 
enables it to be used with a much larger proportion of sand than ordinary 
lime without loss of strength. 

Nature of Lime-——This cement may be made from any lime possessing 
hydraulic properties. The limes from the magnesian limestones are much 
used for the purpose, also those from the grey chalk. But the best limes for 
selenitising are those from the Lias formation and grey chalk. 

Fineness of Grit.—The cement should be finely ground so as to pass through 
a sieve of 900 meshes to the inch. 

Proportion of Sulphate-—The quantity of sulphate the cement should contain 
depends upon the quality and description of the lime used for its manufacture, 
and varies from 4 to 7 per cent, the usual proportion being about 5 per cent. 

When more than 74 per cent of sulphate is required to stop the slaking 
action, the lime may be considered not suitable for making selenitic cement. 
In this case, however, the lime may be rendered suitable by mixing it with 
one containing more clay. 

Where used—This cement has been used at the New Law Courts; Grosvenor 
Mansions ; Chesterfield Mansions, etc.; and for plastering at the Alexandra 
Palace, Manchester New Town Hall, and several of the principal new 
buildings in Londvn, and other large towns. 

Strength—The Table on the opposite page is taken from a circular issued 
by the Selenitic Cement Company. 

It shows the comparative strength of selenitic and Portland cement, with 
different proportions of sand, and also the increase of strength which accrues 
to the lime when it is prepared by the selenitic process. 

Ordinary lime may be selenitised during the process of mixing it into mortar. 
The method of doing this is described at p. 212. 

SELENITIC Cuay is a preparation of clay and sulphate of lime, which, when 
added to a pure or nearly pure lime, confers upon it hydraulicity, and also 
the quick-setting properties of selenitic cement. 

Methods of artificially producing Hydraulicity.—In addition to the 
manufacture of hydraulic limes and cements by the intimate mixture and 
calcination of the necessary ingredients, hydraulic properties are sometimes 
conferred upon mortars made from fat lime by adding to them such sub- 
stances as are known to produce hydraulicity. 

PozzuoLana Mortars.—These are formed by adding to ordinary fat lime 
or feebly hydraulic mortars such a proportion of pozzuolana (see p. 201) as 
will make good their deficiency in clay. This proportion depends upon the 
composition of the lime in the mortar to be improved. 

The success of pozzuolana mortar depends upon the intimate mixture of the 
ingredients, which should be reduced to a fine powder, and ground in a mill 
for 20 to 30 minutes. 

Good pozzuolana mortar behaves like that made from eminently hydraulic 
lime. 

ALKALINE SinicateEs, produced by boiling flints in an alkali, may be added 
to mortar in the form of a thin syrup. 

They are found to greatly quicken the setting of fat lime mortars, making 
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them to resemble hydraulic limes and cements in this respect, according to 
the quantity used, but they do not materially increase their strength. 
Means for testing Tensile Strength of Cement.—It has already 
been mentioned that the tensile strength of Portland cement for 
important works should always be tested by direct experiment. 
There are several different machines by means of which this 
test can be accurately applied. 
A few of these will now be described. 


Adie’s Testing Machines were among the first adopted for this purpose, 
and are still widely known and extensively used. 


Fig. 88. Adie’s No. 1 Cement-Testing Machine. 


Adie’s No.1 Machine.—This machine, by means of a straight lever, 
applies a known strain to a briquette of cement (see p. 177), until the latter 
breaks across at the narrow central part, the area of which is accurately known. 

Fig. 88 gives an elevation of the machine. 

Fig. 88a is a split mould for the briquette. It is arranged to divide longi- 
tudinally into two parts, so that the briquette may easily be 
liberated without the aid of a press. Split moulds are sometimes 
hinged at one end. 

These figures and the following instructions are from the 
circular of the maker (Mr. Adie, 15 Pall Mall). 

Maker’s Instructions. —To set up the machine, drop the spindle R into 
its place in the table, then put the pillar G in position and insert the Pig ggq, 
notched plate in groove of spindle, bolting down G so that the beam when Split Mould. 
strained [by putting a moulded brick of cement into the clips B and C, 
and then tightening by means of the wheel R] may take its position freely in the centre 
of fork H. The wire cord passes twice round pulley at H, and once round that at G, 


and should never be very tight. When the cement is set, open the mould carefully, un- 
doing both screws simultaneously, and treat the briquette as described at p. 177. 
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Insert the brick in the clips B and C, then turn the wheel R till the beam at H rises 
to the pulley [7.e. well above the zero line], and roll the weight D gently along until the 


fracture takes place. 
The weight N should not be in its place, except when testing below 300 lbs., when the 


top row of figures is used. 

If the weight D is not sufficient to break the brick, roll it back and hang on the extra 
weight in a notch in the beam near H. 

The speed with which the weight is brought to bear upon the briquette, or 
at which it is increased, materially affects the result. When the weight is 
moved rapidly the resulting tensile strength, as shown by the machine, is 
higher than when the weight is wound slowly. 

Apiz’s CeMENT TESTER witH Automatic Rucister*—In order to arrange 
for a uniform speed, Mr. Adie has added an automatic regulator to his machine, 
which is shown in Fig. 888, 


S 
a 


Fig. 88). Cement Tester, with Patent Automatic Regulator. 


Patenice’s Instructions.—To make use of this regulator, fix the brass tube to the 
floor, vertically underneath the pulley marked No. 2 in the drawing above, and fill the 
tube with clean water. Attach the long cord to the left side of the vernier E, pass it 
downwards over No. 4 round No. 8 and then upwards round No. 2, and down again to 
the eye at 8. Attach the short cord to the right side of E, pass it under the pulley at H 
and twice round it, then along over No. 5 and hang on the weight W. 

Put the brick into its place and make all arrangements before actually putting on the 
strain. Screw up R, lifting the point of the beam well above the zero line on the pillar 
H, so as to free the check K, and while the weight D is travelling observe that the check 
is not allowed to touch the rachet wheel ; screw up R more if necessary to allow for any 
slip or springing of the clips. The catch stops the rolling weight when the fracture takes 
place, and the result is shown in lbs. on the scale. 

To commence another test take off the weight W, before gently letting down the piston, 
at the same time easing back the weight D by the hand. 

Apiz’s No. 2 Testina Macuine.—Fig, 89 is a smaller machine by Mr. Adie for testing 
briquettes having a central section of 1 inch square. It can also be used as a weighing 
machine. 

This figure, slightly modified, and the following instructions, are from the maker’s circular. 

Patentee’s Instructions.—If the standard a be not in its place when received from the 
manufacturer, bolt it down to the stand, so that the beam when strained (by putting a 
moulded brick of cement into the clips B and c and then tightening by means of the 
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wheel underneath at D) may take its position freely in the centre of fork . Wind the 
cord once round the pulley at a, and twice round that at =. Mix the cement to be tested 
with as little water as possible, consistent with perfect homogeneity, and having laid the 
mould on a flat surface, or on the iron plate supplied for the purpose, fill it with the 
cement as described, and scrape 
sore, the top flush. When set, take 
<i the briquette out of the mould 
carefully, and place it on the 
flat plate in water for seven 
days, it will then be ready for 
testing. To effect this, place 
it in the clips, turn the wheel 
at D till they clasp the brick 
with sufficient force to raise 
the end of the beam nearly up 
to the pulley above. 
#/ (a) For strains from 0 to 
130 Ibs., using the bottom 
row of figures, hang the trans- 
ferable weight F in the notch 
at the end of the beam (as 
shown in the drawing), and 
roll the vernier weight @ along, 
taking about one minute to 
travel the length of the beam. 
| (b) From 90 to 200 lbs., using the middle row of figures, remove F from the machine, 
and roll a forward as before. 

(c) Above 150 lbs., using the top row of figures, hang on F in the notch under gc, and 
roll @ (carrying F with it) forward as before. 

To use as a weighing machine, remove the sliding block carrying D and c; take out 
the top clip B, and hang on the scale pan instead. A hook passing through a hole in the 
stand can be supplied with one-tenth bushel measure to weigh the cement if required. 
| Michaelis’s Double Lever Cement Testing Apparatus, Figs. 90 and 90a,.— 
. Maker’s Directions.—This apparatus consists of a japanned cast iron column, which 


yA i j {ong 


Fig. 89. Adie’s No. 2 Cement Testing Machine. 


Fig. 90. Fig. 90a. 
Michaelis’s Double Lever Cement Testing Apparatus. 
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carries two levers, the combined leverage of which is 1 to 50: that of the longer, being 1 
to 10, and that of the shorter, 1 to 5. 

Each lever has three hardened steel knife edges acting upon hardened steel concave 
bearings, so that an extremely accurate balance is obtained. 

The short arm of the upper lever is provided with a movable counterpoise, to secure 
the correct position of the levers, which is indicated by a mark on the upright catch at 
the top of the column. At the extremity of the long arm is suspended a small brass 
frame to carry the shot bucket. 

On the lower lever, near its fulcrum, is suspended the upper clamp or clip for holding 
the briquettes. The lower clamp is fixed to the base of the column and adjusted by 
means of a screw. 

To make a test, the cement briquette is taken out of the water, dried and put into the 
clamps, which must be accurately applied to the sides of the briquette, and the screw 
applied until the upper edge of the long lever is opposite the mark on the upright catch. 
Fine shot is then poured from the self-acting shot-run into the bucket suspended from 
the long lever until the briquette breaks, when the supply of shot is instantly cut off. 
The breaking strain per square inch is thus exactly fifty times the weight of the bucket 
and shot; but to avoid all calculation and possible risk of error, a Salter spring balance 
with a special dial is supplied, upon which the bucket and shot are weighed and the exact 
breaking strain of the briquette at once shown. 


Michele’s Machine.—Fig. 91 is a sketch taken from the illustrated advertisement of 
the machine. 

A briquette of neat cement having been made as before described, and immersed in 
water for the specified number of days, is placed in the clips V L, as shown. 

The handle H is then turned ; it is fitted with a pinion which works in the rack R. 
The end of the rack being drawn down by the motion of the pinion, draws down the 
clip L, and brings a:stress upon the briquette, which in its turn draws down V and the 
short arm $ of a bent lever. 


Fig. 91. Michele's Cement Testing Machine. 


The long arm L of this lever carries two weights, WW ; as the short arm § is drawn 
down, these weights are lifted. 

While they rise, the leverage with which they act increases with their horizontal dis- 
tance from the fulerum F. When the stress produced is sufficient to overcome the 
resistance of the briquette it breaks across. 

The nuts x which secure the clips prevent the weights WW from falling back more 
than about half an inch. 

The stress applied is measured along the graduated arc A. The pointer p is carried 
up with the long arm of the lever as it rises, but remains when the weights fall, to show 
the point to which they rise. 

These machines are made to test up to 1500 lbs. on the briquette. 
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Faija’s Testing Machine is shown in Fig. 92, from the patentee’s circular. 

The ordinary-sized machine adapted to briquettes of 1 square inch section will test from 
1 to 1000 lbs. 

The machine is 14 inches high, 14 inches long, by 3 inches wide, and weighs less than 
30 lbs. A special gearing pre- 
vents the strain from being put 
on too quickly. 

Patentee’s Instructions. —On 
receiving the machine, clean off 
all old oil and _ relubricate, 
attach the balance weight W to 
the short end of the lever. 

To usE THE MAcHINE.—See 
that the quadrant A is in the 
position shown in sketch, so 
that the chain B to the dial C 
is slack, and the lever D free 
and. balanced. 

Turn the wheel E from right 
= to left, until the lower clip F 
~ can be raised into contact with 

the upper clip G. 

Insert the briquette to be 
tested in the clips, taking care that it is put in true and evenly, and so that the pull 
on it and the clips is true and vertical ; then turn the wheel E from left to right, which 
vill bring down the lower clip F, and secure the briquette firmly in the clips. (It is 
generally advisable to put such a strain on the briquette by turning wheel E that about 
100 lbs. is indicated on the dial.) When in this position there should be about half an 
inch between the under side of knife edge H, and the buffer or recoil spring I. 

Having seen that the pinion K 
is in gear with the wheel L, turn 
the handle M until the briquette 
breaks. The loose pointer will 
show on the dial the strain in lbs. 
at which the briquette broke. 

To Return To ZERo.—Throw 
the pinion K out of gear with the 
wheel L by removing the pin and 
pushing it to the left; turn the 
wheel L from left to right until 
the quadrant A has returned to 
its normal position with the chain 
B slack; put the loose pointer 
back to zero; release the lower 
clip F by turning wheel E from 
right to left ; remove the broken 
briquette, and insert the next that 
is to be broken. 

Reid and Bailey’s Cement 
Tester is shown in elevation in 
Fig. 93, which is taken from the 
makers’ circular.? 

The briquette having been in- 
serted in the clips ¢ c holds down 
the short arm of a straight lever. 
The long arm has a graduated 
measure attached to its end ; this Re eases 
is _gradually weighted by ae Fic. 98. Reid and Bailey's Cement Tester. 
running from the cistern above. a Z 
When the briquette breaks, the fall of the long arm of the lever draws down h, and shuts 
off the supply cock. The weight required to rupture the briquette is indicated by the 


Fig. 92. Faija’s Testing Machine. 


1 Messrs. Bailey and Co., Salford. 
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amount of water in the measure. Mr, Reid states that this machine is reliable and 
accurate. The weight is applied very gradually and without tremulous vibration, and is 
recorded automatically by the machine itself. 

Bailey’s Table Pattern Cement Tester. 
— Another of Messrs. Bailey and Co.’s cement 
testers is shown in Fig. 93a, which explains itself. 
It takes sections. of 1 inch square, and is some- 
times fitted with an automatic arrangement for 
pouring the shot into the can. 

Thurston’s Testing Machine.—In order to 
avoid the difficulty of getting the stress fairly dis- 
tributed over the area to be fractured, which always 
occurs in tensile tests, cement has been tested by 
twisting. 

Professor Thurston’s machine used for testing 
metals by torsion has, in America, been applied 
to cements. 

This machine has not, however, been adopted in : = 
this country, and it need not therefore be de- es % 
scribed. Fig. 93a, 

Simple Tests without Machines.—-A tank of water suspended from the specimen 
may be used as a good simple method of testing the tensile strength. The weight in Ibs. 
at different depths can be marked inside the tank. 

The following specification has been used where there is no testing machine available. 

“The cement is to be made into small blocks 1 inch square, and 8 inches long, after 
being made, these blocks are to be immersed in water for seven days, and then tested by 
being placed on two supports 6 inches apart, when they must stand the transverse strain 
produced by a weight of 75 Ibs. placed in the centre,’’1 


Chemical Tests.—The importance of having a chemical test for Portland 
cement, in addition to the tests already mentioned, has lately been strongly 
urged, in consequence of failures arising from an excess of magnesia which has 
slaked and expanded in the work, causing rupture ; an excess of lime may 
have the same effect, or cause weakness ;2 more than 2 per cent of magnesia, 
or 1} per cent of sulphuric acid, is said to be injurious to Portland cement. 

Adulterations in Portland Cement.—It is stated in the circulars of some 
cement manufacturers that iron slag is used for the adulteration of Portland 
cement. If this is suspected, the only way to avoid it is to refuse to take 
cement from any manufacturer who has slag on his premises. 

Slag has been refused both for cement making and as an aggregate for 
concrete, for fear that the lime that it contains should disintegrate after use 
in the work. 

This is doubtless a wise precaution, Slag properly treated by being burnt 
with lime is, however, sometimes used as the basis of a good Portland cement, 
as described at p. 166. 


‘ Messrs. D. B. Stevenson. M.P.LOC.E,, vol. Ixxxvii. p. 229. 
* MP.LC.E., vol. Ixxxvii. p. 168. 
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LIME AND CEMENT BURNING. 


Limestone is calcined (burnt into lime) in “clamps” or in “ kilns” of 
different forms. 

Clamps consist merely of heaps composed of alternate layers of limestone 
and coal, having a fire-hole below, and covered with clay or sods to prevent 
the escape of heat. 

This is a very wasteful method of burning, and should only be used where 
limestone and fuel are abundant. 

Very similar arrangements for burning lime are in some parts of the 
country called Sow Kilns. 

Lime Kilns are divided into two classes, Tunnel Kilns and Flare Kilns. 

Tunnel Kilns are those in which the fuel and stone are placed in alternate 
layers. 

Flare Kilns have the fuel below, so that the flame only reaches the stone 
in the kiln above. 

Either form of kiln may be worked on the continuous or on the znter- 
mittent system. 

The Continuous system is that in which the lime is gradually removed from 
the bottom of the kiln in small portions, fresh limestone being added at the 
top to make up for the burnt lime removed at the bottom. 

The Intermittent system consists in burning and discharging a whole kiln- 
ful at atime. After the stone is well burnt through, the kiln is allowed tc 
cool down, and the burnt lime is removed, The empty kiln is then re- 
charged, and the operation repeated. 

The continuous system is most generally applied to tunnel kilns. 

The lime so produced is likely to be unequally burnt, but the process is a 
cheaper one. 

By the intermittent system, in which the whole kilnful is burnt at once, 
the lime is more uniformly calcined throughout. 

TunneL Kins, called also Continuous, “ RUNNING,” “ PERPETUAL,” 01 
“¢ Draw-Kibns.” 

A kiln of this class is shaped internally either like a cylinder, an inverted 
cone, or a pair of vertical cones base to base. It is lined with firebrick, and 
has an opening below, generally protected from the weather by a shed. 

At the lower extremity of the cone is a grating, upon which is placed a 
layer of brushwood, and then alternate layers of coal and moistened stone, 
reaching to the top, the largest pieces being in the middle, where they will 
get most heat. 

As the lime becomes burnt it is withdrawn. through the grating, and fresh 
stone and fuel are added at the top. 

This kiln is economical in fuel, requiring only about ¢ the weight of the 
lime produced, but the lime is not equally well burnt throughout, and it 
requires great experience to manage the kiln properly. 

Fig. 94 is a section of the form of kiln frequently erected as a temporary 
arrangement to burn lime during the progress of large works. 

The kiln may be built of either bricks, stone, or concrete, or sunk into the 
grouud, 

B.C,—III O 
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When concrete or very rough masonry is used, bonding timbers are built 
in, or iron bars are fixed externally to bind the 
structure together. 

The interior is lned with firebricks, a hollow 
space being left behind the lining. 

The fuel and broken stone are thrown in at the 
top of the kiln, and lie in alternate layers, the 
thickness of each layer of stone being from six 
to eight times that of the fuel. 

At the lower end of the kiln lies the wood for 
kindling the fire, resting upon a grate of loose 
bars, which can be drawn out one at a time. 

The fire having been lighted at the bottom 
below the grating, the heat passes through the 
layers; those nearest the bottom are burnt first, and are withdrawn through 
the grating by removing one or more of its bars, 

As the burnt lime is taken out at the bottom, the bulk of the contents of 
the kiln slide down, and the space thus left at the top is filled with fresh 
layers of fuel and stone, 

It is convenient to have a shed in front of the drawhole, to secure the 
freshly burnt lime from the weather, 

The size of the kiln varies according to the supply required. A kiln of 
the form shown in Fig. 94, 16 feet high, 4 feet wide at the bottom, and 9 
feet at the top, will hold “about 25 tons of limestone, and will burn sufficient 
lime to keep twenty bricklayers constantly supplied with mortar.” 

Fig. 95 shows in section a form of kiln largely used in the Midland 
counties for burning Lias 
lime, 

The conical mound on 
the top is composed of 
layers of fuel and stone, BANK LEVEL. 
plastered over with clay. pe | mAs 

“ Care is taken that 
the clay plastering cover- 
ing the conical mound 
does not give too much 
vent in any one part to 
the products of combus- 
tion, lest too strong a 
draught should be set up 
toward such orifice, and cause overburning of the lime in its course. 

“The fuel is made to burn in a smouldering fashion throughout its operation. 

“At the opening of the drawhole, in order to ignite the contents of the 
kiln, a few large pieces of coal are built up. 

“The fuel layers vary from 6 to 3 inches in thickness, those at the bottom 
being the thickest. The layers of mineral vary from 10 inches at the bottom 
to 18 inches at the top.”? 

Flare Kilns, called also [yTERMirrent Kiuns, are generally in the form of 


1 Hill’s Lectures on Machinery. 2 Cooke’s Aide Mémoire. 
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a cylinder, surmounted in most cases by a conical vault. The broken limestone 
rests upon arches, roughly formed from large pieces of the same material. 


ZILLI 


Yuallliye 
| D» 


GROUND LEVEL A 
BACK OF KILNS. 


Fig. 97. Section. 


These rough arches must be carefully built, and the heat applied gradually 
so as not to split the stones. 

The fire is lighted below, only the flame being in contact with the stone, 
thus producing much cleaner lime than that obtained by the methods in 
which they are mixed together. 

Such a kiln is more easily managed than the kinds which are worked con- 
tinuously, and the lime produced is more uniform in quality. The necessity 
of letting the fire out after each charge is burnt is a great inconvenience, and 
also causes waste of fuel. 

For the same kind of lime this kiln requires about 3 (ae. nearly double) 
as much coal as does the tunnel kiln. Moreover, the intermittent kiln 
requires relining every twelve months, which is a source of great expense. 

Fig. 96 is the plan, and Fig. 97 a section of a pair of flare kilns, such as 
are used for burning grey chalk into lime. L is the hole through which the 
lower part of the kiln is loaded, / that for the higher levels. The draw- 
holes D D open into a central passage P. 

In the section the kiln to the right is shown as loaded, the other as empty. 
The rough'arches of limestone are shown in the former. The fire bars for 
the fuel are shown in plan and section, the spaces C C are packed with 
broken chalk, cc with chalk dust. The firebrick lining is hatched with broken 
lines, the ordinary brickwork with continued and broken lines alternately. 


196 NOTES ON BUILDING CONSTRUCTION. 


Fig. 98 is the section of a simpler flare kiln in common use. 


Portland Cement Kilns (Common Form).—Fig. 99 is the section, and 
Fig. roo an elevation, of a form of kiln commonly used for burning Port- 
land cement in the Medway district. 
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Fig. 99. Section. Fig. 100. Elevation. 


It is worked upon the intermittent system ; the coke and slurry are, how- 
ever, packed in alternate layers 6 and 4 inches deep. 

Such kilns hold about thirty tons. Their contents are burnt in forty-eight 
hours, and are drawn about once every four days. 

The kiln is lined with firebrick, sometimes only up to the line a, but 
better throughout, and loaded at the holes H H H. 

The firebrick lining should be detached from the mass of the brickwork, so 
as to be free to expand and contract under the great changes of temperature 
to which it is subjected. 

The inside should be painted over with wet stuff from the backs each time 
before the kiln is charged, This will greatly increase its durability. 

In some forms of this kiln the top has a wider opening, and the short 
vertical neck or chimney is frequently omitted. 
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The description of kiln used varies in different places. A modification of 
Hoffmann’s kiln similar to that used for bricks may be economically adopted 
where a large continuous supply of cement is required year after year. 

The contents are burnt at a high temperature, but the amount of firing 
depends upon the proportions of the mixture. If the lime be in excess it can 
hardly be overburnt, but if there be too much clay it will fall into dust. 

/ The Michele-Johnson Kiln is a modification of the kiln mentioned at p. 166. 
: The arched chamber there referred to as branching out from the kiln has a 


very thin arch over it. Above this the cool slurry is spread for a preliminary 
drying before it is forced through the openings of the arch and spread over 
the floor of the chamber ; there it is further dried by the hot air and gases from 


the kiln, which pass through the chamber on their way to the chimney. 

. The Rotatory Process of Cement Manufacture.—This system is in 
: extensive use in the United States, and on the Continent, and is being adopted 
in this country. The principal feature of a rotatory kiln is a cylinder about 
60 feet long, and 5 to 6 feet diam., of steel plate, lined with refractory 
material, slightly inclined to the horizontal, and rotated by gearing. <A 
burner at the lower end injecting powdered coal, oil, or gas, supplies the 
heat for roasting the raw material fed in at the upper end. The roasted 
clinker falling from the lower end is then passed through other cylinders, 
and, emerging at a suitable temperature, after preliminary crushing is finally 
ground in the usual way. The advantages claimed for this system are, 
diminished cost of production, greater uniformity in quality of clinker, and 
the production of an artifically matured cement dispensing with subsequent 
aeration. The present prudent system of storage and turning over will, how- 
ever, probably not be abandoned until it has been proved that aeration can 
safely be dispensed with. 

Roman Cement Kilns.—Fig. 101 is a plan and Fig. 102 a cross section 


Fig. 101. Plan. Fig, 102. Section. 


of the kiln used for burning Roman cement. It is worked on the constant 
system. The stone is packed in strata separated at intervals of from 6 to 9 
inches by thin layers of fuel. The cone in the centre guides the burnt cement 
to the drawholes D D where it is taken out. 


198 NOTES ON BUILDING CONSTRUCTION. 


General Remarks on Burning.—Gradual heating is necessary in burning 
lime or cement stone. If the heat be suddenly applied, the carbonic acid and 
moisture will be driven out with such violence as to blow the stone to pieces. 

Appearance of the Burning Stone—As long as the burning is incomplete, 
and any carbonic acid is left in the stone, it will remain of adull red colour. 
When the carbonic acid is all expelled, the stone in the kiln becomes pecu- 
larly bright, which is a sign that the calcination is complete, and that the 
lime may be withdrawn. 

The Temperature at which a lime or cement should be burnt depends upon 
its composition. 

A pure or fat lime requires only heat enough to drive off the carbonic acid 
and moisture. 

Limes containing clay require a somewhat greater heat, in order that the 
silicates and aluminates may be formed which give the hydraulic properties 
required. 

A great deal depends, however, upon the composition of the clay. 

A large proportion of iron and alumina (especially of iron) as compared 
with the silicic acid, greatly facilitates the action which takes place in calcin- 
ation, and the prepared mortar also sets more quickly. 

Great care must be taken, however, that the heat is not sufficient to fuse 
the particles of the lime or cement, 

Thus Roman cements, in which the quantity of iron and alumina together 
nearly equals the silicic acid, are burnt with little fuel at a low temperature. 

Portland cement, on the other hand, in which the iron and alumina are 
less than half the silicic acid, is burnt at very high temperatures. There is 
very little danger of fusing the particles, and the heat may with advantage be 
raised to a point just short of vitrification. 

The Size of the Lumps into which the lime or cement stone is broken greatly 
influences the burning operation. 

The denser the stone and the higher the temperature at which it is to be 
burnt, the smaller must be the pieces into which it is broken. 

Pure or fat limestones are broken into pieces containing from one to two 
cubic feet. 

Hydraulic limestones into pieces containing about a quarter of a cubic foot, 

Roman cement stones and others of the same quick-setting class are broken 
into pieces containing one or two cubic inches, 

The Quantity of Fuel is of course influenced partly by the form of kiln, but 
chiefly by the nature of the stone and by the temperature at which it is to be 
burnt. 

Thus, for the calcination of pure dense limestones about 4 to } their weight 
of coal is required. 

For hydraulic limestones about ¢ to 7 their weight. 

For Roman and other quick-setting cements about ¢ to ry of the weight of 
stone. 

For Portland cement about 4 the weight of the dried slurry. 

PoRTLAND CEMENT CLINKER.—The clinker of good Portland cement, when 
properly burnt, is of a dark greenish-black colour, differing in density accord- 
ing to the amount of fuel used. 


1 General Scott in R.Z. Papers, vol. xi. 


LIME AND CEMENT BURNING. 199 


It is almost impossible to burn the contents of any kiln quite uniformly 
throughout, and the clinker will be found differing in colour accordingly. 

It should not be clinkered into large masses—should rattle well as it 
comes out of the kiln—should be honeycombed in texture and nearly free 
from dust. 

Some will be found of a bright yellow colour, and of light specific gravity. 
This will set very quickly, and it should be picked out. 

Some, again, will be of a pink or dirty white colour, but more or less heavy 
according to the heat to which it has been subjected. Clinker of this kind 
has been imperfectly burnt, and must be again passed through the kiln. It 
is a dangerous substance to use. 

Dense glazed black clinker indicates excess of lime, and will also yield 
dangerous cement inclined to blow; dark blue clinker, a sluggish cement ; 
and a brown clinker with much dust, a weak cement.! 

Dangerous Limes and Cements.—Sometimes, from defects in the pro- 
cess of calcination of a stone which should produce an eminently hydraulic 
lime or cement, compounds result which are of a most dangerous character. 

These are caused either by over-burning or under-burning. 

Over-burnt,—In the former case, a hard and heavy substance is produced, 
burnt almost to a clinker, which slakes with very great difficulty, and after a 
considerable lapse of time. 

This can only be remedied by screening out the hard portions and grinding 
them to a fine powder ; otherwise any larger particles that may be left will 
slake after the mortar has been laid in the work, and may do great damage tc 
the masonry. 

Under-burnt.—When, on the other hand, the stone has been under-burnt, 
a somewhat similar result occurs, but from a different cause. 

The substance produced consists partly of a perfect cement or hydraulic 
lime, and partly of free quicklime. The latter is prevented, by the setting 
action of the cement, from slaking at once, but does so eventually, and with 
the same disastrous consequences as occur with over-burnt lime. 

This dangerous action may, however, be got rid of by free exposure of the 
lime or cement, so as to air-slake the caustic portions, or by frequently re- 
working the mortar, or by adding a proportion of soluble silicates, which 
anticipate and prevent the slaking action. The latter is, however, seldom if 
ever done in practice. 

Dead-burnt Lime is lime that has been imperfectly calcined and will not 
slake with water. 

This may be caused by under burning, so that only part of the carbonic 
acid is expelled, the resulting substance being a compound of quicklime and 
carbonate of lime, which refuses to slake. 

Hydraulic lime may be rendered “dead” by over-burning ; the silicates 
are partially fused and coat the stone, so that the evolution of the carbonic 
acid is prevented * (see p. 239). 

Flare-burnt Lime is lime burnt in flare kilns, in which it is bent cleaner 
than in tunnel kilns owing to its not being in contact with the fuel. 


i a 


1 Certain varieties of overclayed cements yield a deep bronze-coloured clinker 
which, as it cools on coming from the kiln, disintegrates spontaneously into a fine 
flakey greyish powder which produces an inert cement.—M.P./.C. Z., vol. Ixii. p. 81. 

2 Dent. 
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SAND AND SUBSTITUTES FOR SAND. 


Sand is known as “argillaceous,” “ siliceous,” or “ calcareous,” 
according to its composition. 

It is procured from pits, shores of rivers, sea-shores, or by 
crinding sandstones. 

It is chiefly used for mortar, concrete, and plaster. The qualities 
it should possess for those purposes are pointed out at page 204. 


Pir SAND has an angular grain, and a porous, rough surface, which makes 
it good for mortar, but it often contains clay and similar impurities. 

RIVER SAND is not so sharp or angular in its grit, the grains having been 
rounded and polished bv attrition. 

It is commonly fine and white, and therefore suited for plastering. 

Sea Sanp also is deficient in sharpness and grit from the same cause. 
It contains alkaline salts, which attract moisture and cause permanent damp 
and efflorescence. 

SOREENING.— When sand contains lumps or stones it should be “screened,” 
or, if required of great fineness, passed through a sieve. 

WasHina.—Sand found to contain impurities, such as clay, loam, etc., 
which unfit it for almost every purpose, should be washed by being well 
stirred in a wooden trough having a current of water flowing through it which 
carries off the impurities. It is sometimes washed by machinery, such as an 
Archimedean screw revolving and carrying up the sand, while a stream of 
water flows down through it. 

EXAMINATION OF SanD.—Clean sand should leave no stain when rubbed 
between the moist hands, Salts can be detected by the taste, and the size and 
sharpness of the grains can be judged of by the eye. 

Sizz or Grir.—Where this is specified, as it is in connection with the 
cement and sand test for Portland cement (see p. 175), it is generally re- 
quired that the sand should pass through a sieve of 400 meshes to the square 
inch and be retained by one of 900 meshes. 

Substitutes for Sand.—Burnt Cuay is sometimes used as a substitute 
for sand in mortar. 

It is prepared by piling moistened clay over a bonfire of coals and wood. 
As the clay becomes burnt and the fire breaks through, fresh layers of clay 
and coal, “ breeze,” or ashes, are piled on, and the heap may be kept burning 
until a sufficient supply has been obtained. 

The clay should be stiff. Care must be taken that it is thoroughly burnt, 
Raw or half-burnt pieces would seriously injure mortar. 

CrosHED StonE,—Sand is sometimes very economically obtained by grind- 
ing the refuse ‘“‘spalls ” left after working the stones for walling. It is generally 
clean if carefully collected, but the sharpness of its grit depends upon the 
nature of the stone from which it is procured. 


* Mr. Kinniple’s experiments show that mortar of 1 Portland cement and 1 crushed 
sandstone is 55 per cent stronger than that of 1 Portland cement 1 pit sand, — 
M.P.I.C.E., vol. lxiv. p. 830. Experiments by a friend of the writer’s showed 
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Scorra from ironworks, old bricks, Clinker from brick kilns, and Cinders 
from coal, make capital substitutes for sand when they are quite clean and 
properly used. Wood Cinders are too alkaline. Crushed Slag from furnaces 
may be dangerous if it contains lime. 


POZZUOLANAS, ETc. 


PozzvuoLaNa is a name given to several substances which somewhat re 
aemble each other; including the Pozzuolana proper, also Trass, Arénes, 
Psammites, etc. 

These are clayey earths containing 80 to 90 per cent of clay, with a little 
lime, and small quantities of magnesia, potash, soda, oxide of iron,! or man- 
ganese. 

When finely powdered in their raw state without being calcined, they may 
with great advantage be added to fat lime paste. 

In consequence of the amount of clay they contain they confer hydraulic 
' properties upon the lime to a very considerable degree. 

The Italian pozzuolana may with advantage be used with fat lime and 
| sand in the following proportions :—’ 


| 12 Pozzuolana well pulverised. 
i 6 Quartzose sand well washed. 
9 Rich lime recently slaked. 


Natural Pozzuolana is a naturally-burnt earth of volcanic origin, found 
at Pozzuoli, near Vesuvius, and in other parts of southern Europe. 

It is found in the form of powder more or less coarse in grain, of a brown 
colour, sometimes passing into red, grey, yellow, and white. 

Trass is also a naturally-burnt argillaceous earth, found on the sites of ex- 
tinct volcanoes, chiefly near Andernach on the Rhine. 

It occurs in lumps of a greyish colour and earthy appearance, is used in 
the same way as pozzuolana, and confers hydraulic properties upon fat limes. 

ARENES are natural mixtures of sand and clay. They appear not to have 
been subjected to heat, but they confer hydraulic properties upon fat lime, 
probably because they contain a large proportion of soluble silica. 

PsaMMrrEs may be considered as “ very feeble pozzuolanas in the crude state, 
and acquire but a slight increase of hydraulic energy by any degree of cal- 
cination. 

“ Even their feeble powers, however, confer upon them this advantage, 
that for mortars not absolutely immersed in water when green, and when 
there is ample time for their properties to develop themselves before sub- 
nersion, they can be employed in larger proportions than any species of sand 

holly inert would admit of.” ° 

DISINTEGRATED GRANITE, Scuists, and Basar furnish sand having the 
same characteristics as the Psammites. 

ARTIFICIAL PozZUOLANAS are prepared from clays of suitable composition 
by a slight calcination. 

Pounded bricks or tiles possess the properties of pozzuolana in some degree 


mortar of 1 Portland cement and 2 crushed limestone to be 50 per cent stronger than 
that of 1 Portland cement and 2 sand. 

‘‘Briquettes made from crushed syenite from which the impalpable powder had 
been removed were 18 per cent stronger than those in which it had not been re- 
moved.” —-M.P.I.C.#., vol. lxxxvii. p. 203. 

1 Ferric oxide. 
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2 Gillmore. 
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MORTAR. 


Ordinary Mortar is composed of lime and sand mixed into a 
paste with water. 

When cement is substituted for the lime, the mixture is called 
Cement Mortar. 

Uses.—The use of mortar in brickwork or masonry is to bind 
together the bricks or stones, to afford them a soft resting-place, 
which prevents their inequalities from bearing upon one another, 
and thus to cause an equal distribution of pressure over the beds, 
It also fills up the spaces between the bricks or stones and 
renders the wall weather-tight. 

It is also used in concrete (see page 215) as a matrix for 
broken stones or other bodies to be amalgamated into one solid 
mass ; for plastering, and other purposes. 

The quality of mortar depends upon the description of materials 
used in its manufacture, their treatment, proportions, and method 
of mixing. These particulars will now be considered. 

Description of Lime or Cement to be used in Mortar.—Fat 
Limzs should only be allowed for inferior or temporary work. 

On account of their being cheap and easy to manipulate, they 
are often used in positions for which they are entirely unfit. 

Mortar made from fat lime is not suitable for damp situations 
or for thick walls. In either case it remains constantly moist ; 
when placed in positions where it is able to dry it becomes friable, 
and in any case is miserably weak. 

Even the economy of fat lime mortar is in many cases doubt- 
ful; for walls built with it are injured by frost, require constant 
repointing, and perhaps before many years rebuilding. 

M. Vicat says of fat limes :—* Their use ought for ever to be 
prohibited, at least in works of any importance.” 

Sir Charles Pasley adds with regard to fat lime mortar that 
“when wet it is a pulp or paste, and when dry it is a little better 
than dust.” 

Hwils of Fat Lime Mortar.—If a pure or feebly hydraulic 
lime mortar is used in massive brickwork or masonry, it is only 
the outer edges of the joints that are affected by the carbonic acid 
in the air. A small portion of the exterior of the joints sets, but 
the mortar in the inside of the wall remains soft. The result of 
this is that a heavy pressure is thrown upon the outer edges of 
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the bricks or stones, and they become “ flushed,” that is, chipped 
off. In some cases, from the same cause, the headers of brickwork 
are broken, so that the face of the wall becomes detached, and 
liable to fall away. 

Again, these weak mortars retain or imbibe moisture, which, 
when it freezes, throws off the outer crust. Pointing is then 
resorted to. If this is done with the same sort of mortar, the 
same result ensues, and in an aggravated degree, for as the opera- 
tion is repeated, the joint becomes wider. In the end it will 
often be found that more has been expended in patching up work 
done with bad mortar than would have sufficed to provide good 
mortar at the first. 

HYDRAULIC LimE or CEMENT should, therefore, always be used 
in mortar for work of any importance. In subaqueous construc- 
tions it is, of course, absolutely necessary. 

If there is any choice, the class of hydraulic lime used will 
depend upon the situation and nature of the work to be 
done. 

For ordinary buildings, not very much exposed, slightly 
hydraulic limes will suffice to form a moderately strong joint, and 
to withstand the weather. 

For damp situations, such as foundations in moist earth, a more 
powerful hydraulic lime should be prepared. 

For masonry under water an eminently hydraulic lime or 
cement mortar will be necessary. If the work be required to set 
very quickly, Roman cement, or a cement of that class, would be 
used ; whereas, if quick setting be not necessary, but great ulti- 
mate strength is required, a heavy Portland cement should be 
adopted. 

Cement is also generally used for copings, plinths, arches, and 
other important parts in ordinary house-building. 

Description of Sand to be used in Mortar.—Sand is used in 
mortar to save expense and to prevent excessive shrinkage. 

Ordinary sands are not in any way chemically acted upon by 
the lime, but are simply in a state of mechanical mixture with 
it; with hydraulic limes and cements the effect of sand is to 
weaken the mortar. 

When fat lime is used, however, the porous structure, caused 
by the sand, enables the carbonic acid of the air to penetrate 
farther, and to act upon a larger portion of the joint. 

Moreover, the particles of fat lime adhere better to the surfaces 
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of the grains of sand than they do to one another; therefore the 
sand is in two ways a source of strength in fat lime mortar. 

It is of the utmost importance that the sand used for mortar 
should be perfectly clean, free from clay or other impurities which 
will prevent the lime from adhering to it. 

Sand for this purpose should have a sharp angular grit, the 
grains not being rounded, their surfaces should not be polished, 
but rough, so that the lime may adhere to them. 

It has been found that, speaking generally, the size of the 
grains of sand does not influence the strength of the mortar. 

Mr. Mann’s experiments tend, however, to show that in 
samples four weeks old Portland cement mortar made with fine 
sand was weaker than that made with coarse sand. 

Very fine sand is objectionable for mortar, as it prevents the 
air from penetrating, which is necessary in order that the mortar 
may set. 

Although coarse irregular-grained sand may make the best 
mortar, when very thin joints are used finer sand is sometimes 
necessary. 

Calcareous sands, on the whole, give stronger mortars than 
siliceous ones. 

Sea sand contains salts, which are apt, by attracting moisture, 
to cause permanent damp and efflorescence. 

This moisture will effectually prevent a fat lime from setting 
or rather drying, but would tend to increase the strength of a 
hydraulic lime or cement (see page 240). 

Great care must be taken to exclude all organic animal matter 
from the sand, or substitutes for sand, that may be used in mor- 
tar for building or, plastering the walls of dwellings, otherwise they 
will putrefy, and render the walls and ceilings sources of unwhole- 
some emanations. 

SUBSTITUTES FOR SAND IN MorTar.—Any of the substances 
mentioned at page 200 may be used as substitutes for sand in 
mortar, some of them with advantage, as there pointed out. 

Smiths’ ashes and coal dust are used to make the black mortar 
used for pointing, slating, and for some kinds of rubble masonry. 

The Description of Water to be used in Mortar.—The water 
used for mixing mortar should be free from mud, clay, or other 
impurities. 

Salt Water is objectionable in some situations, as it causes 
damp and efflorescence. 
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The salts it contains attract moisture, which improves the 
strength of hydraulic limes and cements by preventing them from 
drying too quickly, but is fatal to a pure lime for the reasons 
given above. 

Dirty water, and water containing organic matter, are of course 
objectionable for the same reasons as dirty sand. 


Mr. Dyce Cay gives a table of experiments made with 8 oz. fresh water to 36 oz. neat 
Portland cement, and 7 oz. sea water to 36 oz. Portland cement, which seems to show, as 
far as experiments with neat cement could show it, that ‘‘ roughly speaking the salt water 
briquettes are as strong in a week as the fresh water ones are in a fortnight, and as strong 
in a fortnight as the fresh water ones are in a month.” ? 

Strength of Mortar as compared with Bricks in a Wall.—Lime is 
much more expensive than sand, It is, therefore, a source of economy to 
add as much sand as is possible without unduly deteriorating the strength 
of the mortar. 

So long as the joints of masonry or brickwork are weaker than the stones 
or bricks, the strength of the wall will increase in proportion as the strength 
of the mortar increases, until they are nearly equal in power of resistance. 

The mortar need not be quite equal in strength to the bricks, because in a 
bonded wall the fracture is constrained to follow a longer path than when the 
work is put together without breaking joint. 

The object, then, is to produce such an equality of resistance as will com- 
pel the fracture to follow a straight line, ze to break the material of the 
wall straight across rather than to follow the joints. 

This cannot always be done, with a due regard to economy, where the wall 
is built with very hard stone, but it can be done with the generality of 
bricks, 

{n some cases a stronger mortar, no doubt, adds to the strength of the 
wall. For example, when the bricks are very bad, they will sometimes 
weather out on the face, leaving a honeycomb of mortar joints. 

Again, unusually strong mortar is required sometimes for the voussvirs of 
arches—to prevent sliding—for the lower joints of chimneys and walls, 
ete. etc. 

As a rule, however, it can hardly be economical to make the strength of 
the mortar joints greater than that of the bricks or stones they unite. 


Proportion of Ingredients.—In considering the proportion of 
sand to be mixed with different limes and cements it is necessary 
to bear in mind that the strength of the joint formed by the 
mortar will have an influence upon that of the wall. 

The following Table shows how different limes and cements are 
weakened by the addition of various proportions of sand :— 


1 M.P.IC.E., vol. lxii. p. 212. 
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TABLE 


Showing the effect of different Proportions of Sanp in Mortars 
made from various CEMENTS. 


ee ey 


PROPORTION OF CEMENT OR LIME AND SAnp. 


Age 10; lc lc. lo. 130: 


whe: ve 
ted | Neat is ae ge | 45 


NaTORE OF MATERIAL. 


BREAKING WEIGHT IN LBS. UPON AREA OF 10 INCHES. 


—_e—e——— 


Portland Cement . . {11 days|Bricks| 504 
broke 
first 


Medina . : ; F i 352 
Roman . : ‘ : 279 
Atkinson’s . ; 3 ue 385 
Scott’s Cement : ‘ 286 
Lias Lime . P ‘ 80 


The above figures are from experiments made for General Scott by tearing 
asunder bricks “united by the different kinds of mortar, and set in air. The 
sectional area torn asunder being 4 x 24 = 10 inches in each case. 

The Table at page 183 gives fuller particulars as to the loss of strength 
caused by adding sand to Portland cement. 


The proportion of the ingredients in mortar is generally speci- 
fied thus :—“1 quicklime to 2 (or more) of sand,” meaning that 
1 measure of quicklime in lump? is to be mixed with 2 measures 
(or more) of sand. 

Now, the quantities of sand put at different times into a 
measure vary a little, according to the amount of moisture the 
material contains ; but so little that practically it makes no differ- 
ence, and this mode of measuring sand is very convenient and 
sufficiently accurate. 

With the lime, however, many conditions have to be fulfilled 
in order to make it certain that the same quantity aways fills 
the same measure. 

The specific gravity of the calcined stone, the size of the 
lumps, the nature of the burning, the freshness of the lime, all 


‘ Portland cement mortar made with 8 parts of sand to 1 of cement may advan- 
tageously be used in preference to lime mortar (see p. 213). 
* The pieces of calcined stone are called ‘‘ lump-lime,” or in the North ‘‘ lime-shells.” 
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cause the actual quantity contained in a given measure to differ 
considerably. 

In order to avoid this uncertainty it has been proposed that 
the weight of lime for a given quantity of sand should be 
specified. 

Practically, however, this has not been carried out to any great 
extent, and the bulk of lime to be used is generally specified as well 
as that of the sand. 


The following proportions are given by General Scott for mor- 
tar in brickwork built with ordinary London stock bricks. 


PARTS BY MEASURE. 
Quicklime. Sand. 
Fat limes : : 1 3) 
Feebly hydraulic limes . 1 
Hydraulic limes (such as Lias) 1 
Roman cement / ; 1 
Medina Ss i 1 
Atkinson’s ,, 1 
Portland“ ,. 1 
Scott’s 
Selenitic 


ie on. 1 
ee BY ; : (see p. 1 

“The proportions here recommended apply only to works above 
the surface of the ground, or free from the action of a body of 
water.” 

“For hydraulic purposes and foundations 1 sand to 1 quick- 
lime is as much as should be admitted. With cement mortar 2 
sand may be used with 1 cement, unless actually in contact with 
water, when 1 part of sand should be the limit allowed.” } 

Preparation and Mixing.—The quicklime and sand having 
been procured, and their proportions decided, the preparation of 
the ingredients commences. 

SLAKING.—A convenient quantity of the quicklime is measured 
out on to a wooden or stone floor under cover, and water enough 
to slake it is sprinkled over it. 

The heap of lime is then covered over with the exact quantity 
of sand required to be mixed with the mortar; this keeps in the 
heat and moisture, and renders the slaking more rapid and 
thorough. 

In a short time—varying according to the nature of the lime 
—it will be found thoroughly slaked to a dry powder. 

In nearly all limes, however, there will be found overburnt 


1 General Scott in R. #. Corps Papers, vol. xi. 
p Lpers, 
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refractory particles, and these should be carefully removed by 
screening—especially in the case of hydraulic limes; for if they 
get into the mortar and are used, they may slake at some future 
time, and by their expansion destroy the work. 

Quantity slaked and Time required—The fat limes may be 
slaked in any convenient quantity, whether required for imme- 
diate use or not. Plenty of water may be used in slaking without 
fear of injuring them, and they will be found ready for use in two 
or three hours. 

Hydraulic limes should be left (after being wetted and covered 
up) for a period varying from twelve to forty-eight hours, accord- 
ing to the extent of the hydraulic properties they possess; the - 
greater these are, the longer will they be in slaking. Care should 
be taken not to use too much water, as it absorbs the heat and 
checks the slaking process. Only so much should be slaked at 
once as can be worked off within the next eight or ten days. 

With strong hydraulic limes, or with others that are known to 
contain overburnt particles, it is advisable to slake the lime 
separately, and to screen out all dangerous lumps, etc., before 
adding the sand, or the safest plan is to have the lime ground 
before using it. 

Ground Inme—When lime is purchased ready ground there 
is sometimes danger of its having become air-slaked, by which 
wear and tear of machinery in grinding is saved at the expense 
of loss of energy on the part of the lime. 

At the same time, if unadulterated and fresh, ground lime is 
likely to be of good quality for the reasons stated at p. 160. 

Quantity of Water used—The quantity of water required for 
slaking varies with the pureness and freshness of the lime, and is 
generally between one-third and one-half of its bulk. 

A pure lime requires more water than one with hydraulic pro- 
perties, as it evolves more heat and expands more in slaking. 

A recently-burnt lime requires more water than one that has 
been allowed to get stale. 

Mrxinc.—The great object in mixing is to thoroughly incor- 
porate the ingredients, so that no two grains of dry sand should 
lie together without an intervening layer or film of lime or 
cement. 

On extensive works a mortar-mill is universally adopted for 
mixing the ingredients, and, indeed, is absolutely necessary for 
the intimate incorporation of large quantities. 
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A few different forms of mortar-mill are shown and described at 
page 228 et seq. 

The heap of slaked lime covered with sand, above described, 
(p. 207) is roughly turned over and shovelled into the revolving 
pan of the mortar-mill, enough water being added to bring the 
mixture to the consistency of thick honey. 

When the ingredients are thoroughly mixed and ground to- 
gether, the mortar is shovelled out of the pan on to a “ banker” or 
platform to keep it from the dirty ground, whence it is taken 
away by the labourers in their hods. 

A good deal has been said regarding the number of revolutions 
that should be given to the pan. Nothing seems to have been 
settled upon this point except that the mortar should be thoroughly 
mixed, yet not kept so long in the mill as to be ground to 
pap. About twenty minutes is a good time for running each 
charge of about 2 of a cubic yard. 

On very small works the mixing is effected by hand or 
in a pug-mill. It is evident, however, that such a mixture 
must be very incomplete unless a great deal of time is devoted 
to it. 

Before hydraulic lime is mixed in this manner it is absolutely 
necessary that it should first be ground to a fine powder, and 
with any description of lime the smallest refractory unslaked 
particles should be carefully screened out. 

Mortar, when made with cement, should be mixed dry, the 
ingredients being carefully turned over together two or three 
times before the water is added. By this process a very 
thorough incorporation of the materials can be effected. 

Quantities mixed.—tlf a hydraulic mortar is allowed to com- 
mence to set and is then disturbed, it is greatly injured. Care 
should be taken, therefore, to mix it only so long as is required 
for thorough reduction and incorporation of the ingredients, and 
only to prepare so much as can be used within a few hours. 
With fat limes it matters little whether large or small quantities 
of mortar are made at once, because they set very slowly. 

Very quick-setting cements must be used immediately they are 
mixed. 

Bulk of Mortar produced—The bulk of mortar produced in 
proportion to that of the ingredients differs greatly according to 
the nature of the lime or cement and the quantity and descrip- 
tion of the sand added to it. 

B.C.—III P 
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The more hydraulic limes produce a smaller amount of mortar 
because they expand less in slaking. 

The following Table shows the bulk of mortar found by experi- 
ment to be produced from a few of the most common ineredients 
in ordinary use. It must be regarded only as a guide to the 
approximate quantities. The actual bulk would: vary according 
to the freshness of the lime and the coarseness of the sand. 


Mortar made from given Quantities of Lime and Cement and Sanp. 


Quick- M 
Bot, ee : - Mortar 
Description. lime or} Sand. | Water. ; 

es made. 
Cement. 


temarks. 


Cub. ft. | Cub. ft, |Gallons.| Cub. ft. 
White chalk lime in| 1 ; 2°, | The quantity of water 
lump mentioned includes that 
required for both slak- 

Do. do. . : 12 | ing and mixing. 
Portland stone lime in | : : 
lump 


Grey chalk lime in lump | 
Do. do. 


Stone lime (Plymouth,? | 
in lump 


Lias (Keynsham)? in | 
lump 


Lias (Warwickshire) in | 
lump | 


oS 
on 


Do. do. ground 
Lias (Keynsham)! do. 
Do. do. do. 
Lias (Lyme Regis) do. 


ol oe 


Coka gaits Rim 
~— 


Arden lime ground 


i] 


a WO eK Se ~C 


Roman cement ! 
Portland cement 2 
Do.? 

Do.” 
Do.? 
Do.? 


wo po mS bp Ww bw LD 
calto. 
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1 Deduced from Cooke’s Aide Mémoire. 

* Deduced from Grant’s Experiments, J/.I.P.C.#., vol. xxv. The quantities varied 
according to the amount of water used ; the Table shows the average. 

Where authorities are not given, the quantities stated have been derived from 
experiments made for this work. 
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The results of further experiments, giving the same kind of 
information, will be found in Hurst’s Surveyor’s Handbook. 

The use of Sugar in Mortar.—It was pointed out many years 
ago’ that the bad qualities of rich limes “may be in some degree 
corrected by the use of a comparatively small quantity of the 
coarsest sugar dissolved in the water with which they are worked 
up,” and that sugar was extensively used in the East for common 
mortars made of calcined shells, which when well prepared “ re- 
sist the action of the weather for centuries.” A recent discussion 
on the subject has led to experiments being made to ascertain the 
effect of sugar on Portland cement; and it was found that the 
addition of from 4 per cent to 2 per cent of pure sugar to 
Dyckerhoff’s German Portland cement increased its strength after 
three months considerably. The sugar is said to “retard the set- 
ting,” and thus permit the chemical changes in the cement to 
take place more perfectly. More than 2 per cent of sugar made 
the cement useless.” 

Selenitic Mortar is generally made by mixing selenitic cement 
and sand. It was at one time made by mixing a small propor- 
tion of calcium sulphate with ordinary lime and sand. 

The licenses issued by the patentees render it necessary 
that selenitic cement should be used. The proportion of sulphate 
required to develop the characteristics of the material is added 
to the cement before it is sold, and the process of mixing the 
mortar is carried on under the following rules, which are taken 
from the circular of the patentees :— 

SeLENITIC MoRTAR MADE WITH SELENITISED Lime OR SELENITIC CEMENT. 
N.B.—One bushel® of prepared selenitic lime requires about six gallons 
of water (two full-sized pails). 

If prepared in a Mortar Mvll—a1st, Pour into the pan of the edge-runner 
four full-sized pails of water. 

2d, Gradually add to the water in the pan 2 bushels of prepared selenitic 
lime, and grind to the consistency of creamy paste, and in no case should it 
be thinner. 

3d, Throw into the pan 10 or 12 bushels of clean sharp sand, burnt clay, 
ballast, or broken bricks, which must be well ground till thoroughly incorpo- 
rated. If necessary, water can be added to this in grinding, which is pre- 
ferable to adding an excess of water to the prepared lime before adding the 
sand. 

When the mortar-mill cannot be used, an ordinary plasterer’s tub (con- 


taining about 30 or 40 gallons) or trough, with outlet or sluice, may be 
substituted. 


1 Vicat on Cements (Smith), published in 1837. 2 Engineering, 1888, p. 102. 
3 A striked bushel = 1.28 cubic foot (see page 163). 
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If prepared in a Plasterer’s Twb.—1st, Pour into the tub 4 full-sized pails 
of water. 

2d, Gradually add to the water in the tub 2 bushels of prepared selenitic 
lime, which must be kept well-stirred until thoroughly mixed with the water 
to the consistency of creamy paste, and in no case should it be thinner. 

3d, Measure out 10 or 12 bushels of clean sharp sand or burnt clay 
ballast, and form a ring, into which pour the selenitic lime from the tub, 
adding water as necessary. This should be turned over two or three times, 
and well mixed with the larry or mortar hook. 

Both the above mixtures are suitable for a mortar or for first 
coat of plastering on brickwork (see p. 248). 

N.B.—The Selenitic Cement Company recommend that the workman 
intrusted with the making up of the selenitic mortar be supplied with suitable 
measures for his lime and sand, to ensure that the proportions stated in the 
circulars be adhered to. The want of this frequently leads to unsatisfactory 
results. 

A box measuring inside 13} inches by 134 inches by 134 inches would 
contain about 1 bushel, and would be useful for measuring the lime, and 
should be kept dry for that purpose ; and a box without a bottom, measuring 
inside 36 inches by 18 inches by 18 inches would contain about 54 bushels, 
and would be very useful for measuring the sand. 

Increase or decrease the quantities given proportionately with the require- 
ments. The prepared selenitic lime must be kept perfectly dry until made 
into mortar for use. 

N.B.—It is of the utmost importance that the mode here indicated of pre- 
paring the mortar, concrete, etc., should be observed—viz. First well stirring 
the prepared selenitic cement in the water before mixing it with the sand, 
ballast, or other ingredient, otherwise the cement will slake and spoil. 


SELENITIC MoRTAR MADE WITH ORDINARY Limz.—A few years 
ago persons using selenitic mortar were permitted to add the sul- 
phate of lime for themselves, and where selenitic cement is not 
procurable the process might still be useful. 


It is conducted as follows : 

Three pints of plaster of Paris are stirred in 2 gallons of water. After 
the mixture is complete it is poured into the pan of a mortar mill; then 
4 gallons of water are added, and the mill revolved three or four times, so 
as to ensure thorough mixing. 

A bushel of finely-ground unslaked lime is now added ; the mixing is 
continued till the whole becomes a creamy paste, and then 5 bushels of 
sand are gradually introduced, the whole being thoroughly mixed. 

No more is mixed than will be required during the day. 

If the mortar gets heated or sets too slowly, a little more plaster of Paris 
should be added, but not more than 4 pint extra per bushel of lime. 

When the lime used in this last-described process is deficient in hydraulic 
properties, a proportion of selenitic clay should be added so as to bring the 
total amount of clay in the prepared lime up to about 20 per cent, Any 
lime requiring more than 74 per cent of plaster of Paris added to stop slaking 
with heat will require selenitic clay. 

It will be seen that the addition of the plaster of Paris, clay, etc., requires 
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considerable skill and judgment, and the simpler process is to use the selenitic 
cement, in which the necessary additions have already been carefully made by 
the patentees. 

The following Table, from the patentees’ circular, shows the strength of 
selenitic cement mortar with different proportions of sand as compared with 
mortars made with other cements. 


TABLE 


Showing the relative BrEakINc Wetcuts in lbs. of BriquerrEs having a 
sectional area at the neck of two and a quarter square inches, 


COMPOSITION OF MORTAR. 


Ace in 8sand | 4sand | 5sand | 6sand 
+ , F aS tol tol tol tol 
ee eae cement | cement ; cement | cement REMARKS, 
: fractured. | 0° lime. | or lime. or lime.} or lime. 
BREAKING TENSILE STRESS ON 
24 SQUARE INCHES. 
4 ee, ar 
Portland cement 167 ne 206 149 | 113°5 
White chalk lime . 164 67°5 
Do. (Selenitic) 161 O30 58 78 12°3 
Burham lime (Selen- M5 L70: ee! 15 
itic) | Good Medway grey 
Bo ane 234 340) : + lime, sold by 
; z ‘ | Messrs. Lee. 
Do. do. 161 255 on at 250 | 
Halkin lime (Selen- 76 U28 95: LOY 99 | 111 | Good hydraulic lime. 
itic) 
Dolgoch lime (Selen- 62 155 | 156°5| 157 | 206°5| Very hydraulic lime. 
3 tic) Y 4) 
itic 


Mixture of Lime and Cement.—Bad lime is much improved by mixing Portland 
cement with it. 

General Gilmore says :—‘‘ Lime paste may be added to a cement paste in much larger 
quantities than is usually practised in important works without any considerable loss of 
tensile strength or hardness. 

‘There is no material diminution of strength until the volume of lime paste becomes 
nearly equal to that of the cement paste, and it may be used within that limit without 
apprehension under the most unfavourable circumstances in which mortars can be placed.” 


Portland Cement Mortar with large proportion of Sand.— Mortar 
composed of 1 Portland cement, 8 sand, and 1 of slaked fat lime is much 
better and generally cheaper than 1 of grey lime to 2 sand—the slaked lime 
slightly weakens the mortar, but is necessary to prevent it from working 
“short.” Loam is sometimes used instead of the slaked lime, but it weakens 
the mortar still more. This mortar is greatly preferable to that made from 
lime when frost is to be feared. 

The following was used in the outer wall of the Albert Hall :— 


1 Portland cement. 
1 grey lime (Burham). 
6 clean pit sand. 
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The lime was slaked for twenty-four hours, then mixed with sand for ten 
minutes. The cement was then added, and the whole ground for one minute. 
Such a mixture must be used at once. 


Grout is a very thin liquid mortar sometimes poured over 
courses of masonry or brickwork in order that it may pene- 
trate into empty joints left in consequence of bad workmanship. 

It may also be necessary in deep and narrow joints between 
large stones. 

It is deficient in strength, and should not be used where it can 
be avoided. 

Precautions in using Mortar.—Fat lime mortars, unless im- 
proved by adding pozzuolana and similar substances, are so wanting 
in strength that any precautions in using them are of but little 
avail. 

In using hydraulic limes and cements it should be remembered 
that the presence of moisture favours the continuance of the for- 
mation of the silicates, etc., commenced in the kiln, and that the 
setting action of mortars so composed is prematurely stopped if 
they are allowed to dry too quickly. 

It is, therefore, of the utmost importance, especially in hot 
weather, that the bricks or stones to be imbedded in the mortar 
should be thoroughly soaked, so that they cannot absorb the 
moisture from the mortar; and also in order to remove the dust 
on their surfaces, which would otherwise prevent the mortar 
from adhering. 

Mortar should be used as stiff as it can be spread; the joints 
should be all well filled; grout should never be used except with 
large blocks or in other cases where from the position or form of 
the joint it cannot be filled by mortar of proper consistency. 

In frosty weather the freezing and expansion of the water 
in the mortar disintegrates it and destroys any work in which it 
may be laid. 

Mortar should always be placed for the use of the builder on a 
small platform or “ banker,” or in a tub, to keep it from the dirt. 

Cement mortars have, of course, peculiarities depending upon 
the nature of the different cements. These have been noticed in 
treating of those substances. 
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Concrete is an artificial compound, generally made by mixing 
lime or cement with sand, water, and some hard material, such as 
broken stone, gravel, burnt clay, bits of brick, slag, etc. etc. 

These ingredients should be thoroughly mixed so as to form a 
close .conglomerate free from voids. 

The lime, or cement, sand, and water, combine to form a lime 
or cement mortar in which the hard material is imbedded, so that 
the result is a species of very rough rubble masonry. 

The broken material is sometimes for convenience called the 
aggregate, and the mortar in which it is encased the matria. 

The strength and other qualities of concrete depend chiefly 
upon the matrix. They are, however, influenced also by the 
ageregate, and it will be well to make a few remarks upon these 
two parts of the material separately before proceeding further. 

The Matrix, as before stated, is the lime or cement mortar in 
which the hard broken material, or aggregate, is imbedded. 


The lime, or cement, sand, and water, should be so proportioned that the 
mortar resulting from their mixture is the best that can be made from the 
materials available. As a rule it should be better than the mortar used for 
walling, especially if the concrete is to be used in important positions. The 
reason for this is, that in concrete, the mortar receives less assistance, from 
the form and arrangement of the bodies it cements together, than it does in 
masonry or brickwork. 

In some cases the mortar is mixed separately, just as if it were to be used 
in building brickwork or masonry, and then added to the hard material. 

More generally, however, the ingredients are mixed together in a dry 
state, and sprinkled while they are being mixed. 

For further remarks on the subject of mixing, see p. 219. 


The Aggregate is generally composed of any hard material 
that can be procured near at hand, or in the most economical 
manner. 


Almost any hard substance may be used when broken up. Among these 
may be mentioned broken stone, bits of brick, of earthenware, burnt clay, 
breeze, and shingle. If there is any choice, preference should be given to 
fragments of a somewhat porous nature, such as pieces of brick or limestone, 
rather than to those with smooth surfaces, such as flints or shingle, as the for- 
mer offer rough surfaces to which the cementing material will readily adhere, 
When weight in the concrete is undesirable, a light porous material such ag 
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breeze! may be used, but. when great weight is an advantage, as in the 
works of a breakwater or sea wall, the aggregate may be of the heaviest 
material that can be procured. 

Any aggregate of a very absorbent nature should be thoroughly wetted, 
especially if it is used in connection with a slow-setting lime or cement, other- 
wise the aggregate will suck all the moisture out of the matrix, and greatly 
reduce its strength. 

Shape.—Many engineers prefer aggregates composed of angular fragments 
rather than those consisting of rounded pieces, e.g. broken stone rather 
than shingle. The reason for this is that the angular fragments are sup- 
posed to fit into one another, and slightly aid the coherence of the mortar 
or cement by forming a sort of bond, while the round stones of the shingle 
are simply held together by the tenacity of the matrix, Moreover, the 
angular stones are cemented together by their sides, the rounded stones only 
at the spots where they touch one another, and angular stones are asa rule 
rougher and the cement adheres better to their surface. 

Stze.—The aggregate is generally broken so as to pass through a 14 or 2 
inch mesh. Very large blocks cause straight joints in the mass of the 
material, which should be avoided if the cement is to bear a transverse stress 
or to carry any considerable weight. 

Of the aggregates in common use, broken brick, breeze, or coke from gasworks 
if clean, and burnt clay if almost vitrified throughout, all make very good 
concrete. Gravel and ballast are also good if angular and clean. Shingle 
is too round and smooth to be a perfect aggregate. Broken stone varies ; some 
kinds are harder, rougher on the surface, and therefore better, than others. 
Flints are generally too round, or, when broken, smooth and splintery. Chalk 
is sometimes used; and the harder varieties make good concrete in positions 
where they are safe from moisture and frost. 

Slag from iron furnaces is sometimes too glassy to make good concrete, but 
when the surface is porous it is one of the best aggregates that can be used. 
It is hard, strong, and heavy, and the iron in it combines chemically with 
the matrix, making it much harder than it would otherwise be. Some slag, 
however, contains lime which may be dangerous (see p. 166). 

The results of experiments as to the relative value of some of these aggre- 
gates are given at p. 227. 

The materials for concrete may be broken by hand, except when large 
quantities are required, in which case a Blake’s stone-crusher is generally 
employed. 


The size of the pieces of which the aggregate is formed influ- 
ences the content of the void spaces between them, and therefore 
the quantity of lime and sand that must be used. 

Unless the mortar is of such a description that it will attain 
a greater hardness than the aggregate, the object should be for 
the concrete to contam as much broken material and as little 
mortar as possible. 


? Concrete made of breeze is also used when it is required to receive nails, as in 
lintels, or to be proof against fire. 
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The following Table shows the amount of voids in a cubic 
yard of stone broken to different sizes, and in other materials :— 


1 Cubic Yard contains 
Voids amounting to 


Stone broken to 24-inch gauge ; 10 cubic feet. 
Do. 2 doit: : E 102 do. 
Do. 1, de. , : 114 do. 
Shingle ; : : 9 do, 
Sand ‘ : : ; ‘ 6 do. 
Thames ballast (which contains the necessary 
sand) : : : : : 44 do. 


A mixture of stones of different sizes reduces the amount of 
voids, and is often desirable. 

The contents of the voids in any aggregrate may be ascertained 
by filling a water-tight box of known dimensions, with the mate- 
rial thoroughly wetted so as not to absorb, and measuring the 
quantity of water poured in so as to fill up all the interstices; or 
by weighing a cubic foot of the aggregate and comparing its 
weight with that of a cubic foot of the solid stone from which it 
is broken. 

Packing.—In building walls, or other masses of concrete, large 
pieces of stone, old bricks, chalk, etc. are often packed in for the 
sake of economy. 

Care should be taken that the lumps thus inserted do not 
touch one another. They should be so far apart, and clear of the 
face, that the concrete may be well rammed around them. 

Where chalk or lumps of absorbent material are used, care 
must be taken that they are not exposed so as to absorb wet or 
moisture, otherwise they will be liable to the attacks of frost, and 
may become a source of destruction to the wall. 

Proportion of Ingredients.—The materials to form concrete 
for ordinary work are generally mixed together in a dry state, 
the proportion of each being determined by custom, rule of thumb, 
or experience. 

In former days, when lime concrete was more used, a common 
mixture was 


1 quicklime. Or 1 quicklime. 
2 sand, 7 Thames ballast (which contains 
5 or 6 gravel, broken stone, or brick. sand and shingle). 


The same proportions were for some time blindly adhered to, 
irrespectively of the nature of the materials used. 
The best proportions for the ingredients of a cubic yard of 
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concrete to be made with any given materials may, however, 
always be arrived at by ascertaining the contents of the voids in 
a cubic yard of the aggregate (without sand), and adding to the 
latter such materials as will make mortar of the best quality and 
in sufficient quantity to perfectly fill those voids. Where the 
concrete is not required to be of the best quality, as for example 
in the backing of heavy walls, the mortar may be made poorer 
accordingly, 

If the aggregate contain sand (as in the case of gravel or 
ballast), the sand should be screened out of the sample before 
the voids are measured, and the amount of sand thus screened 
out will be deducted from that required for the mortar which is 
to form the matrix of the concrete. 

In practice a little more mortar than is actually required to fill 
the voids should be provided, in order to compensate for imper- 
fect mixing and waste. 


Thus, supposing the aggregate available for making concrete to be clean 
shingle containing 9 cubic feet of voids per cubic yard, a first-rate concrete 
can be made by adding to each cubic yard of aggregate 4 cubic feet of 
Portland cement and 8 cubic feet of sand, which will make 102 cubic feet of 
2 to 1 Portland cement mortar (see p. 210), or a little more than sufficient 
to fill the 9 cubic feet of voids in the shingle. 

Again, if the aggregate were ballast, itself containing 44 cubic feet of sand 


in each cubic yard, and 44 cubic feet of voids besides, it would be necessary 
to add to each cubic yard 4 cubic feet of Portland cement as before, but only 
34 cubic feet of sand, because there are already 44 cubic feet of sand in the 
aggregate, making 8 cubic feet of sand altogether, which, with the 4 cubic feet 
of Portland cement, will make 102 cubic feet of 2 to 1 Portland cement 
mortar, or more than sufficient to fill the 9 cubic feet of voids that there are 
in the ballast without the sand. 

If the conerete is not required to be of the first quality, as for example in 
the backing of heavy walls, the mortar may be made poorer accordingly. 

Thus, to make a poorer concrete, with clean shingle for the aggregate, to each 
cubic yard may be added 12 cubic feet of sand and only 2 cubic feet of 
Portland cement, making 6 to 1 mortar (or mortar of 6 sand to 1 cement) in 
more than sufficient quantity to fill the voids. 

The chief point to be considered is the quality of the mortar in the 
concrete. This should be arranged as above described so as to be good enough 
for the work in which it is to be used, and sufficient in quantity to thoroughly 
fill the voids of the aggregate, with a little to spare in case of imperfect 
mixing. 

It is a curious thing that engineers have not agreed upon any short way 
of describing concrete so as to indicate at once its proportions and quality. 

In November 1886 Mr. Hayter said at the Institute of Civil 
Engineers :—1 


1 M.P.I.C.E., vol. lxxxvii. p. 161. 
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“In describing concretes it was customary to say that they were 
mixtures consisting of so many parts of gravel or shingle and sand to 1 
part of cement. But in Mr. Hayter’s experience two concretes so described 
might mean admixtures of two different strengths. Thus, assuming a concrete 
that might be called a 6 to 1 mixture. In specifiying such one engineer 
might say the concrete was to consist of 1 part Portland cement and 6 parts 
of gravel or sand of approved quality. Another engineer might say that the 
concrete was to consist of 1 part Portland cement, 4 parts of gravel or shingle 
without any sand, and 2 parts of sand.” 

He pointed out that these two concretes, though both called 6 to 1 
concretes, were very different, for in the first there is 1 part of Portland 
cement to 6 of gravel containing sand, whereas in the second, after the sand 
is mixed with the shingle, it merely fills the interstices, and the concrete is 
composed of 1 part Portland cement to 4 of shingle containing sand in its 
interstices (see p. 218). 

The present practice as to briefly describing concrete differs and is often 
very misleading. It is necessary, therefore, to be very careful in specifications 
to state exactly how much of each ingredient, shingle or stone, sand and 
cement is required. 

It has been stated that concrete can be made equally good without sand, 
but sand is a necessary ingredient in all cases where the concrete is required 
to be waterproof, and it is also desirable on account of strength. Recent 
experiments have shown that with different aggregates—the proportion of 
cement, etc., being the same—the concrete made with sand was far stronger 
beth as regards transverse and tensile stress and crushing than that without 
sand. 


Concrete is much used for paving, being made with the very 
best Portland cement into slabs, and then laid like ordinary stone 
flags. 

For this purpose it is preferable to use an aggregate, such as 
shingle or granite, much harder than the matrix, and to use very 
little sand in the latter. 

As the matrix becomes worn away, the pebbles of the aggregate 
project slightly, making the surface slightly rough, and therefore 
less slippery, and at the same time the matrix is protected from 
further wear. 

Mixing.—As before mentioned, the materials are generally 
mixed in a dry state, not upon the bare ground, but upon a clean 
timber or stone platform. The proportions decided upon are 
measured out either roughly by barrow-loads, or in a more precise 
manner by means of boxes made of sizes to suit the relative 
proportions of the ingredients to be used. 

Such boxes, in which the quantities to be mixed together can 
be accurately gauged, should always be used in mixing cement or 
other concretes intended for important work. 
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TABLE showing the Proportions of the Concrete used in various works. 


WHERE USED. PROPORTIONS. FoR WHAT USED. 


1. Peterhead Breakwater | 1 Portland cement . | Concrete blocks, 


Do. 


Do. 


2. Newhaven Harbour . 


3. Wicklow Harbour 


4. Colombo Breakwater 


Do. 


5. Greenock Harbour 


Do. 


6. Docks 
works 


and 
Do. 
Do. 
Do. 


7. Metropolitan Main 
Drainage Works 
Do. 


8. For ordinary build- 
ings 


Do. 


| 1 Portland cement 


Dock- ; 


6 sand, shingle, and broken 
stone, with granite rub- 
ble incorporated therein 

1 Portland cement ; 

5 sand, shingle, and broken 
stones 

1 Portland cement 

4 sand and shingle 
Portland cement 
sand 
shingle 
Portland cement 

7 gravel and sand 


3 stone 

2 sand 

1 Portland cement 

4 stone and sand 

1 Portland cement 

2 sharp sea sand 

4 hand-broken stone (32 


| 2 machine-crushed 


screened stone 
2 Portland cement 
7 sand and ballast 


Portland cement 
6 sand and ballast 
3 granite chips 
1 Portland cement 
13 sand 
5 broken stone 
1 Portland cement 
2 sand 
6 broken stone 
1 Portland cement 
3 sand 
8 broken stone 
1 Portland cement 
4 sand 
9 broken stone 
1 Portland cement 
54 ballast 
1 Portland cement 
6 gravel 
1 Portland cement 
8 gravel 
1 Portland cement 
6 gravel 


eee 


| Cement in bags. 


| Concrete joggles. 


| Western sea-wall. 


- | In breakwater. 


ordinary rings of 
cylinder foundations. 


- | In cutting rings of ditto. 


Facing to quay wall. 
Plastie concrete behind 
sheet piling. 


.| Backing to quay wall. 


Plastic concrete. 


Dock floors and walls to 
low water. 


Dock and basin walls 
between high and low 
water. 

Dock and _ basin 
above high water. 


walls 

Foundations for machin- 
ery, etc. 

For sewers. 

For roofs, floors, etc. 

For walls. 


For floors, roofs, etc. 


186, 


1. Sir John Coode. 


2. M.P.I.C.E., vol. 1xxxvii. p. 99. 


5. M.P.1.C.E., vol. Ixxxvii. pp. 66, 67. 7. M.P.I.C.E., vol. xxv. 8. Building News. 


8. P. 118. 


4. M.P.I.C.E., vol. 1xxxvii. p. 
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The measured materials are then heaped up together, and 
turned over at least twice, better three times, so as to be most 
thoroughly incorporated. 

The dry mixture should then be sprinkled, not drenched, the 
water being added gradually through a rose, no more being used 
than is necessary to mix the whole very thoroughly. If too 
much water be added, it is apt to wash the lime or cement away ; 
at the same time due allowance must be made where the water is 
liable to soak away or to evaporate quickly. 

The moist mixture should then again be turned over twice or 
three times. 

When lime is used it should be in a fine powder. 

If a fat lime (which is almost useless for concrete in most positions), it should be 
slaked and screened. 

If a hydraulic lime, it should be finely ground, or, in the absence of machinery for 
grinding, it should be carefully slaked, and all unslaked particles carefully removed by 
passing it through a sieve or fine screen. 


The lime is often used fresh from the kiln, piled on to the other ingredients during the 
mixing. This is apt to leave unslaked portions in the lime, and is a dangerous practice. 


When Portland cement is used for concrete, it must be thoroughly cooled before 
mixing. Cements of the Roman class should be fresh. 


Laying.—Concrete should, after thorough mixing, be rapidly 
wheeled to the place where it is to be laid, gently tipped (not 
from a height) into position, and carefully and steadily rammed 
in layers about 12 inches thick. 

For large masses a somewhat slow-setting cement should be 
used, and the layers should follow one another so that each is 
laid before the last has had time to set. This leads to a thorough 
key being formed between the layers, by which horizontal joints 
are avoided. 

It is essential that the layers should be horizontal ; if not, the 
water trickling off will carry the cement with it. 

When circumstances require that each layer should be allowed 
to set separately, it should be carefully prepared to receive the 
one that is to rest upon it. 


A common practice, which in former years was much insisted upon, is to tip the con- 
crete, after mixing, from a height of 10 feet, or more, into the trench where it is to be 
deposited. 

This process is now considered objectionable, on the ground that the heavy and light 
portions separate while falling, and that the concrete is therefore not uniform throughout 
its mass. 

Wooden shoots or steeply-inclined troughs are therefore sometimes used, down which 
the concrete is shot from the place where it is mixed to the site where it is to be used. 
Such shoots are also objectionable, because the larger stones have a tendency to separate 
from the soft portions of the concrete. 


Its surface should be carefully swept clean, made rough by 
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means of a pick, washed and covered with a thin coating of 
cement. 

This is especially necessary if it has been rammed, for in that 
case the finer stuff in the concrete works to the top, and also a 
thin milky exudation, which will, unless removed, prevent the 
next layer from adherirfe. 


The joints between the layers are the most important points to be 
attended to in concrete. When the proper precautions have not been taken, 
they are found to be sources of weakness, like veins in rocks, and the mass 
can easily be split with wedges. 

When there is not time to allow each layer to set before the concreting is 
continued, it is better to ram it as quickly as possible, and, before it is set, 
to add the layers above it. 

Anything is better than to allow the layers to be disturbed by ramming, 
by walking over them, or in any other way, after they have commenced 
to set. 

Concrete made with a very quick-setting cement should therefore not be 
used for large masses, and if used, not rammed at all. 

When concrete has to be laid under water, care must be taken that it is 
protected during its passage down to the site of deposit, so that the water 
does not reach it until it is laid. 

This protection is afforded sometimes by shoots, by boxes, or by specially 
contrived iron “skips,” which can be opened from above when they have 
reached the spot where the concrete is to be deposited, so as to leave it there. 
Sometimes the concrete is filled into bags and deposited without removing 
the bags. 

Concrete is also made into blocks varying in size from 2 to 200 tons. 
These are allowed to set on shore, and are deposited, the smaller ones in the 
same way as blocks of stone, those of enormous size by special arrangements 
which cannot here be described. 


Plastic Concrete* is a name that has been given to concrete that has been mixed with 
a very small proportion of water, allowed to set for from 2 to 5 hours, according to the 
state of the weather, and a little quick-setting cement—such as Roman, Medina, or 
Orchard—added to it just before it is placed in skips and deposited under water. 
Concrete deposited in this condition is said to resist the action of the sea and to unite 
with that previously in position better than concrete deposited in the ordinary liquid 
condition. On the other hand, it is said that the disturbance of the concrete after it has 
commenced setting prevents it from ever attaining a proper hardness. The material has 
not at present been sufficiently used for any decided opinion to be given with regard to 
its merits. 


The Cementing Material to be used for Concrete.—It is hardly 
necessary to say that when there is a choice the strength and quality of the 
cementing material should be in proportion to the importance of the part the 
concrete has to play. 

Thus fat lime concretes would be objectionable almost anywhere except as 
filling in the spandrils of arches. 


1 RE. Corps Papers, vol. xxii. 2? M.PIC.E., vol. \xxxvii. p. 66. 
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Hydraulic lime, or cement, is advisable for concrete in nearly all situa 
tions. 

Eminently hydraulic limes should be used for concrete foundations in 
damp ground, and in the absence of cement for subaqueous work of any kind. 

Portland cement concretes are adapted for all positions, especially for 
work under water, or where great strength is required ; also in situations 
where the concrete has to take the place of stone, as in facing to walls, copings, 
etc. etc. 

For work to be executed between tides, where the concrete is required to 
set quickly but not to attain any great ultimate strength, Roman or Medina 
cement may be used with advantage. 

When, for the sake of its strength, Portland cement concrete is necessarily 
used under water, it must be protected by canvas covering or other means 
from any action which would wash it away before it had time to set. 

When concrete is likely to be exposed to great heat, as in fire-proof floors, 
gypsum has been used as a matrix (see p. 251). 


Bulk of Concrete produced.—The bulk of concrete obtained 
from a mixture of proper proportions of cement, sand, and aggre- 
gate, varies considerably according to the nature and proportions 
of the materials and method of treatment; but it should in general 
be a little more than the cubic content of the aggregate before 
mixing, as the other substances, if in proper proportion, should 
nearly fit into and disappear in its voids. 


The following examples show how the bulk of concrete produced varies 
according to circumstances :— 
Concrete of 1 Portland cement? to 6 shingle (or broken stone) and 2 sand. 
27 cubic feet shingle or broken stone, 
9 ee sand, 
4h, Portland cement (34 bushels), 
25 gallons water, 
Concrete of 1 Portland cement to 6 broken brick and 2 sand. 


Make one 
cubic yard 
of concrete. 


30 cubic feet broken brick 2” mesh, 
10 sand, Made one 
5 Portland cement, cubic yard 
of concrete. 
12 gallons water, 


Concrete of 1 Portland cement to 7 Thames ballast’ (consisting of 
2 stone 1 sand). 
33 cubic feet ballast, \ Make one 
44 cubic feet Portland cement (34 bushels), cubic yard 
30 gallons water, { of concrete. 
Conerete of 1 Portland cement to 12 gravel, used at Chatham dockyard. 
322 cubic feet gravel (before shrinkage), Made one 
22 ss Portland cement, cubic yard of 
50 gallons water, concrete in situ. 


1 Hurst. 
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Concrete of 1 Portland cement to 8 stone and sand, used at 
Cork Harbour works. 
27 cubic feet stone broken to 14-inch gauge, | Made one 


9 bs sand, > cubic yard of 
4p, Portland cement, concrete in situ. 
In some concrete landings made with breeze from gasworks and 
Portland cement. 

Made one 
cubic yard of 
concrete in situ. 

Concrete used at Portland Breakwater Fort, stone used in two sizes and 
mortar mixed separately. 
14 cubic feet stones broken to 34-inch gauge, 
pat do. 14 2 
10 ‘ey sand, 
5 ie Portland cement, 
234 gallons water, 


29 cubic feet breeze broken to ? gauge, 
8 Pe Portland cement, 


Make one 

cubic yard 

of concrete 
im situ. 


After being rammed the concrete is compressed into about 
nine-tenths of the volume it occupies when first made, 


Selenitie Concrete.—Concrete may be made with selenitic cement mortar 
as the matrix. 

Portland cement is sometimes added in small quantities to the selenitic 
cement. 

“From a series of experiments made on behalf of the patentees, it appears 
that a mixture of one part of Portland, four parts of selenitic cement, and 
twenty-five parts of sand, was if anything superior to the same Portland 
used with four parts of sand.” 1 

The patentees’ directions for preparing the concrete are as follow :-— 


For Concrete.—4 full-sized pails of water ; 2 bushels of prepared selenitic lime; 2 
bushels of clean sand. 

These ingredients are to be mixed as before in the edge-runner or tub, and then turned 
over two or three times on the gauging-floor, to ensure thorough mixing with 12 or 14 
bushels of ballast. When the tub is used the sand. will be first mixed dry with the ballast, 
and the lime poured into it from the tub and thoroughly mixed on the gauging-floor, 
An addition of one-sixth of best Portland cement will be found to improve the setting, 


EXPANSION oF ConcrETE.—Concrete, when made with hot lime or 
cement, swells to an extent amounting to from one-eighth to three-eighths 
of an inch per foot of its linear dimensions, 

This is owing to the imperfect slaking or cooling of the lime or cement. 

It is probable that when such expansion takes place there is a slight dis- 
integration throughout the mass of concrete, and that its coherence is destroyed, 

It has been ascertained by experiment that when lime or cement is care- 
fully slaked the concrete practically does not expand at all, and concrete 
should be so carefully prepared that no expansion will take place. 

In masses of concrete, thin in proportion to their area—such as concrete 


1 Building News, 80th January 1874. 


CONCRETE. — 225 


laid tm situ instead of paving—cracks are sure to occur unless the area is 
divided into portions by the introduction of laths so as to break up the surface 
by dry open joints at intervals. 

The expansion which occurs in concrete made with hot lime or cement 
has been taken advantage of in underpinning walls that have settled in parts ; 
hot concrete forced tightly into openings made below the faulty portions, 
expands and separates, filling the opening, and lifting the superincumbent work 
into its proper position. 

Uses of Concrete.—Concrete has long been used for the foundations of 
structures of all kinds, and for filling in the spandrils of arches or the hearting 
and backs of walls. 

Of late years, as the material has improved, it has been employed for many 
other purposes, a few only of which can now be mentioned. 

The walls of ordinary houses, as well as the more massive walls of engineer- 
ing structures, are now frequently built in concrete, either in continuous 
mass or in blocks. :; 

Concrete is also used for walls in the form of slabs fitted into timber 
quartering ; and in hollow blocks, something like those of terra cotta (see p. 
131), filled in with inferior material. 

This material is also adapted for arches, for stairs, for flooring of different 
kinds (see Chap. viii., Part II.), and even for roofs. 

It can easily be made in slabs well fitted for paving (see page 76), and by the 
use of wooden moulds can readily be cast in the form of window sills, lintels, 
dressings of all kinds, steps, etc, and can even be used for troughs and cisterns. 

Drain pipes and segments of sewers are also sometimes made of concrete. It 
was thought that the acids in sewers might act upon the cement, but this has 
been found practically not to be the case. 

The different methods of building monolithic walls, of making blocks, and 
of casting concrete into different forms, cannot here be entered upon. 

Béon is a name given by some writers to any concrete made with hydraulic 
lime or cement. 

By others a distinction is made between the two, concrete being the name 
given when the materials are all mixed together at once, and beton when the 
mortar is made separately. 

Practically, however, the word “concrete” covers any form of artificial con- 
glomerate, except artificial stones, which receive distinct names under various 
patents (see p. 74). 

Corgnet’s Béton Aggloméré is a description of concrete made from a mixture 
of Portland cement and lime, to which is added a large proportion of sand, no 
gravel or broken stone being used. 

The ingredients are moistened with a minimum quantity of water and 
pugged in a special mill ; after which the mixture is thrown into a framework 
of the shape the concrete is intended to assume, and rammed in layers about 
6 inches deep. 

This material has been largely used in making the Paris sewers, and also 
occasionally in this country. 

Some experiments made to contrast Coignet’s Béton with Portland cement 
concrete showed the former to be a weaker material than the other.1 


- ess 


* M.P.I.C.E., vol. xxxii. Grant’s Experiments. 
B.C.—III Q 
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ftock Concrete Tubes with rebated end joints are made at the Bourne Valley Works 
from the best Portland cement with carefully selected aggregates. These are filled into 
iron moulds by machinery under heavy percussive action. They are used chiefly as a sub- 
stitute for brick sewers of from 21 to 36 inches diameter. and are found superior to them in 
every way.! 


EXPERIMENTS ON THE RESISTANCE OF CONCRETE TO COMPRESSION, 


The following particulars are extracted from the accounts of the well-known 
experiments by Mr. J. Grant.? 

Strength of Concrete.—Concrete blocks 12 inches cube, made of Port- 
land cement, weighing 110°56 lbs. per bushel. This cement (neat) broke 
under a tensile stress of 427 lbs. per square inch after seven days’ immersion 
in water. 

The blocks were made in layers 1 inch thick, and compressed by ramming, 
or in a hydraulic press. 

They were kept twelve months before being tested—half of them in air, 
the others in water. 


CRUSHED AT TONS. 
Composition of = 
a . Blocks kept in } Blocks kept in 

Air. Water. 

Cement. Ballast. Tons. Tons. 
ier abOg ell 107* 170* 

| Eo heea Rta, 149 160 

| Bp casa 113 115 

1 Des ae: 103 108 

Le te a.) 89 99 

a ee ara: 80 91 

ADT ace ay / 75 80 

1 beets eee 61 76 

j deeb aeeal 54 68 

Bees seeded) 48 48 


* Exceptional. 


These experiments showed that the blocks made with the larger proportions 
of cement are the stronger, the strength being nearly in proportion to the quan- 
tity of cement. 

Further experiments showed that compressed blocks were “ apparently 


1 Manufacturers’ Circular. 
2 Proceedings Institute Civil Engineers, vol. xxxii. Table 1, Appendix. 
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stronger than uncompressed blocks in larger proportion than their difference 
in density.” 

The relative strength of the concrete cubes made with different kinds of 
aggregate is shown in the following Table. 

Several different proportions between the aggregate and cement were tried, 
but the following relate to cubes containing eight parts of the aggregate to one 
of coment. 


BLocks 12 inches cube (compressed), 8 Aggregate to 1 Cement." 


These experiments showed that the concrete of pottery or broken stone was 
stronger than that of gravel, probably because in the latter case a good deal 
of the cement is taken up in binding the particles of sand together ; partly 
because the gravel was wanting in angularity. 

Tar Concrete is made of broken stones and tar. 

About 12 gallons tar are used per cubic yard concrete. 

If the tar is too thin, pitch is added to bring it to the proper consistency. 

Adding 4 to 1 bushel of dried and pounded chalk, or dead lime, dried clay, 
brick dust, or pounded cinders, etc., to every 12 gallons tar, tends to harden 
the mass. 

The materials should be heated, or, at all events, be made perfectly dry, 
before admixture with the tar.? 

Mineral tar or bitumen is better for the purpose than coal tar. The former 
contains an oil which in coal tar is very volatile—escapes, and leaves the tar 
brittle. 

Iron Concrete is composed of cast-iron turnings, asphalte, bitumen, and 
pitch. 

Gas tar is sometimes substituted for the asphalte. 

This material has been tried as a backing for armour plates in iron for- 
tifications. 


| CRUSHED AT Tons. 
i Material for 
\ Aggregate. 
| Blocks in Air. |Blocks in Water. 
Ballast . | 61 76 
| Portland stone ' 110 126 
{ } 
Gravel... 74 | 85 
i { 
| Pottery | ae 
| | KR aS 
| Slag ae 85 70 
aes | z 
bMlinty oh ies 117 
Glass | 65 94 


Concrete consisting of 1 part iron borings to 34 of gravel (by bulk) was used with 
success at the Stranraer Pier.* 


Lead Concrete, made of broken bricks immersed in lead, has also been 
used in iron forts. 


' M.P.I.C.E. vol. xxxii. Table 5, Appendix. ¥* Hurst. % Stevenson On Harbours. 
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MORTAR-MIXING AND CONCRETE-MIXING 
MACHINERY. 


Mortar-mixing Machines.— Mortar-Mull driven by Steam Power.—A full 
description of the different machines in use for mixing mortar would be out 
of place in these Notes, but a glance at one or two of the commonest forms 
may be useful. 

The mortar-mill in ordinary use on large works is shown in Fig. 103. 

A cast-iron pan, P, about 6 or 7 feet in diameter is made to revolve by 


Fig. 1038. Mortar-Mill. 


machinery under a pair of heavy cast-iron rollers filled with concrete, and 
weighing from | to 3 tons the pair. 

The ingredients of the mortar are thrown into the pan while it is revolving ; 
plates of iron, marked k& in the figure, are fixed in suitable positions to 
guide the material, so that it may all come under the rollers, 

The pan has a loose bottom of cast iron, formed in segments, which can be 
removed and replaced as they wear out. 

Machines of this description are generally driven by a small portable 
engine, a 4-horse power engine being required for a 6-feet pan, and in pro- 
portion for other sizes. The band from the engine is passed over the driving- 
wheel D, ‘and thus turns the spur-gearing which moves the pan. 

These mills are made in different sizes, the pans varying in diameter from 
5 to 10 feet ; the rollers from 2 feet 8 inches to 3 feet 6 inches. 

A mill with a 7-feet pan will turn out about 14 cubic yard of ordinary 
lime and sand mortar per hour ; if, however, the mortar is made with burnt 
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ballast, or brick rubbish, which requires grinding as well as mixing, only about 
1 cubic yard per hour will be turned out. 

Portable Mortar-Mill.—For smaller works, and those which are scattered 
—as, for instance, along a line of railway—a portable mortar-mill may be 
used (see Fig. 104). 

This machine somewhat resembles the one last described, but is mounted 
on wheels, and carries a small three horse-power engine with it. 

The pan of this machine is sometimes 5 feet, sometimes 6 feet in diameter ; 
the rollers 2 feet 8 inches or 3 feet in diameter. 


Fig. 104. Portable Mortar-Mill. 


Such a machine will mix enough mortar to keep ten or twelve bricklayers 
at work, 


Fig. 105. Horse Mortar-Mill. 


Horse Mortar-Mill.—A special mill, made by Messrs. Huxham and Brown of 
Exeter, to be worked by horse-power, is shown on Fig. 105. 
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Hand Mortar-Mill.—For still smaller works hand mortar-mills may be 


used of the forms shown in Fig. 106. 


The ingredients of the mortar are poured into the hopper H, and find their 
way into the cylinder C, which contains a series of blades fixed on a central 
shaft, and made to revolve by means of the handle. 


Fig. 106. Hand Mortar-afill. 


It is stated that by the aid of this machine one boy can keep eight men at 
work, and that one man using it can keep twenty men at work. 

Concrete-mixing Machines.—Concrete can be thoroughly well mixed by 
hand in small quantities ; but when large quantities have to be dealt with, 


UR 


Fig. 107. Inclined Cylinder Concrete-Mixer. 


two or three forms that are commonly used, 
would be applicable in ordinary cases, 


it is difficult, without good 
organisation, discipline, and 
very close superintendence, 
to ensure the thorough in- 
corporation upon which the 
quality of the material so 
much depends. 

In most cases the use of 
machinery is a cheap as well 
as an efficient way of mixing 


large quantities, 

Several arrangements have 
been devised at different 
times, suited to the peculiar 
circumstances of particular 
works, but it is proposed to 
describe in these Notes only 
and one or other of which 
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Inclined Cylinder Machine—A simple form of concrete-mixer consists in 
an inclined hollow iron cylinder mounted as shown in Fig. 107. 
The ingredients of the concrete are filled in by the aid of a hopper through 
a door at either end, and the cylinder is made to rotate, the band of the 
engine being passed round the driving-wheel D. 
The eccentric motion of the cylinder causes its contents to be rolled over 
and over, thrown from side to side, and end to end of the cylinder, and thus 
thoroughly mixed. 
A modification of this machine was used at the old Dover Harbour works. 
This machine is made in four sizes, containing respectively 4, 3, 7, and 1 


cubic yard. 
Fig. 107 is taken from the circular of a manufacturer, Mr. H. Sykes, of 66 


Bankside, London. 

Messent’s Patent Concrete-Miaer.—The following description of this machine 

and the illustration Fig. 108, are taken from the circular of the makers, Messrs. 
Stothert and Pitt of Bath. 

| “ Tt consists of a closed box or chamber, A, revolving on an axle, and of such a 

form as, when half filled with the materials for making concrete, to cause them 

| to be turned over sideways, as well as endways, four times in each revolution 


Fig. 108. Messent’s Concrete- Mixer 


The dotted lines show different positions of the hopper, and also the mixer after a quarter revolution. 


of the chamber, so that, in from six to twelve revolutions (the number neces- 
sary being varied according to the weight and nature of the materials), a more 
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perfect mixture is effected than can possibly be produced by hand, or (except 
in a much longer time) by any other machine.” 

“The mixer is worked by hand or steam power, and is mounted on a trolly 
of the ordinary railway gauge, and travelled by the same handles that are 
used for turning it. The travelling gear can, however, be disengaged when 
the machine has to be taken a long distance by horse or locomotive. 

“For filling concrete into a trench, or the hearting of a pier, the machine is 
supported over the opening, on two balks of timber; a waggon containing the 
gravel (and cement in bags) follows on the same line. The hopper H, shown 
in the figure, suspended from a davit, is made to contain the proper measure 
of gravel for a charge, whilst the bags contain the proper quantity of cement, 
and a cistern near at hand (filled by a flexible hose) the proper quantity of 
water. ‘Two men standing on the waggon (the sides of which are generally 
raised so that it contains about twice the quantity of an ordinary earth waggon) 
are able to fill the hopper, in the time employed by four men to give the 
mixer the requisite number of turns, For counting these, a tell-tale is pro- 
vided, which indicates when the proper number of turns is completed ; the 
mixer is then stopped with the door downwards, The door fastening is released, 
and the charge of concrete falls into its place, the discharge being instantaneous. 
The opening of the mixer is then turned upwards as in the figure, the door is 
opened (through the dotted arc, as shown), the hopper, suspended from the 
davit, is brought over the opening and at once discharged into it, and the 
water is run in from the cistern at the same time, The door, which closes 
water-tight, is then shut, and the mixing resumed, the hopper being mean- 
time refilled for the next charge. 

“For making concrete blocks, the hand mixer is mounted on a light travel- 
ling frame, capable of being moved from one mould to another, and the 
materials filled into a large tray, holding from 10 to 15 tons, ere lifted on 
to a raised portion of the travelling frame by the steam travelling crane 
provided for lifting the concrete blocks. 

“With the hand-mixer above described, a gang of six men, with a boy for 
attending to the water cistern, can make from 30 to 40 cubic yards of concrete 
blocks, and a larger quantity of concrete in bulk in a trench in a day, of better 
quality and at a cheaper rate than can be done by shovel mixing ; and when 
the mixers are turned by steam, as at Aberdeen, etc., twice the above quantities 
are made, 

“The mode of applying steam-power varies with the locality and the quan- 
tity of work to be done. 

“The great advantages of this mixer over others, are its portable shape and 
self-contained arrangements, which enable it to be easily moved and used in 
different parts of a work, dispensing with mixing platform and measures ; its 
economy, and above all, the rapid and perfect amalgamation of materials 
effected by it, producing, for a certainty, with moderate supervision, concrete 
of superior strength and quality.” 

The machine just described was invented by Mr. Messent, the engineer 
of the Tyne Pier works, Tynemouth. 

It has been extensively used on the Tyne at the new breakwaters ; at the 
harbour works, Aberdeen ; at the Surrey Commercial Docks, London ; for the 
Sulina works at the mouth of the Danube ; for the Alexandria Dock works 
at Kurrachee, ete. etc. 

‘aylor’s Patent Concrete Mixer is shown in elevation in Fig. 109. This 
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figure and the following description of the machine are from the catalogue 
of the makers, Messrs. Stothert and Pitt, Bath. 


Fig. 109. 


“The above illustration, Fig. 109, shows a Taylor’s Patent Concrete Mixer, of 
1 cubic yard nominal capacity. This mixer combines the advantages both of the 
continuous and the intermittent systems. The steel mixer body is formed by two 
truncated cones bolted, or riveted, together and connected to the hopper in such a 
way that the charge can be admitted without stopping the machine. 

‘‘The method of working is as follows :—The hopper is filled up to the gauge mark 
with ballast, sand, and cement tipped in from measured bags. The sliding door at 
the bottom of the hopper is then opened, and the charge passes into the mixer body. 
After a few revolutions to ensure the thorough incorporation of the dry materials, 
water is admitted—without stopping the machine—through a hollow shaft to the 
end of which is attached a pipe fitted with a perforated nozzle, by which means the 
water is sprayed over the dry materials. When the mixer has made a further fifteen 
to twenty revolutions, four doors in the mixer body are opened simultaneously, 
allowing the concrete to fall through a shoot into skips placed underneath the 
machine, the mixing body continuing to rotate during the whole operation. Whilst 
one charge is being mixed in the mixing body, the charging hopper is being refilled, 
thus making the whole process practicaily continuous. 

‘These mixers are made with steel framing, as shown above, and if required can be 
fitted with wheels for any gauge, making the machine portable. They can also be 
provided without the stecl framing, ready to fasten to timber beams in a mixing 
house. The machines can be fitted with elevators for conveying materials to the 
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hoppers, engines, boilers, and self-propelling gear, forming a self-contained port- 
able plant.” 


This machine has been extensively used in H.M. Dockyard Extension 
Works at Keyham, and elsewhere, and has been found to give excellent 
results in practice. 

The Carey-Latham Concrete-Mixing Machine consists of an arrangement 
of buckets like those of a dredger. These deliver the sand and ballast into 


Fig. 110. 


a mixing cylinder, where they are met by a continuous supply of cement— 
the whole are mixed first dry by revolving blocks until they reach the 
middle of the cylinder, where the water is added through a perforated shaft, 
and the mixing is completed with the materials in a wet state. 

The quantity of sand in proportion to the ballast is regulated by the 
arrangement of the buckets, that of cement by an archimedean screw. The 
machine thus measures as well as mixes the materials, It is made in various 
sizes to deliver from 5 to 70 cubic yards per hour. 

The fig. and part of the above description is from the makers’ circular, 

Ridley’s Concrete-Mixer has a fixed inclined cylinder, with a central shaft 
carrying longitudinal shelves, which lift the materials as the shaft revolves, 
and mix them together. 

Stoney’s Concrete-Mizer is an inclined open iron trough having a shaft 
passing through its centre, with projecting blades which revolve and mix the 
materials. 

American Concrete-Mixer—This machine consists of a long box or shoot 
divided vertically into compartments separated from one another by doors. 
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The ingredients are placed in the uppermost compartment, and the doors 
being opened by long levers worked from the top of the shoot, the materials 
fall gradually from one compartment to the other until they reach the bottom 
of the shoot thoroughly mixed. 

The advantage of this arrangement is that the lower end of the shoot may 
be placed at the point where the concrete is to be deposited, so that any 
further handling of the concrete after mixing it is unnecessary. 

This machine is not used in England, and therefore no illustration of it is 
given. 


ON THE ACTION OF FOREIGN CONSTITUENTS IN 
LIMESTONES AND CEMENTS. 


The following isan attempt to convey some information with regard to the peculi- 
arities connected with the burning, setting, etc., of limes, cements, and mortars of 
different classes. 

The subject is one almost too intricate for a treatise of such an elementary character 
as this, in which much chemical knowledge cannot be presupposed. Nevertheless 
it is touched upon, for without some idea of the principles involved, all dealing with 
these important materials must be conducted entirely by rule of thumb, or guess work. 

A very slight acquaintance, however, with the changes that take place during the 
different operations will enable the student more easily to remember, and more in- 
telligently to avail himself of, the several characteristics of different limes and 
cements. 

Pure or Fat Limes.—From the experiments made with limes of which the com- 
position is accurately known, it is evident that the differences in their slaking and 
setting properties are due to the nature and proportion of the foreign constituents 
they contain. These are chiefly clay and magnesia. Pure or fat limes contain none 
of these foreign constituents. 

OALCINATION.—Pure carbonate of lime! contains nothing but lime, carbonic acid, 
and water. When it is calcined the carbonic acid and water are driven off by the 
heat, and pure quicklime remains. 

SLAKING.—Such a quicklime, when slaked, shows very violent action, great heat 
is evolved, the mass is greatly swollen, and thoroughly disintegrated. 

Srrring.—The residue left after slaking is soluble in water, and has within itself 
no constituent which will enable it to solidify, except to a very slight extent. It 
is therefore constantly soft when in a moist situation, and will dissolve under water. 

Such portions of its surface, however, as are exposed will imbibe carbonic acid 
from the air, and will be reconverted into a crust of carbonate of lime, as before 
described (p. 152). 

MorRTAR MADE FROM Fat Limn.—It has before been pointed out that the addition 
of sand improves the setting of fat limes— 

1. Because the porous structure caused by the presence of the sand enables the 
carbonic acid of the air to penetrate farther, and thus to reconvert a greater depth 
of the lime into carbonate. 

2. Because the particles of lime adhere more firmly to particles of sand than to 
one another. 

It has been stated also that pure silica in the shape of sand acts merely mechanic- 
ally, and enters into no chemical combination with the lime. 

For all practical purposes this is true, but experiments have shown that in the 
course of several years some such action does take place to a very slight degree. 

In Petzholt’s experiments (described by General Gilmore) he found— 


1 Calcium carbonate. 
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1. That in mortar one hundred years old there was more soluble silica than in the 
original lime. 

2. That in mortar three hundred years old there was three times as much soluble 
silica as in the mortar one hundred years old. 

Now, it is a well-known chemical fact that silica does dissolve in alkaline water, 
though with extreme slowness; and in this case, no doubt, in the course of a 
hundred years, a small portion of silica had been so dissolved, and thus enabled 
to attack the lime. 

On the other hand, General Scott mentions a case in which fat lime mortar from 
a wall five years old was found to be set only on the exterior, and to be in a friable 
pulpy state inside. Also another case of fat lime mortar fifty years old, which was 
so soft that it could be beaten up with a trowel. 

On the whole we may allow that in fat lime mortar made with siliceous sand a 
minute proportion of silicate is formed in the course of many years. However, the 
time required to develop this action is so very long that the fact is of no practical 
importance to the engineer or builder. 

The hardening of lime does not depend merely upon the chemical effect of the 
combinations which result in the formation of the carbonate, and to a slight degree 
of the silicate. 

It is also caused partly by the crystallisation of the hydrate of lime. The water 
in fresh mortar contains lime in solution. As the mortar dries the water evaporates, 
and leaves crystals of lime deposited upon the adjacent particles of lime or sand. 
These crystals attach themselves firmly to the particles, and will withstand a con- 
siderable tensile force. 

In the same way, wherever the air can penetrate, the carbonic acid contained in it 
combines with the lime, and deposits crystals of carbonate of lime. 

As before mentioned, the formation of silicates in a fat lime mortar, if it ever 
occurs, is so slow as to be of no practical value. 

The uselessness of fat lime mortar for good work is shown by the following 
extracts from some of the greatest authorities on the subject :— 

Sir Charles Pasley says that ‘‘ chalk-lime mortar when wet is a pulp or paste, and 
when dry it is little better than dust.” 

Vicat says, ‘‘ Their use should for ever be prohibited in works of any importance,” 

General Freussart says, ‘‘ Where good hydraulic lime is to be had, no other kind 
should be used for any purpose whatever.” 

General Scott, in a paper on the subject, says, ‘‘In the foregoing remarks the 
worthlessness of pure or fat lime mortars for all constructions, and especially for 
such as involve the use of heavy masonry, or which will remain damp for any 
length of time, has been insisted on ; and it has been explained that their unfitness 
for thick and damp walls results from their not containing within themselves any 
property by which solidification can be brought about.” 

Hydraulic Limes and Cements containing Clay.—With a lime containing 
clay the action is different from that of a pure lime, and not quite so simple. 

Before attempting to explain this action it will clear the ground to make a few 
remarks regarding the nature and composition of clay. Some of the information 
now about to be given has, however, been anticipated in the chapter on Bricks, 

Clay is a compound of silica and alumina with water, chemically known as 
‘hydrated silicate of alumina.” ‘ 

Silica and alumina alone, or in the presence of each other, are infusible, except 
at extremely high temperatures. 

The presence of iron, however, causes the mixture (silica, alumina, and iron) to 
fuse at a comparatively low temperature. 

The same effect is produced to a still greater degree by potash, soda, and chlorides 
of potassium and sodium. 

Many clays naturally contain iron and also the alkalies above mentioned. 

Lime is also an infusible substance. When burnt with clay the lime is attacked 
by the alumina as well as by the silica of the clay, and both silicate of lime and 
aluminate of lime are formed. 
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CALCINATION.—When a limestone containing clay is burnt, the carbonic acid 
from the carbonate of lime and the water from the clay are partially or wholly driven 
uff, and the ingredients are re-arranged in a new set of compounds, the exact nature 
of which varies both with the original composition of the stone, and with the degree 
to which it is burnt. In general termsit may be said that these compounds consist 
of quicklime mixed with silicate of lime and aluminate of lime. 

The silicate of lime is formed at a comparatively early stage in the burning, but 
it is only at the higher temperatures that the alumina and lime enter into combina- 
tion to form aluminate of lime. 

When the burning has been carried to the proper point, these substances are left 
in a condition in which they will combine with one another and with a proportion 
of water (when made into a paste with the latter). During this combination they 
form a new set of compounds, and eventually yield a hard substance insoluble in 
water. 

‘¢When Portland cement is thoroughly well made, hardly any causticity can be 
detected by the tests owing to the silicates which have formed round the particles 
of quicklime.” } 

The limit of temperature to which the burning should be carried varies for 
different stones, and can only be found out experimentally. 

The proportion of clay contained by the limestone, also the composition of the 
clay, both affect the question of the degree of burning, and it will be well to con- 
sider these points separately. 

PROPORTION oF CLAY.—Zffect in Stones burnt at a moderate temperature.—lIf the 
stone contain a large proportion of clay and is burnt at a moderate temperature, the 
silicic acid in the clay attacks the lime, forming calcium silicate. The alumina in 
the clay does not combine with the lime as long as the temperature is moderate. 

If there be sufficient clay present, the whole of the lime is so converted into silicate 
of lime, and the result is a quick-setting cement like those of the Roman class. 

If there is only a small amount of clay (that is, not sufficient to provide the 
necessary amount of silica for the conversion of all the lime into silicate), some of 
the lime will be left uncombined—.e. in a quick state. This uncombined lime will 
slake upon the addition of water. 

The slaking action will, however, be sluggish as regards the mass of the stone, 
for it is impeded by the presence of the clay. 

Such a state of things exists in hydraulic limes; in these the greater part of the 
compound body has been converted into a silicate of lime; but there is sufficient 
uncombined quicklime remaining to develop a slaking action. This action, how- 
ever, is in most cases feeble, and sometimes almost suppressed, in consequence of the 
bulk of quicklime being so small in comparison with that of the mass. 

Effect in Cements burnt at a high temperature.—When, however, the calcination 
is carried to a further stage, and the stone is burnt at a very high temperature, not 
only is the carbonic acid driven off and some of the lime converted into silicate of 
lime, but a further combination takes place—the alumina of the clay combines with 
the lime, forming alwminate of lime, and at the same time a further silicate of lime 
is formed. In addition to these combinations, there are others of an intricate 
character which result in the formation of double silicates of lime and alumina. 

The aluminate of lime was found by M. Frémy to set readily, when powdered and 
wetted, without access of air, and also to be capable of cementing together inert 
particles such as those of sand. 

The double silicates of lime and alumina also have the property of setting when 
hydrated—z.e. when mixed with as much water as they will take up. 

When Portland cement is raised to the very high temperature necessary for the 
proper burning of that material, the whole of the lime in the mixture is converted 
into either silicate or aluminate—the entire mass is composed of either one or the 
other of these compounds, and the result is great strength. 

In an wnderburnt Portland cement, however, the alwminate is not formed, some 
of the lime is left free ; the resulting cement is quick-setting, but weak and apt to 


1 Scott and Redgrave ; MI.C.L,, vol. xii. p. 78. 
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‘‘blow,” the uncombined particles of lime slaking either when they are wetted, or 
after a considerable lapse of time. 

Composition or CLay.—If the clay contains a large proportion of iron and 
alumina (especially of iron) as compared with the silica, the calcination must be at 
a comparatively low temperature, or the particles will be fused. 

In the Roman, Medina, and Atkinson’s cements the quantity of iron and alumina 
together nearly equals the silica. These are therefore burnt at a low temperature. 

When, however, the iron and alumina are in comparatively small proportion com- 
pared with the silica, the mixture can be burnt at a very high temperature without 
danger of fusion. This is the case with Portland cement. 

The presence of potash or soda in conjunction with the alumina produces the same 
effect as the presence of iron, but to a greater degree. If material containing them 
be exposed to a high degree of calcination, it will fuse into glass or slag. 

The same relation holds good between the composition of the clay in hydraulic 
limestones and the temperature at which they are burnt. 

‘The larger the amount of the iron and alumina present, the more readily will 
the lime and the clay, when the limestone is raised to a red heat, pass successively 
from that condition in which the lime retains all its own proper energy for water 
to that in which the lime and clay prefer, in partnership as it were, to enter into 
combination with it in a gradual and quiet manner, and to that in which the 
formation of the silicates is completed without the intervention of water, and the 
resulting vitrified compounds show themselves quite indifferent to it, or are only 
affected by it after having been submitted to its action for some time.” 1 

EFFECTS CAUSED BY DIFFERENT DEGREES OF CALCINATION.—It has already been 
pointed out that the temperature at which the calcination is effected greatly 
influences the nature of the hydraulic lime or cement prodaced. 

As a general rule slight calcination produces the quickest-setting cements, and 
prolonged calcination those which have the greatest strength. 

Hydraulic Limestones.—When a stone yielding hydraulic lime is subjected to too 
high a temperature, the effect will be to partly fuse the particles, which prevents 
them from absorbing water and slaking at once. They thus form either a totally 
inert substance, or one which slakes after a lapse of some considerable time. 

Hydraulic limestones should therefore be burnt at a moderate temperature. 

Cement Stones containing a small amount of Clay.—With a stone containing the 
smallest quantity of clay required to form a cement, a slight calcination will not 
carry the combination far enough to form a strong cement, and the result will 
probably be either a hydraulic lime which slakes on the addition of water and sets 
afterwards, or a mixture of quicklime and quick-setting cement, the latter of which 
sets first, and is then broken up by the slaking of the lime. 

A high degree of calcination produces a cement of great strength; the best Port- 
land cement is therefore produced by burning at a high temperature. 

If, however, the calcination be carried too far, the extreme heat will vitrify the 
cement, and make it almost entirely inert. 

Cement Stones containing alarge proportion of Clay.—Stones containing much clay 
give, on the other hand, the best result with a slight calcination, many indeed at a 
point short of the expulsion of the carbonic acid. A higher degree of heat, sufficient 
to make the whole of the lime caustic, sometimes gives a mixture of lime and 
cement like that produced by under-burning a slow-setting cement, or it may give a 
slow-setting cement. 

The point of vitrification is reached much sooner in such a stone, especially if the 
clay contain much soda, potash, or iron. 

Roman cement and others of the same class are produced from stones containing 
a large proportion of clay and of iron, and are therefore burnt at a low temperature. 

The foregoing is only a general sketch of the results of the burning process, to 
«hich there are many exceptions caused by peculiarities of composition. 

Some stones yield—1, a cement; 2, an intermediate lime ; 3, a cement ; 4, an 
Beer cbtec ier eLniines se tis AN ois aN, Saas Sea UT eam 8 OSE oy pu ae 

1 General Scott ; 2. #. Corps Papers, vol. xi. 
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inert substance : 5, a cement ; and 6, an inert substance again, in the order given, 
and at progressive increasing degrees of calcination. 

SLakine.—This action also is influenced by the proportion of clay contained in 
the lime. 

If the burnt stone contains so small a proportion of clay that the silicates and 
aluminates cannot combine with all the lime, a certain proportion of quicklime is 
left in an uncombined or free condition. This causes a modified slaking action, 
more or less marked in proportion to the amount of free lime that is present. 

In proportion as the amount of clay increases, and therefore in proportion as the 
free quicklime diminishes, eg. in hydraulic and eminently hydraulic limes, this 
slaking action is more and more suppressed. 

Finally, in the case of cements, where the quantity of uncombined lime is re- 
duced to a minimum, the slaking action entirely disappears, and the setting process 
begins immediately upon the addition of water. 

SETrinc.— We see, then, that after the processes of burning and slaking hydraulic 
limes containing clay, there is left within them a mixture of pure lime and silicates, 
or of pure lime, silicates, and aluminates, ready to combine, if a proper communica- 
tion is provided to bring them into contact. 

When the lime is placed under water, this is effected, for the water at once com- 
mences to disseminate and in some degree to dissolve the particles of pure lime; 
these mingle with the silicates (many of which are also partially soluble), and com- 
bine with them, one by one, by slow degrees, to form a new set of hydrated silicates. 

It is evident, then, that the water acts by enabling the particles of alumina and 
silica to get at the particles of lime, and thus to attack them; whereas if the 
particles remained in a dry state, they would lie within a short distance of one 
another, without ever combining. 

A certain proportion of the water also plays another part, by itself combining 
with the silicates and aluminates to form hydrated compounds, which set by crystal- 
lising, and pass into the solid state. 

This explains why mortars of hydraulic limes should not be allowed to dry too 
quickly. The dissemination and dissolution of the particles is thereby stopped, and 
the setting process impeded. 

A properly burnt lime, containing sufficient clay, when saturated with moisture 
after calcination, or when quite immersed, is therefore in a favourable condition for 
forming the hard and insoluble compound above mentioned ; in fact its composition 
adapts it for setting under water. 

Even in the case of fat limes the presence of moisture for a certain time is useful, 
for it enables them more readily to absorb carbonic acid from the air. In hot 
countries it is necessary that work in which they are used should be kept moist for 
some time, otherwise the mortar will be in a granular crumbly state, it will not 
readily absorb carbonic acid, and the lime will not enter the crystalline condition 
which is essential for proper setting. 

Proportion of Clay.—To give a perfect result there must be sufficient clay to com- 
bine with add the lime in the mixture ; otherwise some of the lime, having nothing 
to combine with, remains pure and soluble, and reduces the average setting property 
of the whole. 

This occurs in those hydraulic limes which contain from 8 to 15 per cent of silica 
When all this silica has entered into combination, there is still some quicklime left 
(more or less in inverse proportion to the amount of clay). This remaining lime 
develops the slaking action as before explained, and impedes the action of setting. 

On the other hand, there must not be too much clay, or, after the lime is turned 
into silicate, there will be a surface of free clay left—having in itself no hardening 
property, and which will decrease the strength of the resulting cement. 

The proportions required to produce a cement vary, however, within tolerably 
wide limits (22 to 36 per cent in the raw material) ; as a general rule, the quicker- 
setting cements are produced from stones containing most clay. 

Composition of Clay.—Those clays which contain a large proportion of iron and 
alumina cause the lime in which they occur to set with greater rapidity than de 
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ordinary clays. ‘‘ Clays deficient in iron and alumina, and in which the silica is 
present in the shape of finely divided quartz, are apt to form insoluble silicates of 
lime at a high temperature owing to the want of suitable bases to combine with the 
silica, which also renders them unfit for making Portland cement. Such clays alse 
when calcined at too low a temperature yield hardly any soluble silicates, form 
therefore no protection to, and seem in no way to prevent the hydration of the lime, 


and produce a material devoid of hydraulic properties.” } 
The following TABLE sums up approximately, and in a concise form, the mutual 


Proportion of 


Examples of the 
Class. 


Fat limes. 


Picea Composition of Degree of Setting 
ee eats Clay. Calcination. Properties. 
& 
0 to 8p. ¢. Very low. Absorb — car- 
{ bonic acid from 
air. 
8to18p.c. |Various. Those} Moderate. Moderately 


with most iron 
and alumina 
setmost quickly 


quick setting. 
No great 
strength. 


Lias and other 
hydraulic limes 


20 to 30 p. ¢. | Iron and alu-| Very high. Sets slowly. Portland 
mina. Silicic Very strong. | cement. 
acid. | 
Do. Do. Extreme. Become inert. | Do. over-burnt. 
28to 55 p. c. | Iron and alu- Low. Sets very Roman cement 
mina.  Silicic quickly. and others of 
acid. No great that class (see 
strength. p. 163). 
PRETO ais || ee TT INES cS SL | 
Do. Do. High. Become inert. | Do. over-burnt. 


relations of the proportion of clay, composition of clay, degree of calcination, and 
setting properties in different classes of limes and cements. 

We have considered the effect of clay in conferring hydraulic properties upon 
limes, which it does by presenting silica in a state fit for combination, but clay is 
not the only substance which has this effect. 

PozzvoLANA, etc.—As before noticed, the presence of several other forms of 
soluble silica and pozzuolana will also answer the purpose ina greater or less degree. 

The general nature of the reactions that take place in the setting of limes con- 
taining these substances are much the same, and produce effects similar to those 
already described. 

It has been recommended that mortar made with substances of this kind should 
be allowed to remain in paste for some time before use. The reason for this is that 
in consequence of the clay and lime not having been burnt together, none of the 
silicates have been formed, as they are in ordinary hydraulic limes burnt in the 
kiln. Every facility should therefore be given to the silica to attack the lime 
through the intervention of the water (see p. 239), and thus to form silicates, 
before the mortar is used. 


1 Scott and Redgrave, M.1.C.H., vol. lxii., p. 80. 
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CARBONATE OF MacnestA.—Carbonate of magnesia is a substance very similar 
to carbonate of lime ; it loses its carbonic acid in burning, combines with silica, etc., 
and behaves generally in the same way, with one important exception, viz. that the 
calcined magnesia will not slake on the addition of water, but combines with it 
gradually and quietly, and sets to some extent in doing so. When silica is present 
it combines with the magnesia, and with the lime, forming a double silicate of lime 
and magnesia, which is of greater strength than either silicate of lime or silicate of 
magnesia separately. 

Besides this, thé magnesia and lime, even without the intervention of the silica, 
will combine and harden under water. 

The hydraulic mortar that is produced from magnesian limestones and dolomites 
(see p. 59) owes its properties to the different combinations above mentioned. 

Several failures that have recently occurred in Portland cement after use have 
been attributed to an excess of magnesia in the cement. 

As this has caused considerable mistrust of the material, the following remarks 
on the subject by Mr. Dent will be valuable :— 


‘‘ When the lime is associated with magnesia, the magnesia should be regarded as to 
some extent taking the place of the lime, and the quantity of the lime should be propor- 
tionately diminished. 

‘* A well prepared Portland cement, such as is made on the Thames or the Medway, 
should not contain any appreciable quantity of magnesia, say about 1 per cent. Although 
any large proportion of magnesia in Portland cement cannot be considered desirable, 
yet it must not be forgotten that magnesia is capable of forming hydrates of great 
permanence and hardness, and that some very good hydraulic cements contain as much 
as 8 per cent of magnesia, such, for example, as the well known Rosendale cement of the 
United States of America, 

“There can be little doubt but that the assertions that have been frequently made as 
regards the tendency of cements containing magnesia to disintegrate, may sometimes 
have arisen from overlooking the fact that the results observed might be due to excess 
of basic constituents in the cement. In a recent statement put forward as to the in- 
jurious action of magnesia, the cement referred to contained 72 per cent of lime and 
magnesia, and it could scarcely be regarded as extraordinary that such a cement should 
prove a complete failure, since it is well known that such a proportion as 72 per cent of 
lime would render Portland cement so unsafe as to cause it to be condemned.” } 

It should be mentioned, moreover, that in the cases of failure which have occurred the 
magnesia has been found by analysis after the cement has been for some time under sea- 
water, and that it may not have been in the cement when originally deposited, but 
introduced by the chemical action of the sea-water upon the uncombined lime existing 
in the cement. If this is so, the best safeguard against the evil would be extreme care 
to avoid overlimed cements, and to cool and erate the cements thoroughly before use 
(see p. 181). 

With regard to the action of sea-water upon cement, Mr. Dent says :— 

“From a recent report of Professor Brazier on the cause of the failure of some cement 
used in the construction of a graving dock in Aberdeen harbour, it would appear that 
the reaction which takes place between the magnesium chloride contained in sea-water 
and lime may, under certain conditions, be sufficient to cause the disintegration of some 
descriptions of Portland cement, the lime in the cement being dissolved. 


SuLPHATES.—Lime can also be made to unite with water by the presence of a 
small quantity of any sulphates, and the employment of this property by a suitable 
process will considerably increase its setting power. 

The setting of lime thus treated is essentially distinct from that produced by com. 
bination with silica, inasmuch as it depends on combination with water only (which 
becomes solid) and the resulting substance (which is simply hydrate of lime) is en- 
tirely soluble in water, though with more difficulty than the ordinary slake lime, 
owing to its superior density. 

Sulphate of magnesia? (commonly known as Epsom salts) is very soluble in water. 


1 Dent’s Cantor Lectures, 1887. 2 Magnesium sulphate. 
b.C.—lIIT R 
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EFFLORESCENCE ON WALLS. 


The surfaces of walls are often covered with an efflorescence of an unsightly 
character. 

This efflorescence is formed by a process known as saltpetreong. It shows 
itself chiefly in the case of newly built walls, but also in those parts of older 
walls which are exposed to damp. It varies somewhat in appearance and 
also in chemical composition, and is most apparent in dry weather. 

Appearance.—lIt is generally white in colour and crystalline in structure ; 
the crystals presenting the appearance of very fine fibres or needles, or look- 
ing like a thin coating of snow or white sugar. 

Composition.—Chemical analysis has shown that these crystals vary con- 
siderably in composition. They often consist of sulphate of magnesia, also 
of sulphate of lime; of carbonate, sulphate, or nitrate of soda; of chlorides 
of soda and potash, and carbonate of potash. 

Causes.—Efflorescence is attributable sometimes to the bricks or stones of 
a wall, sometimes to the mortar. Dampness is favourable to its formation. 
Cold as low as the freezing point stops it. 

In bricks burnt with coal fires, or made from clay containing iron pyrites 
(bisulphide of iron), the sulphur from the fuel converts the lime or magnesia 
in the clay into sulphates. When the bricks are wet these dissolve ; when dry, 
they evaporate, leaving crystals on the surface. The sulphate of magnesia is 
generally found in much greater quantity than the sulphate of lime, as it is 
far more soluble in water. 

Many limestones contain magnesia (see p. 154); these are acted upon during 
calcination by the sulphur in the fuel ; sulphates are formed, which find their 
way into the mortar and produce effects similar to those above mentioned. 

Again, the sulphur acids evolved from ordinary house fires attack the 
magnesia and lime in the mortar joints of the chimney ; these dissolve and 
evaporate on the surface. 

The formation of chlorides is nearly sure to take place if sea sand or sea water 
be used, or in bricks made from clay which has been covered by salt water. 

In some situations the formation of the nitrates has been attributed to the 
absorption of ammonia from the air. 

The potassium and sodium salts are supposed in many cases to be derived 
partly from the limestone used for the mortar, and partly from the fuel 
employed in burning the lime. 

Disadvantages.—Not only does the efflorescence present a disagreeable 
appearance, but it causes damp patches on the surface of the wall, it will 
eat through any coat of paint that has been applied after the efflorescence 
has once commenced, and will even detach small fragments of the materials 
composing the wall. 

Remedies,—Prevention in this case is better than any attempt at cure. 

The best plan is to avoid all the materials above mentioned as likely to 
give rise to efflorescence. 

In the case of bricks, clay containing pyrites or much magnesia should not 
be used ; special bricks may be burnt with coke or wood. 

As regards mortar, the use of limestones containing magnesia to any great 
extent may generally be avoided. 
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If, however, it does occur in spite of all precautions, the following remedies 
may be tried :— 

In the case of ashlar-work :—1. The surface may be covered with a wash 
of powdered stone, sand, and water, which is afterwards cleaned off. 

This fills up the pores of the stone, and temporarily stops the efflorescence. 
When the wash is removed the saltpetreing will recommence, but in a weaker 
degree than before.! 

2. Painting the surface is sometimes efficacious if it is done before the 
efflorescence commences. 

The mortar before use may be treated to prevent it from causing efflor- 
escence— 

1. By mixing with it any animal fatty matter. General Gillmore recom- 
mends 8 to 12 lbs. of fatty matter, 100 Ibs. quicklime, and 300 cement 
powder, 

2. Potash salts may be rendered harmless by adding hydrofluosilicic acid.? 


ANALYSIS OF LIMES AND CEMENTS. 


The strictly chemical view of this subject is beyond the scope of these 
Notes, and the reader desirous of analysing a lime or cement, and possessing 
the necessary chemical knowledge is referred for directions to Notes on the 
Chemastry of Building Materials, by Captain Abney, R.E., F.R.S. 


The following Table gives analyses of a few cements (made by a friend of the writer’s) 
taken from actual specimens of fair quality met with in practice :— 


| PORTLAND CEMENT. ROMAN CEMENT. 
:: MEDINA 
Heavy |} Light |Average CEMENT. 
slow- | quick- | good | Specimen 1.] Specimen 2, 
setting. |setting.3/cement. 
Clay unacted upon . : 3 44 |Traces. 9:7 79 5:3 
Soluble Silica . : |beaso® | 20°61 D230) 16:0 17-2 19:0 
. 4 9) Q. . 
Oxide of tron. . .| 82) 85 | Be ibe =e \ Bae 
Soluble Alumina Jt 22) OG 8°0 J 
Sulphuric Acid ; cad he 2°4 10 
Lime : : . | 63°0 | 50:0 | 62:0 41:2 46°] 49°8 
| Magnesia . : : ; 6 2 1:0 iby 16 
Alkalies . ; : tess 1°5 Poot ) ) 
| Carbonic Acid , ; BE ee 5:0 |Traces. i 972 j 57 |r 98 
Moisture and loss. : ff 15 | 1:0 i 


1 Burnell On Limes and Cements. 2 Gillmore On Limes and Cements. 
3 This cement evidently contains too little lime. * Ferric oxide. 
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PLASTERS, ETc. 


Materials used by Plasterers.—A great variety of composi- 
tions are used by plasterers, some of which will be described. 

Among the most important of these are cements of various 
kinds. Many of these are used also for building purposes, and 
have already been considered. Others are very deficient in strength 
and weathering properties, and are suitable only for covering the 
surfaces of internal walls. These will now be described. 

In addition to these there are several mixtures made up of 
lime, sand, and other materials, distinguished by various names, 
and also used for covering surfaces of walls. 

The description of these was, to a slight extent, necessarily 
anticipated in Part IT., but will here be repeated. 

Materials used by the plasterer in common with other trades, 
such as size, laths, etc., will be described in Chapter IX. 


Cements, etc., used as Plasters.— Gypsum.—tThe basis of most plasters 
is a native hydrated sulphate of lime occurring as a soft stone, usually of a 
more or less crystalline texture, and varying in colour from white through 
shades of brown and grey to black. White and light shades are the com- 
monest in England, where it is found in Derbyshire, Nottinghamshire, 
Cheshire, and Westmoreland. It is also found in great abundance in the 
neighbourhood of Paris. 

The very fine-grained pure white varieties are termed ‘ alabaster,” or, when 
transparent, ‘‘ selenites,” 

The raw stone is prepared either by simple calcination, or by calcination 
and combination with various salts of the alkalies. 

PLASTER OF Paris is produced by the gentle calcination of gypsum toa 
point short of the expulsion of the whole of the moisture. The raw stone is 
sometimes ground in the first instance and calcined in iron vessels, 

Paste made from it sets in a few minutes, and attains its full strength in 
an hour or two. 

At the time of setting it expands in volume, which makes it valuable for 
filling up holes and other defects in ordinary work. 

It is also added to various compositions in order to make them harden 
more rapidly. 

Plaster of Paris is used for making ornaments for ceilings, etc., which are 
cast by forcing it, in a pasty state, into wax or gutta-percha moulds. 

Where it is plentiful, as in the neighbourhood of Paris, it is used in ali 
parts of house-construction where it will be free from exposure to the 
weather, for which exposure it is unfit, as it is very soluble in water. 

There are three qualities of plaster of Paris in the market—the “superfine,” 
“ fine,” and ‘coarse ;” the two former being whiter and smoother in grain 
than the last. The superfine is sold in casks, and the other qualities in casks 
or sacks, Both casks and sacks contain 2 cwt. 

PoRTLAND CEMENT is much used by plasterers for external rendering (see 
Chap. ix., Part IT). 
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As before mentioned, the lighter varieties of Portland cement, weighing 
from 95 to 105 lbs. per bushel, are those best adapted for this purpose. 
They set more quickly, and thus save expense not only in their first cost, but 
also in the labour that is bestowed upon them by the plasterer. 

RomMAN CrmeEnt, and others of the same class, described at page 157, are 
used for external rendering, as mentioned at page 209, Part IL. 

Krenr’s Cement is a plaster produced by recalcining plaster of Paris, after 
soaking it in a saturated solution of alum, or a strong solution of borax and 
cream of tartar. 

One pound of alum is dissolved in a gallon of water, and in this solution 
are soaked 84 lbs. calcined plaster of Paris in small lumps; these lumps are 
exposed eight days to the air, and then recaleined at a dull red heat, 

The addition of half-a-pound of copperas gives the cement a cream colour, 
and is said to make it better capable of resisting the action of the weather. 

This cement is harder than the other varieties made from plaster of Paris, 
and is consequently used for floors, skirtings, columns, pilasters, etc.; it ia 
also frequently painted to imitate marble. 

Keene’s cement is made in two qualities, the coarse and the superfine: 
the former is white, and capable of ‘receiving a high polish ; the latter is not 
so white, or able to take so good a polish, but sets hard. The superfine 
quality is sold in casks containing 34 bushels, and the coarse in casks of the 
same size, and in sacks containing 3 bushels, 

Parian CEMENT, sometimes called Keating’s Cement, is said to be produced 
by mixing calcined and powdered gypsum with a strong solution of borax, 
then recalcining, grinding, and mixing with a solution of alum. 

There are two qualities of Parian cement in the market—the ‘‘ superfine” 
and the “ coarse.” They are sold in casks and sacks of the same sizes as those 
used for Keene’s cement. 

“‘Parian is said to work freer than either Keene’s or Martin’s cement, and 
is therefore preferable for large surfaces, which have to be hand-floated before 
trowelling ; but the two latter cements are fatter, and produce sharper arrises 
and mouldings.”” 

As Keene's and Parian cement are not used for mortar, their tensile strength is of no 


practical importance. When allowed to set in air their strength was found by Mr. Grant 
to be as follows per sectional area of 24 inches :— 


| Keene. Parian. 
546°0 642°3 
585'8 671:2 
720°5 853°7 


Seven days 
Fourteen days 


| 
| 
| lbs. lbs. 
| 
| 
-| 
Three months ; | 


Martin’s CemENT is made in a similar way to Parian—carbonate of potash 
(pearl-ash) being used instead of borax, and hydrochloric acid being some- 
times added. 

It is made in three different qualities—coarse, fine, and superfine—the coarser 
kinds being of a reddish-white colour, and the finer pure white. It is said 
to cover more surface in proportion to its bulk than any other similar 
material.® 
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RoBrinson’s CEMENT is made from alabaster (sulphate of lime) found in the 
Inglewood Forest near Carlisle. It has somewhat similar properties to 
Keene’s and Parian cements, and can be used for similar purposes—for 
decorations, plastering, etc. 

MerTattic Cement “has a metallic lustre, is suitable for outside work, 
and is intended to dispense with colouring or painting, but is not much 
used,” 

One variety is made by mixing ground slag from copper-smelting works 
with ordinary cement stone. 

Portland Cement Stucco is a mixture of Portland cement and chalk. Itis of a 
good colour and-close texture ; weaker than Portland cement, but not so 
liable to crack. 

Iias Cement is produced from Lias shales containing a large proportion of 
soluble silica. It resembles Lias lime in appearance; sets in eight or ten 
minutes, and is used for lining water-tanks, or other purposes for which a 
light quick-setting cement is required. 

Joun’s Stucco CemMENT is used as a wash or paint, and when mixed with 
three parts of sand as a stucco. It is said to adhere well, to be hard when 
set and impervious to wet, and to be fit for mouldings or castings.” 


Uses.—The Keene’s, Parian, and similar “cements ” or plasters 
are largely used for the best class of internal plastering, and, as 
they set very quickly, they can be painted within a few hours, 
which is a great advantage. 

They are capable of receiving a very high polish, to obtain 
which the surface is rubbed down with gritstones of various 
degrees of coarseness ; afterwards stopped or paid over with semi- 
liquid neat cement which fills up the pores; rubbed again with 
snake-stone, and finished with putty powder. 

The plasters should not be used in situations much exposed to 
the weather, on account of their solubility. This consideration, 
combined with their cost, and the moderate strength they attain 
even under favourable circumstances, makes them unsuitable for 
most engineering works. 


Mastics are a species of cements consisting of brick, burnt clay, or lime- 
stone powdered, mixed with oil and litharge, or some other drier. 

In former years they were much used for covering external mouldings, etc. 
They were applied in a thin coat with great care, and looked well, but 
required painting periodically to compensate for the evaporation of the oil. 

Several varieties were used on the Continent, but that best known in Eng- 
land was called Hamelin’s Mastic. 

This material, however, was expensive, and has been superseded by Port- 
land cement. 


The Materials used in Ordinary Plastering are laid on in 
successive coats, which differ from one another in composition. 
In all of them the lime used should be most thoroughly slaked, 
1 Seddon. 2 Papworth. 
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or it will throw out blisters after being spread. For this reason 
the “stuff” is generally made long before it is required, and left 
for weeks to cool. 

Pure or fat limes are generally used for the sake of economy, 
and for safety. Hydraulic limes would require special attention 
to prevent them from blowing. Moreover, the surface of plaster 
made with fat lime is more absorbent, and less liable to encourage 
condensation, than that of plaster made with hydraulic lime. 

Salt water and sea-sand should not be used, as the salts they 
contain would cause permanent dampness and efflorescence. 

Harir.—The hair used by the plasterer in order to make his 
“coarse stuff” hang together is obtained from the tanner’s yard. 

It should be long, sound, free from grease and dirt, thoroughly 
separated, beaten up, or switched with a lath, so as to separate the 
hairs, and dried. 

It is classed according to quality as Nos. 1, 2, and 3, the last 
being the best. A bushel weighs from 14 to 15 lbs. 

White hair is selected for some work, but as it should all be 
thoroughly covered by the coats subsequent to that in which it 
occurs, its colour is not of importance. 

CoaRsE STUFF is a rough mortar containing 1 or 14 part of 
sand to 1 of slaked lime by measure. : 

This is thoroughly mixed with long sound ox hair (free from 
grease or dirt, and well switched, or immersed in water to sepa- 
rate the hairs) in the proportion of 1 lb. hair to 2 cubic feet of 
the stuff for the best work, and 1 to 3 for ordinary work. 

The sand is generally heaped round in a circular dish form ; 
the lime, previously mixed with water to a creamy consistence, 
is poured into the middle. The hair is then added, and well 
worked in throughout the mass with a rake, and the mixture is 
left for several weeks to “ cool,” ze. to become thoroughly slaked. 

“Tf mixed in a mill the hair should only be put in at the last 
moment, or it will get broken and torn into short pieces. 

“Tf there is sufficient hair in coarse stuff for ceilings, it should, 
when taken up on a slate or trowel, hang down from the edges 
without dropping off. 

“For walls the hair may be rather less than in top stuff for 
ceilings,” ? 

FINE Sturr is pure lime slaked to paste with a small quantity 
of water, and afterwards diluted with water till it is of the con- 
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sistence of cream. It is then allowed to settle; the water rising 
to the top is allowed to run off, and that in the mass to evapo- 
rate until the whole has become thick enough for use. For some 
purposes a small quantity of hair is added. 

PLASTERER’S Purry is pure lime dissolved in water, and then 
run through a fine sieve. It is very similar to fine stuff, but pre- 
pared in a more careful manner, and is always used without hair. 

GAUGED StuFrF, also called “ Putty and Plaster,’ contains from 
to # plasterer’s putty, the remainder being plaster of Paris. 

The last-named ingredient causes the mixture to set very 
rapidly, and it must be mixed in small quantities, not more being 
prepared at a time than can be used in half an hour. 

The proportion of plaster used depends upon the nature and 
position of the work, the time available for setting, the state of the 
weather, etc., more being required in proportion as the weather is 
damp. An excess of plaster causes the coating to crack. 

It is used for finishing walls and for cornices. In the latter 
the putty and plaster should be in equal proportions. 


Selenitic Plaster is made with selenitised lime, otherwise known as 
selenitic cement. 

This material has been described at page 184. 

The method of mixing the material for the first coat of plastering on 
brickwork is exactly similar to the process as carried out for mixing mortar. 

This process has been described at pages 211, 212 ; and also in Chap. ix., 
Part II., and need not therefore be repeated. 

For plastering on lath work and other coats the following directions of the 
patentees should be rigidly followed. 

They have already been given in Part IIL. but are here repeated to make 
these Notes more complete in themselves. 

“For Plastering on Lath Work,—To the same quantities of water and prepared 
lime, as given, add only 6 or 8 bushels of clean sharp sand and 2 hods of 
well-haired lime putty ; the hair being previously well hooked into the lime 
putty. When the mill is used, the haired putty should only be ground suffi- 
ciently to ensure mixing. Longer grinding destroys the hair. 

“Lime putty should be run a short time before being used, to guard against 
blisters, which will sometimes occur. 

“ N.B.—This mixture will be found to answer equally well for ceilings as for 
partitions. If the sand is very sharp, use only 6 bushels of sand for covering 
the lath, and when sufficiently set, follow with 8 bushels of sand for floating 
(or straightening). 

“Setteng Coat and Trowelled Stucco—For common setting (or finishing coat 
of plastering), the ordinary practice of using chalk lime putty and washed 
sand is recommended. But if a hard selenitic face is required, care must be 
taken that the prepared selenitic lime be first passed through a 24 by 24 
mesh sieve, to avoid the possibility of blistering, and used in the following 
proportions :—4 pails of water ; 2 bushels of prepared selenitic lime (pre. 
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viously sifted through a 24 by 24 mesh sieve) ; 2 hods of chalk lime putty ; 
3 bushels of fine washed sand. 

“This should be treated as trowelled stucco ; first well hand-floating the 
surface, and then well trowelling. A very hard surface is then produced. 

“ Selenitic Clay Finish —5 pails of water; 1 bushel of prepared selenitic 
lime ; 3 bushels of prepared selenitic clay ; 2 bushels of fine washed sand ; 1 
hod of chalk lime putty. 

“This mixture, well hand-floated to a fair face, and then well trowelled, will 
produce a finished surface equal to Parian or Keene’s cement, and will be 
found suitable for hospital walls, public schools, etc. Being non-absorbent, 
it is readily washed. 

“The use of ground selenitic clay improves the mortar, and renders it more 
hydraulic. 

“ When the selenitic clay is used, 2 bushels may be added to 1 bushel of 
prepared selenitic lime, the proportion of sand, ballast, etc., being the same as 
for prepared selenitic lime. The use of selenitic clay effects a considerable 
saving, as it is much cheaper than lime. 

“For Outside Plastering use 6 or 8 bushels only of clean sand, and for finish- 
ing rough stucco face use 4 or 5 bushels only of fine washed sand, to the pro- 
portions of lime and water given.” 


Rough Cast is composed of washed gravel mixed with hot 
hydraulic lime and water. It is applied in a semi-fluid state, as 
described in Chap. ix., Part IT. 


Stucco.—This term is very loosely applied to various substances which 
differ considerably from one another. These may be classed as follows :— 
1. Compounds of hydraulic lime, formerly much used for external covering to 
walls. 2. Mixtures of lime, plaster, and other materials for forming smooth 
surfaces on internal walls, chiefly those intended to be painted. 3. All 
sorts of calcareous cements and plasters used for covering walls. 

These latter have been described under their several heads. 

Common Srucco consists of three parts clean sharp sand to one part of 
hydraulic lime. 

It was much used at one time as an external covering for outside walls, 
but has to a great extent been superseded by cements of recent introduction. 

The method of applying this and the other compositions mentioned below 
is described in Chap. ix., Part II. 

TRoWELLED Stucco is used for surfaces intended to be painted, and is com- 
posed of two-thirds fine stuff (without hair) and one-third very fine clean sand. 

Bastarp Srucco is of the same composition as trowelled stucco, with the 
addition of a little hair. 

Rovex Srucco contains a larger proportion of sand, which should, more- 
over, be of a coarser grit. The surface is roughened as described in Chap. 
ix., Part II., to give it an appearance like that of stone. 


Artificial Marbles may be produced by skilful workmen by 
working colours in with almost any of the white cements or rather 
plasters mentioned at pages 244, 245. 

Certain processes for imitating marbles are, however, known by 
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distinctive names, and one or two of the more important of these 
will now be briefly noticed. 


SCAGLIOLA is a coating applied to walls, columns, etc., to imitate marble. It 
is made of plaster of Paris, mixed with various colouring matters dissolved in 
glue or isinglass ; also with fragments of alabaster or coloured cement inter- 
spersed through the body of the plaster. 

The method of applying and finishing this material is described in Chap. 
ix., Part 17, 

MARreEzzZ0 MaRBLE is also a kind of plaster made to imitate marble. 

A sheet of plate-glass is first procured, upon which are placed threads of 
floss silk, which have been dipped into the veining colours previously mixed 
to a semi-fluid state with plaster of Paris. Upon the experience and skill of 
the workman in placing this coloured silk the success of the material pro- 
duced depends. When the various tints and shades required have been put 
on the glass, the body colour of the marble to be imitated is put on by hand. 
At this stage the silk is withdrawn, and leaves behind sufficient of the 
colouring matter with which it was saturated to form the veinings and 
markings of the marble. Dry plaster of Paris is now sprinkled over to take 
up the excess of moisture, and to give the plaster the proper consistence. A 
canvas backing is applied to strengthen the thin coat of plaster, which “is 
followed by cement to any desired thickness ; the slab is then removed from 
the glass and polished. 

“Imitation marble of this description is employed for pilasters and other 
ornamental work, and is now used by Mr. George Jennings in the manufac- 
ture of a variety of articles.” 

“ The basis of Marezzo marble, as well as of Scagliola, being plaster of Paris, 
neither of them is capable of bearing exposure to the weather.” ! 

“The Artificial Marble now manufactured in London is made on the same 
principle as the Marezzo, but differs from it in the character of the cement 
used. A less expensive table is also substituted for the plate glass, and the 
canvas backing is altogether omitted.” } 

Other artificial marbles are described at page 76. 


Enrichments.—The plasterer requires a great variety of 
mouldings, ornaments, pateras, flowers, and other enrichments for 
the decoration of his work. 

These may be made either in plaster of Paris composition or 
in papier-maché. 


PLASTER ORNAMENTS are cast either in wax or in plaster, the latter process 
being used chiefly for large ornaments which have an undercut pattern. 

The ornament is in either case first modelled in clay and well oiled. 

In making wax moulds, the wax is melted, mixed with rosin, and poured 
in upon the model, arrangement having been made to prevent its escape ; 
the whole is then steeped in water, and the wax becomes detached in one 
mass. 

When plaster is used as the material for the mould, it is laid on to the 
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model in plastic pieces fitted together, and then the whole, when dry, ie 
immersed in boiled linseed oil. 

In casting, the plaster in a semi-fluid state is dabbed with a brush into the 
mould. 

ComPosITION ORNAMENTS are made with a mixture of whiting, glue, water, 
oil, and resin. 

The oil and resin are melted together and added to the glue, which has 
been dissolved in water separately. This mixture is then poured upon 
pounded whiting, well mixed, and kneaded up with it to the consistency of 
dough. 

When used the material is warmed to make it soft, and is forced into box- 
wood moulds carved to the patterns required. 

Parier-Macué& is a much lighter material for ornaments than either com- 
position or plaster, and it is much used for the purpose. 

Cuttings of paper are boiled down and beaten into a paste, mixed with 
size, placed in a mould of metal or sulphur, and pressed by a counter-mould 
at the back, so as to be reduced to a thickness of about 4 inch, the inner 
surface being parallel to the outer surface, and roughly formed to the same 
pattern. 

Papier-mache is sometimes made of sheets of paper glued together, and 
forced into a metal mould to give the pattern required. 

In some cases a composition of pulp of paper and rosin is first placed in 
the mould. This adheres to the paper ornaments moulded as above described, 
and takes the lines and arrises of the mould more sharply than the paper 
alone would do. 

Carton PrerRE is a species of papier mache made with pulp of paper, 
whiting, and size, pressed into plaster moulds. 

Fisrous Piaster consists of a thin coating of plaster of Paris on a coarse 
canvas backing stretched on a light framework, and formed into slabs. 

This material has great advantages. Large surfaces can be quickly covered 
without much preparation for fixing, as it is less than 4 the weight of 
plaster, and it can, if required, be painted at once. 


Dennett’s Fireproof Material.— The material used for 
Dennett’s patent fireproof construction is a concrete of broken 
stone or brick imbedded in a matrix of plaster produced by 
calcining gypsum at a strong red heat (see Chap, viii., Part I1.). 
Being fireproof, it is much used for theatres. It sets at about the 
same rate as ordinary Portland cement, and attains a strength 
nearly equal to that of the original gypsum. 
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ASPHALTES. 


Asphaltes are combinations of bitumen and calcareous matter, 
sometimes found in nature, sometimes artificially formed. 

Natural asphaltes are superior to artificial imitations, probably 
because in them the bitumen is more thoroughly incorporated 
with the limestone or other calcareous matter. 

The natural asphalte is generally ground, mixed with sand and 
a further proportion of bitumen, and run into moulds. When 
thus mixed it is known as mastic. 

In the preparation of mastic mineral pitch (bitumen) must be 
used, not coal-tar pitch; the latter is brittle, easily softened, and 
weak. 

Uses, Advantages and Disadvantages.— Patent asphalte 
(or mastic) is waterproof, fireproof, easily applied, and to some 
extent clastic, it can therefore be used with advantage for many 


purposes. 

It is an admirable material for the damp-proof courses of walls 
(see Chap. iv., Part I.), also as a waterproof layer over arches or 
flat roofs, or for lining tanks. It is useful for floors that require 


a very smooth surface, as in racket courts; also for those that 
have to resist water, as in wash-houses, and for skirtings of such 
floors. When spread and brought to a smooth surface it wears 
well in footpaths, makes substantial and almost noiseless carriage- 
ways, but is very slippery in damp weather. 

It is also used for the joints of pavements of stone and other 
materials, and prevents the penetration of wet, but makes such 
pavements more noisy. 

Characteristics.—Good mastic should be proof against frost 
and damp, tough not brittle, and uninflammable. It should 
withstand a temperature of from 140° to 160° Fahr. without 
softening to any appreciable extent, and should not become so 
fluid as to run down below a temperature of 260° Fahr.! 

Laying.—Any details regarding the laying of asphalte would 
be out of place in these Notes, which relate to the characteristics 
of materials, not to the manner of using them. 

The following remarks are necessary, however, in order to 
understand the peculiarities of the different kinds of asphalte 


described below. 
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There are two principal methods by which asphaltes may be 
applied to a surface: (1) by being melted, spread, and rubbed to a 
smooth surface. 

(2) By being ground to powder, spread, and consolidated by 
ramming. 

Of these methods the first is the more convenient in many 
positions, but asphaltes laid as compressed powder appear to be 
the most durable under considerable wear, as in carriage-ways.’ 

In all cases asphalte should be laid on a good base of concrete 
or other solid material. 


When the surface is at a slope exceeding about 7s, the asphalte is apt to 
run if exposed to the sun, unless a good key can be obtained. 

For steep inclinations and for vertical work (such as the linings of tanks) 
the face must be roughed, the joints well raked out and filled with asphalte, 
the whole surface free from moisture and warmed ; the asphalte is then applied 
in successive thin coatings. Where the moisture cannot be got rid of, it is 
necessary to build the face of the wall with asphalte joints, to which the 
covering asphalte adheres. Plates of asphalte are sometimes used. 

“ Minute holes are noticeable in compressed asphaltes shortly after they are 
laid, which seem after a time to close up or disappear, while others open. 
The cause of these has not been satisfactorily explained.” * 


Varieties in the Market.—There are several different asphaltes 
in the market. A few of them will now be described. 


Seyssel Asphalte, known also as Claridye’s Patent Asphalte, is made from 
a bituminous rock found at Pyrimont Seyssel, in the Jura mountains. 

It is a limestone saturated with bitumen, and contains about 90 to 92 per 
zent carbonate of lime and 10 to 8 per cent of bitumen. 

This material is ground, mixed with grit and with heated mineral tar 
until the mass has thoroughly amalgamated and become reduced to a mastic. 
It is then run into moulds to form blocks. 

These blocks are 18 inches square, 6 inches deep, and weigh about 125 
Ibs. each ; countersunk on two sides with the words PYRIMONT AND 
SEYSSEL as the trade mark. 

The asphalte is imported in this form by the Pyrimont Seyssel Asphalte 
Company, from whose circular most of the following information is obtained :— 

Quatirims.—There are three qualities in the market— 

1. Fine, without grit, used for magazine floors and as a cement for very 
close joints in brickwork. 

2. Fine-gritted, for covering roofs and arches, lining tanks, as a cement for 
brickwork, and for running the joints of stones. 

3. Coarse-gritted, containing more and larger grit ; used for pavements and 
floorings where great strength is required, as gun-shed floors, tun-room floors, 
margins of stall floors, etc. In gateways for heavy carriage tratfic small 
pieces of granite chippings, etc., are introduced. 
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Mixina.—The blocks of asphalte are broken up into pieces of not more 
than 1 1b, weight each, and melted in iron caldrons heated by wood or peat. 

Coal is objectionable on account of the smoke it creates ; coke injures the 
material and destroys the caldron. 

The following directions are from the circular of the company :— 

“The fire having been lighted in the caldron, put into the boiler 2 lbs. of 
mineral tar, to which add 56 Ibs. of asphalte, broken into pieces of not more 
than 1 lb. each. Mix the asphalte and tar together with the stirrer, till the 
former becomes soft, and then place the lid on the caldron, keeping up a good 
fire. In a quarter of an hour repeat the stirring, and add 56 lbs. more 
asphalte, in similar sized pieces, distributed over the surface of that in the 
caldron. Again cover the caldron for ten minutes, after which keep the con- 
tents constantly stirred, adding by degrees asphalte in the proportion of 112 
Ibs. to 1 Ib. of tar, until the caldron is full and the whole is thoroughly 
melted." When fit for use the asphalte will emit jets of light smoke and 
freely drop from the stirrer.” 

The asphalte is removed from the cauldron in ladles, poured over the con- 
crete foundation, or other place where it is to be applied, brought to a smooth 
surface with wooden rubbers, and finished, either with a mixture of slate-dust 
and silver sand in equal parts, or roughened by grit stamped in while the 
asphalte is soft. 

Val de Travers Asphalte is from a rock found at Neuchatel in 
Switzerland. 

It is said to be richer in bitumen than the asphalte from Seyssel, contain- 
ing from 11 to 12 per cent, and sometimes as much as 20 per cent. 

The material is laid in two different ways—either in powder, compressed, by 
ramming, into a solid condition, or by melting and spreading, as in the case 
of Seyssel asphalte. 

Hot Compressed Process—The natural rock having been ground to powder, 
is subjected to great heat in a revolving boiler. The boiler may be on the 
spot, or the powder may be brought in a hot state in closed iron carts. 

A foundation of Portland cement concrete having been formed, its surface 
is spread over with the powder, which is then compressed by means of hot iron 
rammers into one homogeneous layer without joints, and impervious to 
moisture. 

Carriage-ways are generally laid by this method. 

Liquid. Process,—The material used is composed of Val de Travers rock, 
mixed with a large quantity of clean grit about the size of a split pea. 

The asphalte is melted in boilers as above described, a small quantity of 
bitumen being gradually added. 


1 Practice, however, best regulates the quantity of tar to properly flux the asphalte. 
In exposed situations, particularly on the coast during cold and other unfavourable 
weather, a strong fire is necessary to be kept up, and at such times the asphalte work 
is longer in execution. On this account the tar is more quickly consumed, and a 
smal] quantity will have to be added. A somewhat larger proportion of tar is also 
necessary in the application of asphalte to brickwork, and also in running the joints 
of stones. In warm climates an excess of tar must be avoided. From the first 
lighting of a caldron about 34 hours will be occupied before the entire mass with 
which it is to be filled will become melted. The subsequent operation will occupy 
about half an hour less time. 
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It is carried in ladles from the caldrons to the concrete foundation pre- 
pared for it, and spread in a liquid state over the surface and allowed to 
cool. 

About 18 parts asphalte and 2 parts grit are used for roofs, linings, tanks, 
etc. 

About 16 parts asphalte and 2-parts grit for flooring, footways, stalls, 
etc, etc. 

Rather more bitumen is added in the roofs than the floors, but the amount 
depends, of course, upon circumstances. 

Limner Asphalte is obtained from Limner, near Hanover. 

The asphalte is broken up and mixed with clean grit, together with a 
small quantity of bitumen. 

The mixture is melted in caldrons, and laid in two thicknesses, the lower 
stratum having coarser grit in it than the other. 

Brunswick Rock Asphalte is obtained from mines at Vorwohle, in 
Brunswick, Germany. 

Montrotier Aspnalte is a French production, and is laid in compressed 
powder. Mastic Asphalte comes from Spain, ard is laid in small blocks. 

There are several other so-called asphaltes in which the natural substance 
is mixed with various ingredients. 

Among these may be mentioned the following :— 

Barnett’s Liquid Asphalte is made from natural or artificial asphaltes, 
mixed with powdered oxide of iron and a small proportion of mineral tar. 

The materials are melted and laid, as before described, on a concrete 
foundation. 

Trinidad Asphalte is a mixture of Trinidad pitch, broken stone, chalk, 
and other ingredients, and is laid hot, in the form of powder. 

Patent British Asphalte is a mixture of quicklime, pitch, sawdust, and 
ground iron slag, heated and laid in a semi-liquid state. 

Inferior Asphaltes are also made with coal-tar pitch boiled with chalk 
and sand. 

Pitch plays an important part in asphaltes, and it will be well to distin- 
guish between the different varieties. 

Mrnerat Prrox, or bitumen, is the constituent that makes asphalte so 
valuable. 

In fact, strictly speaking, solid bitumen is asphalte ; the rock asphaite, 
generally known by engineers as asphalte, is merely stone saturated with 
asphalte. 

It used to be found in large quantities on the Dead Sea (Lacus asphaltites), 
and thus obtained the name of Bitwmen of Judea, 

Natural bitumen is found also in the island of Trinidad. 

Bitumen contains an oil which in coal tar is very volatile, and escapes, 
leaving the tar brittle. 

Coal tar is very brittle at the freezing point, and softens at 115° (Fahr.), 
whereas true bitumen is tough at 20°, and will not soften at 170° (Fahr.) 

Coat Tar Prrcu is the residue obtained by distilling coal tar. 

This material is sometimes used instead of bitumen for mixing with 
asphalte. 

It is, however, brittle, softens more under heat, is easily crushed, and is 
al.ogether inferior. 
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WHITENING AND COLOURING. 


WHITEWASH is made from pure white lime mixed with water. 

It is used for common walls and ceilings, “especially where, for sanitary 
reasons, a frequent fresh application is considered preferable to any coating 
which would last better. It readily comes off when rubbed, will not stand 
rain, nor adhere well to very smooth or non-porous surfaces. It is cheap, and 
where used for sanitary reasons should be made up of hot lime and applied 
at once, under which conditions it also adheres better.” ! 

Whitewash is improved by adding 1 lb. of pure tallow (free from salt) to 
every bushel of lime, 

The process is generally described as lime whiting. 

The following is a method recommended for making whitewash for outside 
work. 

“Take a clean water-tight barrel, and put into it half a bushel of lime. 
Slake it by pouring water over it boiling hot, and in sufficient quantity to 
cover it 5 inches deep, and stir it briskly till thoroughly slaked. When the 
slaking has been effected, dissolve it in water, and add 2 lb. sulphate of zine 
and 1 of common salt ; these will cause the wash to harden, and prevent its 
cracking.” 2 

Common CoLourine is prepared by adding earthy pigments to the mixtures 
used for lime whiting. 

The following proportions ? may be used per bushel of lime ; more or less 
according to the tint required ;— 

Cream Colour.—4 to 6 lbs. of ochre. 

Fawn Colowr.—6 to 8 lbs. umber ; 2 lbs. Indian red ; 2 lbs. lampblack. 

Buff or Stone Colowr.—6 to 8 lbs, raw umber, and 8 or 4 lbs. lampblack. 

Wuitine is made by reducing pure white chalk to a fine powder. 

It is mixed with water and size, and used for whitening ceilings and inside 
walls. It will not stand the weather. 

“The best method of mixing it is in the proportion of 6 lbs. whiting to 1 
quart of double size (see p. 447), the whiting to be first covered with cold 
water for six hours, then mixed with the size and left in a cold place till it 
becomes like jelly, in which condition it is ready to dilute with water, 
and use,” 

“Tt will take 1 Ib. jelly to every 6 superficial yards,”} 

Whiting is made in three qftalities—common, town, and gilders. It is sold 
by weight in casks containing from 2 to 10 ewts.,in sacks containing 2 ewts., 
in firkins (very small casks), in bulk, and in small balls. 

DisTEMPER is the name for all colouring mixed with water and size. 

White Distemper is a mixture of whiting and size. 

The best way of mixing is as follows :—Take 6 lbs. of the best whiting 
and soak it in soft water sufficient to cover it for several hours. Pour off 
the water, and stir the whiting into a smooth paste, strain the material, and 
add 1 quart of size in the state of weak jelly ; mix carefully, not breaking 


the lumps of jelly, then strain through muslin before using; leave in a 


= Seddon. 2 Burn. 
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cold place, and the material will become a jelly, which is diluted with water 
when required for use. 

Sometimes about half a tablespoonful of blue black is mixed in before the 
size is added. 

It is sometimes directed that the size should be used hot, but in that case 
it does not work so smoothly as when used in the condition of cold jelly, 
but on the contrary drags and becomes crumpled, thus causing a rough 
surtace. 

When the white is required to be very bright and clean, potato starch is 
used instead of the size, 

Coloured Distemper is tinted with the same pigments as are used for coloured 
paints (see page 420), whiting being used as a basis instead of white lead or 
zinc white. 

In mixing the tints the whiting is first prepared, then the colouring pig- 
ment, the latter being introduced sparingly, size is then added, and the 
mixture is strained. 

The colours are classed as “ Common,” “ Superior,” and “ Delicate,” in the 
same way as described at page 420. 

Quantity of Materials used for Plastering, ete.—The quantity of 
materials required for plastering, rendering, etc., depends upon the nature of 
the materials used, the degree of roughness of the walls, and other circum- 
stances. Information on this subject will be found in the Builders’ Price- 
books, Hurst’s Swrveyor’s Pocket-Book, etc. The following Table was carefully 
compiled from practical observation for Colonel Seddon’s Notes on the Building 
Trades, etc.— 


TABLE of the Quanriry of MarErRIats used in Phasrerinc, RENDERING, etc. 
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WEIGHT OF LIMES, CEMENTS, ETc. 


The weights of various limes and cements are given approximately below. 
The precise weight varies, of course, according to degree of freshness, size of 
lumps, fineness of grinding, etc. 


Quicklime in Small Lumps (Fresh). 


White chalk lime 5 
Grey 45 2 gs (Galling) 
Portland stone lime 

Blue lias aA iktiee 


Quicklime, Ground (Fresh). 


Blue Lias lime (various) 


(various) 


Weight per Foot Cube 
in Lbs. 
39 
44 
47 
58 to 70 


Weight per Foot Weight per 8 Striked 
Cube in Lbs. Bushel in Lbs.1 


49 to 68 63 to 87 


Grey chalk lime 


43 


55 


Arden ,, 3 : : Y & 68 87 


Weight per Weight per 
Foot Cube Trade Bushel 
in Lbs. in Lbs,1 


_ Weight per 
Striked Bushel 
in Lbs. 


CEMENTS, ETC. 


Portland 
Roman 


74 to 1013 95 to 130 
4 3 . | 60to 624 77 to 80 } 
| Medina . i : : 61 78 
Keene’s . : : : 64 82 
Pariany \2: : : 60 } Hey 
Plaster of Paris : 50 Sold by weight. 
Whiting . : : , 64 Do. 


1 See page 163. 


CHAPTER IY. 


METALS. 


ae metals used by the engineer and builder are iron, copper, 
lead, zinc, tin, and some of their alloys. 

Ores.—These metals are not found to any great extent in the 
pure metallic state, but chiefly in the form of oxides, carbonates, 
or sulphides, called “ ores.” 

Dressing—The ores are broken up, and separated from the 
earthy matters adhering to them, by stamping or crushing in 
mills, and by washing in a stream, which carries away the lighter 
impurities, leaving the ore, which is then said to be “ dressed.” 

Caleination and Roasting—The next step is, as a rule, to roast 
the ore in heaps or in kilns, in order to drive off the moisture and 
carbonic acid, and to fit it for smelting. 

Smelting.—The ore is mixed with a substance called a “ flux,” 
selected in consequence of its tendency to combine with the par- 
ticular impurities of the ore. The mixture is then thrown into a 
furnace and subjected to intense heat, upon which the mutal 
sinks down in a fluid state, while the impurities combine with 
the flux, and run off in a light and fusible slag. 


TRON. 


Production.—OrEs.—lIron ores are generally carbonates, 
hydrates, or oxides of the metal, the latter being the best. 

British iron is obtained from ores found in several strata, but 
chiefly in those of the coal-bearing or carboniferous series, in 
which they are most conveniently interspersed with the fuel 
(coal) and the flux (limestone) necessary for their reduction. 

The following are the principal British iron ores :— 


Clay Ironstone is a carbonate of iron of clay-like appearance. This is a very im- 
pure ore, containing not only clay, but pyrites and sulphur, and producing in some cases 
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as little as 20 per cent of iron. However, on account of the large quantities in which it 
is found, and in consequence of its being near coal and limestone, it is the most important 
iron ore worked in Great Britain. 

It oceurs chiefly in the coal measures of Derbyshire, Staffordshire, Shropshire, York- 
shire, Warwickshire, and South Wales ; also in the Lias formations of Yorkshire (Cleve- 
land). he ores vary greatly in quality, having a yield of iron which ranges from 20 te 
49 per cent. 

Bluckband is clay ironstone darkened by from 10 to 25 per cent of bituminous and 
carbonaceous matter, which makes it cheaper to smelt. It is found chiefly in Lanark. 
shire and Ayrshire, where it yields about 40 per cent of iron ; also in Staffordshire, Dur- 
ham, North Wales, where the yield varies considerably, being generally less than in 
Scotland. 

Red Hematite is an oxide of iron found in many forms, often in globular or kidney- 
shaped masses of red colour. 

This is the richest British iron ore, the chief impurity being silica ; it yields from 50 
to 60 per cent of iron. 

This ore is found in the carboniferous limestone of Cumberland (Cleator Moor, White- 
haven), Lancashire (Ulverston), and in Glamorganshire. 

Some of these ores are greatly in demand for making Bessemer steel. 

Brown Hematite is also an oxide of iron (hydrated), and of a brown colour. It con- 
tains some 60 percent of iron, and is found in Gloucestershire (Forest of Dean), 
Cumberland (Alston Moor), in Durham, Devonshire, Northamptonshire, and on the 
Continent. 

Magnetic Iron Ore is seldom found in this country. A little occurs in Devonshire, 
but it exists in large quantities in Sweden and Norway. 

Spathic Ore is a crystallised carbonate of iron, generally mixed with lime, found in 
Durham (Weardale), Devonshire (Exmoor), and Somersetshire (Brendon Hills). It yields 
about 37 per cent of iron. 

Such of these ores as are rich in manganese are used for the manufacture of Spieg- 
eleisen (see p. 304). 

Foreign Ores which cannot be described in detail are much used in connection with 

those of home production, such as the Spanish ores for steel making. 


Iron ores are not sufficiently valuable to pay for their being washed and 
dressed. 

Those that occur in large masses, such as clay ironstone, are roasted to 
drive off the carbonic acid, and to render them more easy to break up. 


SMELTING.—The extraction of the metal from the ore is 
effected in a large upright furnace lined with firebrick. 

Into this furnace a strong blast of air is forced. 

In former years the air for the blast was supplied at its ordi- 
nary temperature. This is still done in some few instances, the 
process being called the “cold bast,” and the resulting material cold- 
blast von. 

The hot-blast process was patented by Neilson in 1828. In 
this the air is raised to a temperature of some 800° or 900’ Fahr. 
(sometimes to 1200° or 1400°) before being forced into the furnace. 
By this a very great saving of fuel is effected, and a greater heat 
obtained. Moreover, calcining may sometimes be dispensed with, 
coal may be used instead of coke, and altogether the process is far 
more economical. 

The object of smelting is to free the metal from its combina- 
tions, and to get (as far as possible) all ‘impurities out of the ore 
in the form of 2 fusible slag. 
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To effect this a flux is added of a nature suited to combine 
with the impurities or “ gangue” in the ore. 

If the gangue is chiefly clay, as it often is in this country, 
limestone is added as a flux. If the gangue is chiefly quartz, an 
argillaceous iron ore and limestone are added. If the gangue 
itself is limestone, clay or clayey ores are added. 

The furnace is filled to a certain height with fuel. When this 
is burning, ore mixed with flux is introduced from the top, and 
then layers of fuel and ore, with flux, alternately. 

When the furnace is fully heated, the molten iron sinks to the 
bottom, being covered by the lighter and more fusible impurities 
in the form of “ slag.” 

A furnace once lighted is not allowed to go out until it requires 
thorough repair, but is continually replenished with fuel and ore 
at the top. 

When a considerable quantity of molten iron has collected, the 
furnace is tapped, and the iron is run into a long channel formed 
in sand, having branches on each side, called the sow and her 
pigs—hence the bars produced are called “ pig-iron.” 


Comparative Advantages of Hot and Cold Blast Iron,—The very high tem- 
perature produced by the hot blast enables many of the impurities in the ore 
to be reduced to a molten state, and run out with the metal. 

If this is taken advantage of, the impurities are retained in the resulting 
metal, instead of being got rid of in the smelting process, and a very weak 
inferior iron is produced. 

It is evident, then, that the hot blast may be used to produce a very 
inferior material, and this for some time brought it into disrepute. 

It has, however, been shown by experience that the temperature of the 
blast has, in itself, but little effect upon the iron produced, and that, with the 
same care in the selection of materials and conduct of the process, iron may 
be produced by the hot blast of as good quality, and as reliable, as that from 
a cold-blast furnace. 

After a great many experiments on the relative strength of hot-blast and 
cold-blast iron, Sir William Fairbairn came to the following conclusion :- 


‘From the evidence here brought forward it is rendered exceedingly probable that the 
introduction of a heated blast in the manufacture of cast irons has injured the softer 
irons, while it has frequently mollified and improved those of a harder nature ; and con- 
sidering the small deterioration that the irons of quality No, 21 have sustained, and the 
apparent benefit to those of No. 8, together with the great saving effected by the heated 
blast, there seems some reason for the process becoming general, as it has done.” ? 


There are but few cold-blast furnaces now in the country. Among them 
may be mentioned those at the celebrated Lowmoor and Bowling works ; also 
some at Blaenavon in South Wales. Cold-blast iron is, however, still in use 
for the production of high-class wrought iron, and of castings of great sound- 
ness and tenacity. 


1 See page 265. 2 Tron Manufacture, etc., by Sir William Fairbairn. 
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PIG-IRON. 


Pig-iron is the name given to the rough bars of unpurified 
iron run from the blast furnace. 

In this form it is sold to the founder or to the iron manufacturer. 

By them it is subjected to various processes, which will here- 
after be described. 

Different Materials produced from Pig-iron.—The result of 
these processes is the production of materials which, though origin- 
ally from the same ore, and still of nearly the same cheinical 
composition, differ very widely in their mechanical properties and 
characteristics. 

These materials may be divided into three general clases :-— 
Cast iron, 
Wrought iron, 
and Steel. 

The different processes required for the production of these 
three classes of material, and those connected with the conversion 
of the metals generally into the forms suited for the market—such 
as pigs or ingots, plates and sheets, bars of different sections, etc.— 
will be very lightly touched upon, the details of these processes 
being of less value to the practical designer than the results 
of the mechanical or other tests which he specifies in order 
to prove the suitability of the finished material he desires to 
employ. 

Foreign Substances in Pig-iron.—Pig-iron always contains 
foreign substances, among which are 

Carbon, Silicon, Sulphur, Phosphorus, and Manganese, besides 
many others in smaller proportion. 

Of these foreign bodies that which plays by far the most 
important part is carbon. _ 

The great differences (which will presently be pointed out) that 
exist between 

Cast iron, 

Steel, 

Wrought iron, 
depend chiefly upon the amount of carbon they respectively 
contain. 

The other substances may generally be regarded as impurities. 


| 
| 
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Each, however, when present, plays an important part (see pp. 
264, 265), and in some cases their presence is beneficial. 

With regard to the influence of carbon, Dr. Percy makes the 
following remarks :—- 

“Of all the compounds of iron none are to be compared with those of carbon in prac- 
tical importance. . . . When carbon is absent, or only present in very small quantity, 
we have wro.:ght iron, which is comparatively soft, malleable, ductile, weldable, easily 
forgeable, and very tenacious, but not fusible except at temperatures rarely attain- 
able in furnaces, and not susceptible of tempering like steel. When present in certain 
proportions, the limits of which cannot be exactly prescribed, we have the various kinds 
of steel, which are highly elastic, malleable, ductile, forgeable, weldable, and capable of 
receiving very different degrees of hardness by tempering, even so as to cut wrought iron 
with facility, and fusible in furnaces. And lastly, when present in greater proportion 
than in steel, we have cast iron, which is hard, comparatively brittle, and readily fusible, 
but not forgeable or weldable. The differences between these three well-known sorts of 
iron essentially depend upon differences in the proportion of carbon, though—as we shall 
learn hereafter—other elements may and do often concur in modifying, in a strikirg 
degree, the facilities of this wonderful metal.” * 

It is very important for the proper understanding of this sub- 
iect that the student should, from the outset, bear in mind the 
fact that : 

Cast Iron contains a large percentage of carbon (about 2°0 to 
6:0 per cent). 

Steel contains asmall percentage of carbon (fromabout'10 percent, 
or even less in extra soft steel, to 1°50 per cent in razor steel). 

Wrought Iron, when perfectly pure, is quite free from carbon. 
Practically, however, it contains a small quantity—not exceeding 
0°25 per cent. 

Between these main classes there are several gradations, merg- 
ing gradually one into the other, and to which no definite limits 
(as to percentage of carbon) can be assigned. 

There are also several varieties of each class, varying according 
as the percentage of carbon varies within the limits of that class. 

These minor distinctions will presently be referred to, but at 
present tt will be only necessary to remember that the three 
great divisions—cast iron, steel, and wrought iron—differ chiefly 
according to the proportion of carbon they contain. 


Tar Errecr or Carson uron Cast Iron.—There are many varieties of 
pig-iron, which themselves also differ pretty much according to the proportion 
of carton contained by them. 

These differences depend upon the quantity of fuel used in the reduction 
of the ore, the heat at which the reduction was effected, and other particulars. 

Before proceeding to consider the different varieties, it is necessary to 
understand that there are two distinct forms in which carbon occurs in cast 
iron. 


1 Percy's Metallurgy, p. 102. 
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1. In the state of Mechanical Mixture—In this state the carbon is visible 
in the shape of little black specks interspersed throughout the mass, which 
give the iron containing them a dark-grey colour. 

These little black specks are particles of free carbon, otherwise known as 
graphite or plumbago. 

2. In the state of Chemical Combination.—The carbon in this state is not 
visible, and can be detected only by analysis. 

The properties of cast iron depend not upon the absolute amount of carbon 
it contains, but upon the condition in which that carbon exists. 

The varieties containing a large proportion of free carbon are of a dark-grey 
colour, are soft, and run freely into moulds. 

When the carbon is all, or nearly all, in chemical combination with the 
iron, there are no black specks; the metal is white, very hard, brittle, and 
forms, when fused, a somewhat pasty mass, which will not freely fill a mould. 

The former of these classes merges gradually into the latter, and between 
them there are several gradations, Some varieties contain both free and com- 
bined carbon. 

White cast iron sometimes contains as much carbon as the grey varieties 
(about 4 per cent), but of this very nearly all is in a state of chemical combi- 
nation, whereas in the grey iron a very large proportion of it is free, in the 
shape of distinct specks of plumbago, only about 1 per cent being in chemical 
combination with the iron. 


Impurities in Pig-iron.—The impurities mentioned below are originally derived 
either from the ore or fuel, and unless eliminated in subsequent processes, they will injure 
the respective metals produced in the manner stated. 

SILICON is, next to carbon, the most common constituent of pig-iron. It is derived 
from the ore and from the fuel. A good deal of it is got rid of in the slag produced 
by smelting, and also during the refining and puddling processes. 

In many respects silicon resembles carbon, and it affects cast iron in nearly the same 
way. 

Wrought Tron is rendered by it hard and brittle. To obtain good wrought iron the 
silicon must be removed as far as possible by repeatedly heating and working the iron. 

Steel.— yoy part makes it cool and solidify without bubbling and agitation ; more 
makes it brittle. = per cent makes it unforgeable. 

PHOSPHORUS is very readily taken up by the iron during the smelting process, and is 
one of the worst impurities it can contain. 

Cast Iron is hardened by it, but is made more readily fusible. Its tenacity is reduced. 

Wrought Iron is injured by it in proportion to the quantity present. 

yo per cent does not reduce the strength of wrought iron ; and improves its capacity for 
welding. 45 per cent makes it harder, but not weaker. 5, per cent makes it “cold short” 
(see p. 277). 3%; decidedly cold short. 1 per cent makes it very brittle, and unfit for 
any but special purposes. 

Steel is injured by a very minute proportion. 

vo per cent makes it unfit for the best cutlery. 

ro per cent makes it cold short, and useless for tool-making of any kind. 

tov to y$y per cent are found in analyses of mild steel for structural purposes. 

MANGANESE nearly always exists in cast iron. It tends to produce the white variety, 
in which a large proportion is generally to be found. 

In Wrought Iron and Steel it counteracts red shortness, probably by encouraging the 
departure of the sulphur and silicon (see page 304). 

Its presence is essential in the manufacture of Bessemer Steel, and im some other 
processes. 

SULPHUR is derived from the pyrites in the ore and coal. 

In Cast Iron it tends to produce the mottled and white varieties. 

In Wrought Iron -°, to 34 per cent produces red shortness. 

In Steed more than 3%5 per cent unfits it for forging ; but makes it more fluid, and better 
for casting. 4) per cent produces red shortness. +25 to ~%5 per cent are found in 
structural mild steel. ; 
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CoprER has the following effects :— 

In Cast Iron #5 per cent does no harm. 

In Wrought Iron 75 per cent reduces tenacity. 4°; per cent makes it 1ed short 

In Steel 38; per cent makes it red short. 2 per cent makes it brittle. 

ARSENIO is not a very frequent impurity in iron. 

In Cast Iron a smaller proportion is said to be good for chilled castings. 

In Wrought Iron it causes red shortness. 

Among the impurities met with more rarely, or in smaller quantities, are 

TIN, which makes wrought iron cold short. 

TUNGSTEN, which imparts hardness and elasticity to cast steel, and renters it more 
capable of retaining magnetism. 

ANTIMONY, which makes wrought iron both hot and cold short. 

TrraNruM, which tends to produce mottled cast iron. The so-called ‘‘ titanic steel” 
coutains no traces of titanium. The good qualities attributed to it must arise from 
soine indirect action.} 


Classification of Pig-Iron.—The different varieties of pig-iron 
are sometimes classed under three general heads. 


Bessemer Pig.—A distinct variety of pig-iron made from hematite ores 
for conversion by the Bessemer process (see p. 302). It should be as free as 
possible from sulphur, phosphorus, or copper; but a small percentage of 
manganese and of silicon improves it for the purpose. 

Foundry Pig, including all pigs having a fracture of a grey colour, con- 
taining a considerable proportion of free carbon, and being therefore adapted 
for the use of the ironfounder. 

This iron is produced when the furnace is at a high temperature and _pro- 
perly provided with fuel. 

Forge Pig, consisting of those pigs which are* almost free from uncombined 
or graphitic carbon, and are therefore unfit for superior castings, being useful 
only for conversion into wrought iron. 

This description of iron occurs when the temperature is low, or the fuel 
insufficient, also when there is much sulphur in the ore or fuel. 

Forge iron is generally run from the blast furnace into iron moulds 
(instead of sand), by which it is kept free from the impurities of the sand, 
and also chilled, and thus rendered brittle and easy to break up for further 
treatment. 


The pig-iron of commerce is more carefully divided into six or 
sometimes eight varieties. 

The exact classification varies at different works. 

The following is condensed from one given in Wilkie’s Manu- 
facture of Tron in Great Britain, and quoted by Mr. Matheson in 


his Works in Iron :— 

No. 1.—The fracture of this quality of pig is of a dark-grey colour, with 
high metallic lustre ; the crystals are large, many of them shining like par- 
ticles of freshly cut lead. 

This iron is of the best description, and the highest in price. The amount 
of carbon it contains is from 3 to 5 per cent, which makes it fusible and 
specially fitted for foundry work. 

No. 2 is intermediate in quality between Nos. 1 and 3. 
No. 3 contains much less carbon than No. 1. The crystals shown in a 


1 Bauerman’s Metallurgy. 
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fracture of this iron are smaller and closer than in No, 1, but are larger and 
brighter in the centre than nearer the edges of the fracture. 

The colour is a lighter grey than that of No. 1, with less lustre. 

No. 4 or Bright.—This iron has a light-grey fracture, and but little lustre, 
with very minute crystals of even size over the whole fracture. It is not 
fusible enough for foundry purposes, but it is used in the manufacture of 
wrought iron. 

It is the cheapest of the grey irons. 

When inferior in quality, and nearly passing into the variety called 
mottled, there is usually a thin coat or “list” of white iron round the 
exterior edges of the fracture. 

No. 5, Mottled is intermediate between No. 4 and white iron, the fracture 
being a dull dirty white, with pale greyish specks, and with a white “list” 
at the edges. It is fit only for the manufacture of wrought iron. 

No. 6, IVlute.—This is the worst, most crude, hard, and brittle of the pig- 
irons, the fracture being metallic white, with but little lustre, not granulated, 
but having a radiating crystalline appearance. This iron is largely used in 
the manufacture of inferior bar iron. 

Cinder Iron is an inferior material obtained from the slag of the puddling 
furnace, technically called “ cinder.” 

This cinder contains a large proportion of iron; but also the phosphorus 
and sulphur which have been extracted in making the better iron. 

Such iron can only be extracted by the hot blast, and has done a great deal 
to discredit the material produced by that process. 

It is, however, very fusible, and therefore valuable to mix with other irons, 
and is useful in itself for castings which do not require much strength. 

Mine Iron is a name given to iron smelted from the ore only, without 
admixture of slag. 

When iron is specified as “ hot-blast—all-mine,” it means that no cinder- 
iron or slag has been used in its production. 


CAST IRON. 


Cast Iron is obtained by remelting the foundry pig-iron of 
commerce, and running it into moulds of the shape required as 
hereinafter described. 

In some cases the metal is run into the moulds direct from the 
blast furnace, but in superior work it is generally specified that 
the cast iron is to be of the “second melting ;” that is, from pigs 
remelted in a cupola. 

The cupola is somewhat similar to a small blast furnace, and 
acts in the same way. A little limestone is added as a flux, 
which combines with some of the impurities left in the pigs, and 
removes them in the form of slag. . 

There are several varieties of cast iron—made from the differ- 
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ent qualities of pig-iron—and they are classified by engineers 
in a somewhat similar manner. 

Grey Cast Iron is made from foundry pigs Nos. 1, 2, 3 of 
the classification at page 265, and is itself generally divided into 
three classes according to the nature of the pigs from which it is 
made. 

No. 1 is of a dark-grey colour, caused by the profusion of 
specks of graphitic carbon throughout its mass; it melts into a 
very fluid state, which adapts it for very fine sharp delicate castings 
not reouiring much strength. 

It is, however, not so strong as the other varieties of cast iron, 
and is very soft, yielding readily to a chisel. 

When broken it gives out a somewhat dull leaden sound, and 
shows a large, dark, bright grain. 

No. 2 contains less free carbon than No. 1, is therefore lighter 
in colour, closer in the grain, and more difficult to melt; but 
being harder when cold is better for machinery, girders, castings 
to carry weight, or in any position where strength and durability 
are required. 

No. 3 is of a lighter grey, with less lustre, and contains still 
less carbon than No. 2. It is therefore harder and more brittle, 
and is employed in heavy castings. 

White Cast Iron is made from forge pigs; it contains very little 
free carbon ; is of a silvery hue, extremely hard and brittle, and 
is unfit for castings, except those of the very commonest kind, 
such as sash weights. 

White cast iron can be converted into the grey variety by 
melting and slowly cooling it, and grey cast iron can be con- 
verted into granular white cast iron by melting and suddenly 
cooling it. 

Mottled Cast Iron contains both the grey and white varieties, . 
which can easily be distinguished. The fractured surface is 
either chiefly white with grey specks, or grey with white spots 
and patches. 

Grey cast tron may be distinguished from white cast iron by 
treating the surface of a fracture with nitric acid. On grey iron 
a black stain will be produced, on white iron a brown stain. 

White and mottled cast iron are less subject to be destroyed 
by rusting than the grey kind. 

They are less soluble in acids, are hard, brittle, and not so 
elastic as the softer kinds. 
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Chilled Iron.-—It is sometimes advisable to produce a casting, some 
parts of which are required to have the hardness of white iron, while others 
are required to be of the toughest grey iron. 

This effect may be produced by placing in the mould over those parts 
where a hard skin is required, pieces of cold iron of suitable shapes, thinly 
coated with loam. Where these are touched by the molten metal its surface 
is suddenly chilled and converted into white iron. 

Thus the running surface of a cast-iron wheel is sometimes chilled, and 
covered with a hard skin of white iron, while the remainder of the wheel is 
of tough grey iron. 

Malleable Cast Iron is made by extracting a portion of the carbon from 
ordinary cast iron in order to assimilate it to the composition of wrought iron, 
and thus increase its toughness. This is generally done, in the case of very 
small castings, by embedding them in powdered heematite ore, or in scales of 
oxide of iron, and raising to a bright red heat in am annealing oven. 

Malleable castings “may be easily wrought cold, but become very brittle 
when heated, breaking to pieces under the hammer at an incipient white 
heat ; at a higher temperature the kernel of unaltered cast iron melts, so that 
articles that have been subjected to the process cannot be united by welding, 
but may be brazed without difficulty.” 

Mr. Kinnear Clark states that the tensile strength of annealed malleable 
cast iron is “guaranteed by manufacturers to 25 tons per square inch,” and 
that it “is capable of supporting a tensile stress of 10 tons per square inch 
without distortion.” ! 

Castings treated by this process, though they have not the peculiar fibrous 
structure characteristic of wrought iron, become to a certain extent malleable, 
and can be hammered or bent when cold without fracture. 

They are specially suitable for intricate forms which could not be forged in 
wrought iron without much difficulty and expense. 

The depth to which the casting is effected by this process depends upon the 
time during which it is exposed. Pieces about half an inch thick are ren- 
dered malleable throughout ; thicker pieces have merely a skin of wrought 
iron, the interior remaining unaltered. 

This process is applied to the manufacture of buckles, gun-locks, snuffers, 
pokers, tongs, etc. ; and on a larger scale it has been used for toothed wheels 
of machinery, screw propellers, and other purposes where a certain amount of 
toughness is required combined with intricate forms. 

Mr. Matheson recommends that malleable iron castings should be used for 
the shoes and connecting pieces in roof structures,? 


Toughened Cast Iron is produced by adding to the cast iron and melting amongst 
it from 4 to } of its weight of wrought iron scrap. 


DescriPrions or Pic-Iron For Castines.—Great experience is required in 
order to know exactly what descriptions of pig-iron to choose in order to 
make castings for any particular purpose. 

Mixtures of pigs classed under different numbers, and even selections from 
different localities and makers, are recommended for large and important 
castings. 


1 Clark’s Tables. 3 Matheson. 
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Sir William Fairbairn recommends? the following mixture as being of “great value in 
castings, such as girders for bridges, beams for buildings, etc., where rigidity and strength 
are required :— 

Low Moor, Yorkshire, No. 3, 30 per cent. 
Blaina, or Yorkshire, Nos 225) 5 
Shropshire or Derbyshire, No. 3, 25 __,, 
And good old scrap, 20... 


100 


Many other recommendations as to different mixtures were made before 
the Royal Commissioners who reported on the employment of iron in riilways. 

It is now, however, generally considered better by engineers to stipulate 
that the iron shall stand certain tests, leaving the mixture to be used to the 
judgment of the ironfounder. 


Castings.—The description of the art of the ironfounder does 
not come within the range of these Notes. 

The few remarks which follow are intended only to give such 
a general idea of the process of ironfounding as will enable the 
student to understand the points to be observed in examining and 
testing castings of different kinds. 

CaSTING IN SAND.—Castings, such as are used in building and 
engineering works, are generally made by pouring molten iron 
into sand, in which an impression of the article required has 
been formed by means of a wooden pattern. 

The sand is of a fine loamy character, free from oxides, and is 
filled into iron frames or boxes, without tops or bottoms, called 
« flasks,’ made in two similar parts, one of which fits over the 
other. 

The “pattern” having been accurately formed in wood (a 
little larger than the required casting, so as to allow for contrac- 
tion in cooling, see p. 353), is placed in the lower flask, and the 
space round it is tightly filled with damp sand, the surface of the 
pattern having been dusted with dry “ parting sand.” 

The upper flask is then placed upon the lower one, and in its 
turn filled with damp sand rammed round the pattern. 

The box is then opened, the pattern taken out, and the halves 
carefully put together again without disarranging the sand, an 
orifice being left for the fluid metal, which is poured through 
it, into the space, in the sand, previously occupied by the pattern. 

In order to prevent the metal from being chilled (see page 268) 
by contact with the sand, the inside of the mould is painted with 
a blacking made of charred oak, which evolves gases under the 


1 Application of Iron to Building Purposes, p. 85. 
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action of the hot iron, and prevents too close a contact between 
the metal and sand. 

The sand is also pierced with holes to allow of the escape of 
the air, and of gases evolved when the metal is poured in. Ti 
these are allowed to force their way through the metal, they will 
cause it to be unsound and full of flaws. 

The passages through which the molten iron is poured into the 
mould should be so arranged that the metal runs together from 
different parts at the same time. If one portion gets partially 
cool before the adjacent metal flows against it, there will be a 
clear division when they meet, the iron will not be run into one 
mass, but will form what is called a cold shut. 


The above is the simplest form of the process. 

When a casting is to be hollow, a pattern of its inner surface, called a 
“core” is formed in sand, or other material, so that the metal inay flow 
round it. 

This leads to arrangements in the pattern which are son.ewhat complicated 
and which cannot here be fully described. 

The core for a pipe consists of a hollow metal tube, having its surface full 
of holes. This is wound round with straw bands, and the whole is covered 
with loam turned and smoothed to the form of the inside of the pipe. 

The strength of a casting is increased if it be run with a head or superin- 
cumbent column of metal, which by its weight compresses the metal below, 
making it more compact and free from bubbles, scorize, etc. These rise into 
the head, which is afterwards cut off. 

For the same reason pipes and columns are generally specified to be cast 
vertically, that is when the mould is standing on end, This position has 
another advantage, which is that the metal is more likely to be of uniform 
density and thickness all round, than if the pipe or column is run in a hori- 
zontal position. 

In the latter case the core is very apt to be a little out of the centre, so as 
to cause the tube to be of unequal thickness. 


3 


In casting a large number of pipes of the same size iron patterns are used, as they are 
more durable than wooden ones, and draw cleaner from the sand. Socket pipes should - 
he cast with their sockets downwards, the spigot end being made longer than required for 
the finished pipe, so that the scoriw, bubbles, etc., rising into it may be cut off. Pipes 
of very small diameters are generally cast in an inclined position.! 


Castine In Loam.—Large pipes and cylinders are cast in a somewhat dif- 
ferent way. 

A hollow vertical core of somewhat less diameter than the interior of the 
proposed cylinder is formed either in metal or brickwork. 

The outer surface of this is plastered with a thick coating of loam (which 
we may call A), smoothed and scraped to the exact internal diameter of the 
eylinder (by means of a rotating vertical template of wood), and covered with 


1 Humber, 
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“parting mixture.” Over this is spread a layer of loam (B) thicker than the 
proposed casting, the outer surface of B is struck with the template to the 
form of the exterior of the proposed casting, and dusted with parting 
mixture. 

This surface is then covered with a third thick covering of loam (C) backed up 
with brickwork, forming a cope built upon a ring resting on the floor, so that 
it can be removed. 

The outer brick cope, with C attached to it, is then temporarily lifted away 
upon the ring. The coating (B) is cleared out, and the cope is replaced so 
that the distance between its inner surface and the outer surface of A is equal 
to the thickness of the casting. 

The metal is then run in between C and A. When cool C and A can be 
broken up, and the casting extracted. 

The core, etc., have to be well dried in ovens before the metal is run. B 
is often dispensed with, and the inner surface of C struck with the template. 

Form or Castinas,—The shape given to castings should be very carefully 
considered. 

All changes of form should be gradual. Sharp corners or angles are a 
source of weakness, This is attributed to the manner in which the crystals 
composing the iron arrange themselves in cooling. They place themselves at 
right’ angles to the surfaces forming the corner, so that between the two sets 
of crystals there is a diagonal line of weakness, All angles, therefore, both 
external and internal, should be rounded off. 

There should be no great or abrupt differences in the bulk of the adjacent 
parts of the same casting, or the smaller portions will cool and contract more 
quickly than the larger parts. 

When the different parts of the casting cool at different times, each acts 
upon the other. The parts which cool first resist the contraction of the 
others, while those which contract last compress the portions already cool. 

Thus the casting is under stress before it is called upon to bear any 
load. 

The amount of this stress cannot be calculated, and it is therefore a source 
of danger in using the casting. 

In some cases it is so great as to fracture the casting before it is loaded 
at all, 

Thus in cast-iron girders whose section has been improperly designed, as 
shown in Fig. 111, the web being very thin would cool and contract 
first, The subsequent contraction of the thick flanges would be resisted by 
the already cold and rigid web, The flanges would therefore be kept by 
3” the web in a state of tension, and the 
8 web would be kept in a state of com- 
pression, the amount of which is un- 
known; moreover, the sharp angles ; 
between the flanges and the web would *4 
also be a source of weakness. 

] When the girder is properly designed, 
QZ. as in Fig. 112, the change of thick- | 
.__k ness is gradual, and the unequal contrac- .¥ 


: tion does not occur. (See Part I. p. 
Fig. 111. 945) ( e Fig. 112. 
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In a cast-iron girder of ornamental character such as that in Fig. 113, 
with an open web and moderately thin flanges, the 
flanges and verticals contract first, then the subsequent 
contraction of the diagonals brings them into tension, 
and they are very liable to break across, being resisted 
by the outer flanges. 

On the other hand, if the diagonals contract 
first, they prevent the flanges from contracting, 

Fig. 113. and cause a rupture in them by throwing them into 
tension. 

The internal stress, produced by unequal cooling in the different parts of a 
casting, sometimes causes it to break up spontaneously several days after it 
has been run, 

A case is mentioned by Mr. Anderson,' which actually occurred in practice. 

The casting was of the form shown in Fig. 114, It was duly delivered 
by the maker without any apparent flaw, but 
after lying by for a day or two it suddenly split 
through the middle to within a few inches of 
the outer edges. On inquiry, it was found that 
the cooling of the mass had been hastened. The 
outer edges cooled first ; the thicker inner portion 
remained hot and prevented the outer edges from 
contracting, so they became stretched. When the 
interior became cooled it attempted to contract, 
but the outer edges being rigid cracked in the attempt. 

Castings should be covered up and allowed to cool as slowly as possible ; 
they should remain in the sand until cool. If they are removed from the 
moulds in a red-hot state, the metal is liable to injury from too rapid and 
irregular cooling. 

The unequal cooling and consequent injury caused by great and sudden 
differences in the thickness of parts of a casting, are sometimes avoided by 
uncovering the thick parts so that they may cool more quickly, or by cooling 
them with water. 

It is generally thought that molten cast iron expands slightly just at the 
moment when it becomes solid, which causes it to force itself tightly into 
all the corners of the mould, and take a sharp impression. 

As molten iron cools down it shrinks about +s in all its dimensions ; the 
patterns must therefore be made proportionately larger. 

The exact amount of contraction depends, however, upon the size and 
thickness of the casting, and upon the quality of the iron. The amount of con- 
traction differs considerably in other metals, and the patterns should vary in 
size accordingly (see p. 353). 

The patterns should also be slightly bevelled (about $ inch to the foot), 
so that they may be easily drawn out of the sand. 

Superior castings should: never be run direct from the furnace. The iron 
should be remelted in a cupola. This is called the second melting, and is 
generally prescribed in specifications. It greatly improves the iron, and gives 
an opportunity for mixing different descriptions which improve one another. 


1 Proceedings Society of Arts. 
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Castings required to be turned or bored, and found to be too hard, are 
softened by being heated for several hours in sand, or in a mixture of coal 
dust and bone ash, and then allowed to cool slowly. 


EXAMINATION OF CastTINGs. — In examining castings, with a 
view to ascertaining their quality and soundness, several points 
should be attended to. 

The edges should be struck with a light hammer. If the blow 
make a slight impression, the iron is probably of good quality, 
provided it be uniform throughout. 

If fragments fly off and no sensible indentation be made, the 
iron is hard and brittle. 

Air bubbles are a common and dangerous source of weakness, 
They should be searched for by tapping the surface of the casting 
all over with the hammer. Bubbles, or flaws, filled in with sand 
from the mould, or purposely stopped with loam, cause a dulness 
in the sound which leads to their detection. 

The metal of a casting should be free from scoriz, bubbles, core 
nails, or flaws of any kind. 

The exterior surface should be smooth and clear. The edges 
of the casting should be sharp and perfect. 

An uneven or wavy surface indicates unequal shrinkage, caused 
by want of uniformity in the texture of the iron. 

The surface of a fracture examined before it has become rusty 
should present a fine-grained texture, of an uniform bluish-grey 
colour and high metallic lustre. 


Cast-Iron Pipes should be straight, true in section, square on the ends and in 
the sockets, the metal of equal thickness throughout. They should be proved 
under a hydraulic pressure of four or five times the working head. The sockets 
of small pipes should be especially examined, to see if they are free from honey- 
comb. The core nails are sometimes left in and hammered up. They are, 
however, objectionable, as they render the pipe liable to break at the points 
where they occur. 

Tests For Cast IRon.—For small girders and other castings intended to 
carry weight, it is usual to test a certain proportion of the number supplied 
by loading them till they break, and noting the weight under which they give 
way, 

For large castings this system of testing would be too expensive. Small 
bars are therefore cast from the same metal and at the same time as the cast 
ings, and these are tested to fracture by a weight applied at the centre. 

Some engineers require that the test bar should be cast with the main 
casting, and not broken from it until they have seen it. 

The test bars are usually about 3 feet 6 inches long, 2 inches deep, and 
1 inch wide, with a clear bearing of 3 feet. 


1 Humber, 
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The test weight varies, according to the opinion of the engineer, from 16 
to 35 cwt. 

It is important, however, to ascertain not only the weight that will break 
the test bar, but also the amount of deflection that will occur before fracture. 

The reason for this is that a very hard iron will often bear a considerable 
cross strain when it is steadily applied, though it would be so brittle as to be 
unfit for any position in which it would be liable to slight vibration or shocka 
of any kind. 

With regard to this point Mr. Matheson says :— 

‘© A strength capable of enduring 25 cwt. on the test bar without fracture should be the 
minimum quality allowed even for short and heavy columns; but for other purposes a 
load of from 28 to 30 cwt., and a deflection of 45; inch, should be demanded. 

“¢The deflection will vary from ‘3 to ‘5 inch. 

<¢' There is no difficulty in getting such iron, and higher qualities can be given if neces- 
sary, breaking strains of 30 to 35 ewt. being obtainable with judicious mixtures of the 
best kinds of iron ; and in testing such iron it will generally be found that some of the 
bars will endure as much as 38 cwt.”? 

Mr, Stoney points out “a singular fact that there is an excess of about 16 per cent in 
the weight that a 2-inch by 1-inch test bar will support when cast on edge and proved 
as cast, over that which it will support when proved with the underside as cast placed 
at the top as proved, and 8 per cent over the weight which the same test bar will sup- 
port if cast on its side or end, and proved on edge. 

‘‘ Hence cast-iron girders should be cast with the tension flange downward in the sand,”’? 

Dr. Pole has pointed out that small cast bars do not give a fair indication 
of the strength of larger castings run at the same time. 

The cast-iron sleepers for the Great Indian Peninsula Railway were tested 
by a falling weight ; and test bars, of the ordinary form, cast at the same 
time, were broken by cross strain ; others, having a central section one inch 
square, were broken by tension. 


WROUGHT IRON. 


Wrought Iron is, or should be (as before mentioned), very 
nearly the pure metal, containing not more than about 0°15 per 
cent of carbon. 

It may, by a peculiar process, be procured direct from the ore, 
but is generally obtained from the harder descriptions of pig-iron 
by a succession of processes, the object of which is to get rid of 
the carbon, and of the phosphorus, silica, and other impurities, 
which injure the iron and make it brittle. 

In order to expel these foreign substances the finest qualities 
of wrought iron are refined and then puddled: the inferior quali- 
ties are puddled only. 

Forge pig is generally used for the manufacture of wrought 
iron, and can be converted at once by the puddling process. 

Grey iron, however, contains graphite and silicon. The latter 
makes it difficult to puddle, and it is often removed by the pre- 
liminary process of refining described below. 


1 Matheson’s Works in Iron. 2 Stoney On Strains, p. 477. 
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ReFINING consists in keeping the pig-iron in a state of fusion on an open 
hearth with coke, for about two hours, with a strong current of air directed 
upon it, It is at the same time well stirred, so that all parts of it are brought 
into contact with the air and oxidised. 

The oxygen in the air deprives the cast iron of part of its carbon, and at 
the same time converts the silicon into silica, which combines with some of the 
oxide of iron to form a fusible slag, that runs off. 

The liquid iron is then run into cast-iron moulds lined with loam, and kept 
cool with water circulating below them, so that it is chilled and easily broken 
up into what is technically known as “ plate metal.” 

The resulting fine metal greatly resembles white cast iron in its character- 
istics, but the percentage of impurities will be found to have been consider- 
ably reduced by the refining process. 

PUDDLING consists in melting the pig-iron in a reverberatory furnace, by 
means of which the metal is subjected to the heat of the flame and a strong 
current of air, and kept quite clear of the fuel. 

The molten metal is at the same time well mixed with oxidising substances, 
such as hematite ore, oxide of iron, forge scales, etc., and sometimes with lime- 
stone and common salt. The oxygen in these combines with the remnant ol 
carbon left in the iron, and the silicon is also oxidised, passing off in slag. 

As the carbon is removed the iron becomes less fusible, and clotty lumps 
of pure iron appear, which are collected by the puddler and pressed together 
with the tool until they are formed into puddle-balls weighing about ?# cwt. 
or more. 

In order to reduce the labour in puddling, rotatory furnaces and other 
ingenious inventions have been introduced. These, however, need not be 
further referred to, 

Saineting.—The lumps or balls formed in the puddling furnace are at 
once placed under a helve or a tilt-hammer, the blows of which force out 
the cinder and consolidate and weld the particles of iron together, forming it 
into what is called a bloom. 

Inferior descriptions of iron generally have the slag removed by a squeezer, 
a machine something like the jaws of an alligator, after which animal it is 
sometimes named. 

On many works the steam-hammer is used for this purpose, and it can be 
made to do the work very effectually. It may, however, be used to produce 
very inferior iron, because it can be adjusted to give the mass such very 
light blows that the slag is not squeezed out, but left in the iron to its very 
great detriment.’ 

Rotiine.—Directly after this the red-hot slab of iron, or “ bloom,” is passed 
between grooved rollers, which convert it into puddled bars about 3 or 4 inches 
wide, # to 1 inch in thickness, and 10 or 12 feet long, 

The puddled bars thus formed are wrought iron, but of the lowest class, 
They possess hardly any of the characteristics of the higher qualities, and 
require to be greatly improved by subsequent processes of piling, reheating, 
and rolling. 

Before referring to these processes and to the different qualities of iron 
produced by them, it will be well to glance at the effect of rolling upon the 
structure and strength of the iron. 


1 Pole, 
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Errecr oF Routine Iron.—Al! wrought iron, after fusion, or after having 
been exposed to high temperatures sufficient to induce softening or pastiness, 
which is the case when iron is reheated to a white heat, consists of an aggrega- 
tion of crystals of a cubical form. 

In the act of rolling, these crystals are elongated into fibres, which form 
the mass of all good wrought iron. 

Some authorities consider that when bar iron is subjected to continued 
vibration, constantly repeated loads, shocks, or blows, its structure becomes 
altered, and that it returns to a crystalline condition. On this point, however, 
there is considerable doubt (see p. 330). 

The chemical constitution of the iron as well as its mechanical structure is 
altered during the process of rolling. When heated the surface is exposed to 
the oxidising influence of the atmosphere, the amount of carbon is consider- 
ably reduced, and a large proportion of other impurities may be got rid of. 

Some experiments made at Woolwich on Bessemer wrought iron showed 
that this iron, when fused and run into a mould, had a tensile strength of 
18°412 tons per square inch, but when the same iron was rolled its 
tensile strength became 32°4 tons per square inch, by which it appears that 
the operation of rolling has the effect of nearly doubling the strength of the 
iron. 

The effect of rolling is illustrated also by the example given at page 331. 

Iron, however, will not bear to be rolled too often, for it appears from Sir 
W. Fairbairn’s experiments that it gains strength only up to the fifth reheat- 
ing, and then its strength begins to fall off. 

Professor Rankine says —“ Good bar iron has in general attained its maxi- 
mum strength, and the desired size and figure should be given to it with the 
least possible amount of reheating and working.” 


Different Qualities of Bar Iron.—The products of the rolling 
process are classified as follows :— 


Puppiep Bars, also known as No. 1 or rough bars, 

The puddled bar obtained by the processes above described is of a very 
weak and inferior quality. 

It has a coarse crystalline structure, and very small tensile strength (see 
Table, p. 316), but is of a harder texture than the better kinds of bar iron 
about to be mentioned. 

In order to improve the quality of the material, the puddled bar is cut up 
into short lengths and subjected to the processes of piling, reheating, and 
rolling. 

The effect of these processes is—l1st, To drive out the slag; 2d, To give 
uniformity of structure, weak parts of one bar being brought alongside the 
strong parts of other bars ; 3d, To produce a finished surface. 

Some of the harder kinds of iron are, however, worked chiefly by the 
hammer, the bar being passed through the rolls only at the last when it is 
to receive its finished section. 

MercHant Bar or Common Iron, known also as No, 2, is produced by piling 
up short lengths of puddled bars, raising them to a welding heat, and passing 
them through rollers, This amalgamates them into a single bar, and gives 
the iron a fibrous structure which greatly increases its strength. 

This quality of bar is, however, still very inferior, being hard and brittle 
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It can be forged only with difficulty, and is useful only for the commonest 
purposes, 

Best Bar is produced by cutting up merchant bars, and repeating the pro- 
cesses of piling, reheating, and rolling. 

In some cases the top and bottom of the pile are made with bars that have 
been twice rolled. 

Best bar is far tougher and more easily worked than merchant bar, and is 
generally used for ordinary good work. 

Best Best and Best Best Best iron bars are those which have respectively 
been submitted to three and four repetitions of the processes of piling, weld- 
ing, and rolling. 

Sorap Bars are made from short pieces that are useful for no other pur- 
pose welded and rolled together into a single bar. 

When the scraps used are old pieces not thoroughly cleaned, the resulting 
bar is of an inferior description. 

If, however, the scraps used are of new and clean iron, such as the short 
ends cut off finished bars, an iron of capital quality is produced, which is 
known as best scrap or best best scrap. 

Manvuracture oF T anv I IRnon.—In manufacturing iron of T, I, or 
other sections, a pile of bars is formed, heated, and welded together under 
a steam hammer. 

This is then rolled, in the roughing or cogging rolls, into a bloom of about 
half or two-thirds the sectional area of the original pile. 

The bloom is reheated, and rolled down in grooved finishing rollers, each 
approaching more and more nearly to the section of the finished rail, 

The bars are then cut to a length, straightened, and finished. 


Wrought-iron girders can be rolled with ease up to a depth of from 12 to 15 inches. 
When they are required of greater depth than this, the upper and lower portions are 
sometimes rolled separately, and then united by inserting a piece of iron containing more 
carbon, and which is therefore more fusible. This piece is subjected to a fierce heat from 
blowpipes, and at the same time hammered on both sides, so as to weld the upper and 
lower portions of the girder together. Mild steel joists can now be obtained, as a result 
of the increased power of rolling mills, up to 20” in depth, and from 7” to 8” in width of 
flange. 

Contraction of Wrought Iron.—* When a bar of wrought iron is heated 
to redness and quenched in water it becomes permanently shorter than 
before. This fact is well known to practical men, who sometimes avail them- 
selves of it when a wrought-iron crank, etc., has been accidentally bored out 
too large for its shaft ; by one or more heats it may be reduced so as to be a 
good fit.” ? 

Cold Rolled Iron.—Wrought iron bars and plates, rolled cold under a 
great pressure, acquire a polished surface, and have their tensile strength in- 
creased, and their ductility reduced as shown in the Table, p. 317. 


Defects in Wrought Iron.—CoLD SHoRT iron is very brittle 
when cold, and cracks if bent double, though it may be worked at a 
high temperature. 

This defect generally appears in an iron produced from a poor 
ore, or is caused by an excess of phosphorus. 

1 Box on Heat. 
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RED SuHort or Hot Short iron cracks when bent or finished at 
a red heat, but is sufficiently tenacious when cold. The defect is 
generally caused by sulphur from the fuel. Red short iron, 
though useless for welding and for many other purposes, is tougher, 
when cold, than other iron. 

Arsenic, copper, and several other impurities also produce red 
shortness. 


TESTS FOR WROUGHT IRON. 


General Remarks.—There are several ways in which the 
quality of a piece of wrought iron may be ascertained. 

It may be broken by direct slow tension, or by a falling weight, 
the breaking stress, elongation, contraction of area, and other par- 
ticulars being noted. In the absence of facilities for breaking it, 
it may be subjected to certain rough tests which will be presently 
described. 

Where these tests cannot be applied; some idea may be formed 
of the quality of the iron by the appearance of the fractured sur- 
face. 

Wrought iron is used in many structures in which it is lable 
to receive sudden and often-repeated shocks. This is the case, 
for example, in bridges, and to a certain extent in roofs. It must, 
therefore, be able not only to resist a great tensile stress, but also 
to withstand sudden concussion or continued vibration. 

A very hard iron will withstand a very high tensile stress, but 
is brittle, and will snap under a sudden strain. 

A good iron must, therefore, not only possess great tensile 
strength, but must be ductile, that is, able to stretch before it 
gives way. This ductility may be measured either by the pro- 
portion borne by the permanent elongation to the original length 
of the iron, or by the amount of contraction of area of section 
caused by the stretching. 

A specimen of such iron when torn asunder by slow tension 
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will not break off short as in Fig. 115, but will draw out as 
in Fig. 116, not only becoming longer, but also heing reduced 
in diameter and sectional area at the centre. The dotted lines in 
Fig. 116 show the original size of the specimen. 

In order that both strength and ductility may be secured, it 
is now usual for engmeers to require that the iron for bridges 
and similar important work should fulfil at least two condi- 
tions :-— 


(1) That it shall not break with a tensile stress less than a 
certain specified amount. 

(2) That before breaking it shall elongate not less than a 
named proportion of its original length ; or 

That before breaking its sectional area shall be reduced (as a 
consequence of its stretching) by not less than a certain named 
proportion of its original area. 


Of these two forms of the test for ductility, the measurement 
of the elongation is generally simpler and more easily managed 
than the measurement of the reduction of area. 

With ordinary irons, as a rule, that specimen which has the 
greatest tensile strength is the hardest, and will contract least in 
sectional area, or lengthen the least before breaking. 

Iron can, however, be made which will possess both qualities 
in a very high degree. 

In addition to ascertaining the strength and ductility of the 
iron, it is desirable to know how the iron will behave when 
reheated and worked. 

This is ascertained by bending or otherwise distorting the iron 
when hot, as described at page 282, under the head of Forge 
Tests. 

Such tests are especially valuable when the iron is to be forged 
into different shapes before use in the structures for which it 1s 
intended. 


Mr. Kirkaupy’s Exprriments.—At one time it was thought that the 
tensile stress required to break a piece of iron was all that was necessary to 
be known in order to ascertain its quality. 

The investigations of Mr. Kirkaldy founded upon an elaborate series of 
experiments made by him on iron of every description and quality, led him, 
however, to the following conclusions,! among many others, some of which 
will be referred to presently : 


! From Kirkaldy’s Haperiments on Lron and Steel. 
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‘1. The breaking strain does not indicate the quality as hitherto assumed. 

“2. A high breaking strain may be due to the iron being of superior quality, densa 
fine, and moderately soft, or simply to its being very hard and unyielding. 

“*3. A low breaking strain may be due to looseness and coarseness in the texture, or 
to extreme softness, though very close and fine in quality. 

“*4, The contraction of area at fracture, previously overlooked, forms an essential 
element in estimating the quality of specimens, 

‘5. The respective merits of various specimens can be correctly ascertained by com: 
paring the breaking strain jointly with the contraction of area. 

“*6. Inferior qualities show a much greater variation in the breaking strain than 
superior. 

“7. Greater differences exist between small and large bars in coarse than in fine 
varieties. 

‘* 8, The prevailing opinion of a rough bar being stronger than a turned one is erro- 
neous. 

“9, Rolled bars are slightly hardened by being forged down. 

“10. The breaking strain and contraction of area of iron plates are greater in the 
direction in which they are rolled than in a transverse direction.”” (In Mild Steel Plates 
the strength and extension are practically equal in both directions.) 


Unirormity,—In choosing iron for railway bridges and similar structures 
it is not only important that the iron should be strong and tough, but also 
that it should be wniform in quality. 

Iron structures should be so proportioned that an equal stress shall 
come upon every square inch of the section of every part. It is of no advan- 
tage that the iron in one part should be so good as to enable it to take more 
than this working stress, when at the same time another part would give way 
if the stress were applied. 

GeyERAL Mrruops or Txst1nc.—Upon receiving a quantity of iron for 
any work, a certain proportional number of pieces are usually selected at 
random and tested to breaking in’ the manner before described, the percentage 
of elongation being at the same time observed, or of the contracted area. In 
addition to tensile tests, hot and cold forge tests are also applied, and in the 
case of steel boiler plates, tests for tensile strength and temper bending are 
frequently applied to each individual plate. 

This is the usual method of testing—all the particulars required to be 
known with regard to the iron may be ascertained—and though some bad 
pieces may escape detection, yet the general average of the whole, and the 
degree of uniformity which exists, is pretty well arrived at. 

In order that the iron may be uniform in ductility as well as in tensile 
strength, it has been recommended that a maximum percentage of elongation 
or contraction of area should be specified as well as a minimum. This, how- 
ever, is not done, the minimum only being referred to in most specifications 

Built-up girders, rolled joists, and trusses, such as roof principals, are 
frequently tested, either by hydraulic pressure or dead weight, and much 
valuable information, relative to the behaviour of the finished structure, is to 
be obtained by these means. ' 

Testing Machines.—Numerous machines for the accurate testing of the 
strength of materials are now to be found both in public and private estab- 
lishments. Many of these are remarkable, not only for the great range of 
stress which can be applied, but also for their sensitiveness and accuracy of 
measurement. 

Among these may be mentioned the well-known machine of Mr. Kirkaldy 
of Southwark ; the 450 ton Emery Machine at Watertown Arsenal, U.S.A. ; 
the 600 ton machine of the Union Bridge Co., Pa., U.S.A. ; and many more 
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designed on the principles of Werder, Wicksteed, Fairbanks, Riehle Bros., 
Greenwood and Batley, Buckton, and others. 

The methods of application of the load are usually by hydraulic pressure, 
a system of levers with weights, or a combination of both. 

Autographic apparatus for recording the behaviour of material under stress 
is frequently applied and used in the delineation of stress-strain diagrams, 
the determination of the elastic limit and yield-point, ete. 

The arrangements of these machines is such that specimens can be sub- 
jected to compressive, tensile, transverse, and torsional stresses, while in the 
larger machines full-sized members, such as columns of wood, iron, steel, or 
brickwork, and steel or iron tension members can be tested to destruction. 

For a detailed description of the various types of machine and their 
principles of design, the student is referred to Professor Unwin’s Testing of 
Materials of Construction. 

Tensile Tests for Wrought Tron.— The Tables at page 316 give the 
tensile strength, the contraction of area, and other particulars with regard to 
several different descriptions of iron. 

These particulars differ in nearly every case. It is not usual to make 
shades of difference in the tests applied, so that they do not vary with each 
minute difference in the description of iron that is to be used. 

The following Tables, showing the tests that are applied to the various classes 
of iron by the different Government departments, will therefore be useful. 

India Office—The following Table is extracted from one prepared for the 
India Office by Mr. Kirkaldy : +— 


ScaLE oF TENSILE Tests FoR [RON OF VARIOUS QUALITIES. 


| Crass C. Crass D. Cuass E. Crass F. Ciass G 
B fa a 3 oee |S pales dla ¢ 
ESCRIPT leat wos a sae = = = mH 
ESCRIPTION. | 228 | -8 5 == a ag |6ss (So ees 
=| 4 5) : Bm S| n SAD (sezs 
2 Ss § ano Ss 2 Ses oO | Savis 
LS gq Ba Baw BO 8 28 SF | a | Bo 8 
i= ey | Sy) COs qo c q Bs q SH p= higer S| 
[aeltous e 2) 24a e Sele 8 | * eke es 
Be aieaD Otc, | ae oes a OIE 
| Tons. /Per cnt.| Tons. |Percnt.| Tons. |Perent.} Tons. |Percnt.| Tons. |Per ent. 
Bars, round or | | 
square Bee ay 45 26 35 25 24 25 23 20 
| | 
“= | ~ € 
Bars, flat seepage ue: 80) 25 30 24 23 20 22 16 
AngleandTeeorT) 25 | 830 24 22 As BLO 22 15 DA eM eel 
| H 
| 
Plates, grain | 
lengthways ae: Oy eal aD) 22 12 gall |10>) og 8) | 
| | | e 
Plates, grain r 23 16| 213 p - 204) 193} $74 (+183) +53) 
Lae oa} liz) 20) Oo}. toh Prt. tee) oo ae gi 3 


Ultimate Stress ) 
per square inch. J 


SwepisH Bars. 


22 tons. 


Contraction of ) 
area at fracture. J 


60 per cent. 


This Table may be compared with the Tables of strength given at page 
316, of various descriptions of malleable iron. 
The best Yorkshire Iron might be expected to stand the tests under Class 
C, as regards the contraction of area. 


1 Wray’s Theory of Construction. 
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The Best Best irons of the market should stand the test under Class E. 
The ordinary Best iron of the market should stand those of Class G. 


A and B are reserved for special qualities of iron which might be required at any 
future time, and the Classes D to F would be for qualities intermediate between the others, 
Recent India Office specifications are summarised as in the following Table, which 
shows the ultimate tensile stress per square inch, and the contraction of area and per- 
centage of elongation for each description of iron. 


B.B. 
Stafford- 
shire. 


Stafford- 
shire. 


BaBoB: <3 


Yorkshire. 


Miscel- 
laneous. 


For Iron | 


roofing. 


imate tensile 


Ultimate tensile 


stress per sq. inch. | 
Contraction of area 


Ultimate tensile 


stress per sq. inch. 
Contraction of area 


stress per sq. inch. | 
Contraction of area 


per cent. 


per cent. 


Ultimate tensile 


stress per sq. inch. 


Ultimate tensile 


stress per sq. inch. 


Contraction of area 


a 
2 
nn 


Contraction of area 


Bars round and square . 


rm 
sO 
77 


he 
= 


~ 
oO 


no 


\Flat bars 
over 5” wide. 


Flat bars 


Detar i ae ee 3135 | 22] 45 


junder 5’wide. 


Angle iron. : . | 28 35 | | 45 | 22 | 20 
4h Opa gles : : 20128 | | 4D: 16 22 A220) 
The percentages for Plates and Sheets are for elongation i1 
Plate { gtain lengthways | 20 | 10 | 22 | 20, | Bi} 2 
orain crossways. | 17 | 5 | 18 | 12) 8 oe 
Grain lenetheaye | a0 (40) 20 20 
grain lengthways | 22 | | 20 | 
Sheet grain crossways. | 19 | 5 | 18 42 
8 J ous si ear | 


| 


Admiralty—The Admiralty Tests for iron may be tabulated as follows > 
(See Tests for Mild Steel, p. 308.) 


Tensile Strain 
per square inch. 
(grain lengthways) 22 tons. 
(grain crossways) : : 18 
(grain lengthways) 3 : 21 
1 


Do., boiler plate, do. do. ; (grain crossways) 18 


grain lengthways) : : 20 
rain crossways) : : bi 


BB or Ist class plate iron and sheet _ 
iron 4 inch thick and above . ‘ 

if 

{ 


i 

\ 

B or second class plate and sheet iron + e 

g 

Angle, Bulb, T, Angle-bulb, Tee-bulb (grain lengthways) ae 

or other iron of ordinary form : Shs Be Boe : oa 

All the above are in addition to the forge 
tests enumerated at page 281. 

BB bar iron, moulding, sash bar, half WO ; : ; DOES sy 
round, and segmentaliron. Fire bar and such forge tests, hot and cold, as may 
iron J be deemed expedient. 

Cable Iron, sizes under 2}” diameter , : : : A 23 tons. 

Do. Do. Do. above 24” i ; i OD <e3 


With an elongation of 20 per cent in 8 inches for all sizes. 


Rough Tests for Wrought Iron.—There are several very useful tests 
which may be applied to iron of different forms in addition to the tensile tests. 

Forge Tests.—Plate iron may be bent either hot or cold, with or across the 
grain. The bending is done upon a cast-iron rectangular slab, having the 
corner slightly rounded off. The angle through which the plate should bend 
without cracking depends upon the quality and thickness of the iron, and is 
shown in the following tables, which, together with the tests following for 
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angle irons, etc., have been extracted from the Admiralty directions for test- 
ing iron. 


PLATE IRON. 


| Hor. | CoLp 


4 THICKNESS. 
| | 

| 

(cs 

| 

Be: 

| 


Pape saa mete ca | 
cara 1 inch. | % inch. | 4 inch. 4 inch. 
BB, grain le uae ays . . ; | 125° | 15° | 26 35° 70° 
a CLOSSWAYS) ; : 908 4 SbF ae Ui 5° 30° 
3, grain lengthways : ‘ a 90° | 10° 20 30° 65° 
[i> »» cTossways . 60° | 5° 10° 20° 
a Pee uh ule ie ote ea | 
| SHEET IRON. 
ee i es aC Ree 
| | Hot Coup 
= Bia plang — esisee AD sD 
B B, grain lengthways . ree ee 90° 
z » crossways. : ci 90° 40° 
B, grain lengthways | 90° ie 
| is» CROSSES: : : | 60° 30° 
{ 


N.B.—It should be noticed that the angle mentioned above in each case is the angle 
through which the plate is bent, commencing at the horizontal, not the angle between the 
two sides of the plate after it is bent. 


Different descriptions of iron may be tested as follows :—! 
HOT. COLD. 
dale te | Notched and broken acfoss to 
Sin a de show quality of the iron. 


May be bent thus 


WY 
or ©O) 
ere ior 


Or flattened thus One flange cut off and bent cold, 


thus 
And end bent over thus y 


1 These are tests used by the Admiralty. 
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Tee Irons 


May be bent thus 


Or thus Qp 
Tee bulb iron may be tested like 


Tee iron, and angle bulb tron 
like angle iron, after the bulb 


Same as for angle irons. 


The bulb may be notched on one 
side, and broken cold to show 
the quality of the iron. 


in each case is cut off. 


Bulb Iron 


Bulb notched on one side, and 
broken to show quality of iron. 


Cut off bulb, and bend 
web thus 


Channel Iron 
Flange cut off and bent cold as 
for angle iron. One sample 
notched, and broken cold, to 
show quality of iron. 


Bent thus 


Rivets of good quality should double when cold without showing any signs 


of fracture. The heads “‘when hot should stand being hammered down to 


less than 4-inch thickness without cracking at the edge. Rivets should also 
stand having a punch of nearly their own diameter driven right through the 
shank of the rivet when hot without cracking the iron round the hole.” ! 

Appearance of the Fractured Surface of Wrought Ivon.—At one time it was 
thought that a fibrous fracture was a sign of good tough wrought iron, but that 
a crystalline fracture showed that the iron was bad, hard, and brittle. 

Mr. Kirkaldy’s experiments led him, however, to the following conclu- 
sions.” 


‘1. Whenever wrought iron breaks suddenly, a crystalline appearance is the invari- 
able result ; when gradually, invariably a fibrous appearance. 

**2. Whether, on the one hand, it is finely or coarsely crystalline, or on the other, 
the fibre be fine and close, or coarse and open, depends upon the quality of the iron. 

‘*3. When there is a combination in the same bar or plate of two kinds—the one 
harder or less ductile than the other—the appearance will be partly crystalline and partly 
fibrous, the latter produced by the gradual drawing asunder action previous to and at the 
time of rupture ; whilst in the former the iron breaks suddenly, without elongating at 
time ot rupture. 

“4, When the proportion of the harder is considerably less than the softer, the for- 
mer snaps suddenly, whilst the latter continues stretching ; but when nearly equal, or the 
less ductile predominates, both portions break together, or almost at the same moment ; 


1 Graham Smith in Proceedings Liverpool Engineering Society, from ‘‘Engineer.” 
2 Kirkaldy’s Zaperiments on Wrought Iron and Steel. 
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the one part, gradually arriving at its limit of endurance, breaks with a fibrous appear- 
ance, whilst a greatly increased strain consequently coming on the remaining portion, it 
suddenly gives way producing a crystalline appearance. 

‘5. The relative qualities of various irons may be pretty accurately judged of by 
comparing their fractures, provided they have all been treated in precisely the same way, 
and all broken under the same sort of strains similarly applied. 

‘*6. By varying either the shape, the treatment, the kind of strain, or its application, 
pieces cut off the same bar will be made to present vastly different appearances in some 
kinds of iron, whereas in others little or no difference will result.” 


It will be seen then that the appearance of the fractured surface of wrought 
iron is to a certain extent an indication of its auality, provided it be known 
how the stress was applied which produced the fracture. 

Good iron may be either crystalline or fibrous, according as the stress which 
caused fracture was sudden or gradual, but it should be remarked that bad 
iron is never fibrous. 

Small uniform crystals of a uniform size and colour, or fine close silky fibres, 
indicate a good iron. 

Coarse crystals, blotches of colour caused by scoriz or other impurities, loose 
and open fibres, are signs of bad iron, and flaws in the fracture surface are 
signs that the piling, welding, and rolling processes have been imperfectly 
carried out. 

Fractures examined should be those of bars at least half-an-inch thick, or 
they will become distorted and will not exhibit the characteristic peculiari 
ties to be seen in larger bars. 

The fibres of wrought iron are readily exposed by immersing the specimen 
for a few days in very weak hydrochloric or nitric acid, which eats away the 
material between the fibres, leaving the latter exposed. 

Test by means of Falling Weight, or Impact Tgst.—In testing iron for very im- 
portant situations, where it will be subject to sudden shocks, it is well to subject it to 
the tension produced by a weight falling from a height, so as to imitate as nearly as 
possible the action of the force to which it will be subjected. 

This is done in the case of bolts for fastening the thick iron plates of armour-plated forts. 

These are tested by means of a ton weight falling through a distance of 30 feet. The 
testing apparatus is so arranged that the blow acts in the direction of the length of the 
volt. This, it is found, will pull asunder a 38-inch bolt in six or seven blows. The 
fracture is required to be “silky fibrous, not crystalline in any degree,” and the contrac- 


tion of area 40 per cent. 
Steel rails are also frequently tested by a falling weight. 


DESCRIPTIONS AND MARKET FORMS OF MILD STEEL 
AND WROUGHT IRON, AND THEIR RELATIVE VALUE 


DESCRIPTIONS OF WROUGHT IRON. 


The following are the different kinds of wrought iron most generally known 
in this country. 

Swedish Iron is made from pure magnetic iron ore—chiefly from Danne. 
mora—smelted with charcoal. 

It excels any iron made in this country with regard to tenacity and tough. 
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ness, but its great cost precludes it from use in engineering and building 
structures. 

Best Yorkshire Iron—produced by certain well-known firms of long stand- 
ing (see p. 297). ‘This iron can be more thoroughly relied upon for strength, 
toughness, and uniformity than any other made in this country. It is gener- 
ally specified for important werk intended to withstand an unusual stress, or 
to resist sudden shocks, or changes of temperature. 

Other Yorkshire manufactwres— Staffordshire Iron, Scotch Iron, Cleveland 
Iron, Newcastle Iron, Middlesborough Iron, Welsh Iron, etc. etc., are other 
descriptions of bar and plate iron in the market. They vary considerably in 
quality ; some of them possess considerable strength and toughness, are only 
half the cost of best Yorkshire iron, and are more generally used for ordi- 
nary purposes. 

These different varieties are generally distinguished by marks or brands, 
which are described at p. 294. The qualities of the different kinds of iron are 
further referred to in connection with the brands under which they are sold. 


MARKET FORMS OF MILD STEEL AND WROUGHT IRON. 


Mild Steel and Wrought Iron are prepared for the market in several 
convenient forms. 

Ordinary Dimensions are those generally made and kept in stock. Every- 
thing required of different dimensions from these must. be paid for at a 
higher price.? 

Dead Lengths and Exact Dimensions are also chargea for extra, that is when 
a bar must be the exact length specified within 4 inch, or when a plate must 
be a special unusual length by a special unusual width in disproportion. 

Iron of irregular or unusual figure or dimensions, or cut according to 
sketches, is also charged extra, 

Bar Iron includes simple sections—round, square, or flat. 


BA square. ; é ; 
an Ordinary dimensions are generally from 4 inch to 3 inches 
a } diameter, or sides, increasing by +s of an inch each size, 

round. 


If under } an inch diameter, they are classed as rods; or if under +s inch 

diameter, as wire, 

comes J/at Bars.—The ordinary dimensions are generally from 1 foot by 4 

of an inch to 6 inches by 1 inch, the width increasing 4 of an inch and the 

thickness increasing 7s of an inch (at the same time) in the various sizes, 
Bars of these sections may be readily obtained of to 22 feet in length with- 

out extra charge, 


am Half round, @® Oval, =~ Conver, <== Half-oval, @ Hexagon,: 


@ Octagon, and sim Tyre iron, are other sections which are useful for dif- 
ferent purposes, but which need not be more fully described. 

Bar iron is classified as to quality in the manner described at p. 276. 

Uses.—Best Yorkshire Bar Iron is used for locomotives, and in superior 
shipbuilding, also for bolts and fastenings of very important structures. 

Best Best Bar Iron of other descriptions is used for all very important work 
where the expense of Lowmoor, Bowling, or other best Yorkshire irons ex- 
cludes their use. 


' For remarks on Standard Sections, see p. 292. 
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Best Staffordshire Bar Iron is used for ordinary work. 

Common Bar Iron is used where the iron requires hardly any forging, and 
is not expected to offer much resistance, It suffices for hurdles, standards, 
and work of similar class. 

Angle and T Irons.—Iron of these sections is most useful in a great 
many building and engineering structures, such as roofs, girders, bridges, ete. 
etc. 

The sections are made of a great variety of dimensions, Iron merchants 
generally publish lists showing those that they keep in stock. 


wah dT 


Figs. 117. 118. 119. 


The sides a b, b c are sometimes equal, as in Fig. 117 ; sometimes unequal, 
as in Fig. 118. 

These forms of iron are obtainable in lengths up to about 40 feet. 

It will be seen that extras are charged for the smaller sized angle and T 
irons, also for sections exceeding 8 united inches, that is sections in which the 
sum of the length of the sides, or of the length of both and stem, is more 
than 8 inches, 

Extras are also charged for sections having an obtuse or an acute angle, as 
in Figs. 121, 122 ; or “ round-backed,” as in Fig. 123. 

Angle irons cannot well be rolled of a thickness less than $ of the width 
of one side. On the other hand, if they are very thick, there is a consider- 
able percentage of loss of metal in the rivet holes. 

They should have sides or flanges of equal thickness—holding up the full 
thickness to the ends of the flanges, not feather-edged. 

Channel Iron, known also as half H iron, is a form fre- 
quently used in lattice girder bridges and similar structures. 

The united inches in channel iron consist of the width added to . 
twice the height. es es 

Rolled Girder Iron, known also as Rolled Joist Iron, Beam Iron, I Tron, 
or H Iron. 

This is one of the most useful sections of iron for fireproof and 
other floors, parts of bridges, roofs, etc., and is rolled in depths of 
from 3 to 20 inches. 

An endless variety of sections is kept by different makers who 
generally publish full-size sections of their iron joists, showing the 
weight per foot run of each joist, and the distributed load that it p., yo. 
will support. pate 

Miscellaneous Sections.—Besides the above-mentioned there are a great 
many forms of wrought iron, some of which are in common use, others re- 
quired only for special purposes. 

A few of these will now be briefly mentioned, Their sections are shown 
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Figs. 126. e 128. 12 9. 130. 
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Bulb Beam (Fig. 126) is chiefly used for shipbuilding. 

Bulb Tee Beam or Deck Beam (Fig. 127) is also used for ships, and some- 
times for roofs. 

Bulb Angle (Figs, 128, 129) also for ships. 

Square Root (Fig. 130), used for riveted structures’in which the rounded 
edge would cause an empty space. 

Double Angle or Z Sections (Fig. 131), used for riveted structures instead of 
a flat and two angle irons. 

Rail Bars.—These are made of various sections, principally in steel ; some 
of them may be illustrated, but need not be described, 


Figs. 132. 133. 134. 135. 135a. 


Double-headed Rail (Fig. 132)—The prevailing section, on English lines, 
usually “bull-headed,” 7c. with greater area in the wpper flange. 

Vignoles or flat-bottomed Rail (Fig. 133), used especially on Continental 
lines, in India, and the Colonies. 

Bridge Rail (Fig. 134), used formerly by the Great Western Railway Com- 
pany for the old broad-gauge traffic. Figs. 133 and 134 are useful sections 
for Traveller Roads. 

Tram Rail (Figs. 135 and 135a), are only two of the many forms of sec- 
tions used for tramways in streets, 

Sash and Fancy Iron.—This class includes a great variety of forms of iron 


te ee 


Figs. 136. 137. 138. 139. 140. 141. 142. 143. 


sash bars, such as those in Figs. 136 to 138. Trough sections (Figs. 141, 
142), for flooring or bridge decking ; Beading Iron, for ornamental work, as 
in Figs. 139, 140; Quadrant Iron (Fig. 143), for building up piles or 
columns: and other sections useful for different purposes. 

Market Szcrions.—Before ordering L, T, U iron, juists, or iron of the 
various other sections, it is well to ascertain the dimensions of the usual sec- 
tions kept in stock by the merchants, or for which the works have rolls. Tron 
merchants give their customers printed lists of all such sections, which include 
almost every variety that can possibly be required ; for example, 

Angle irons are shown from 4 inch x 4 inch x + inch thick up to 8 inches 
x 8 inch x } inch thick. 

T irons from zs inch table x 3 inch stem x } inch thick, up to 12 inch 
table x 34 inch stem x { inch thick. 

LJ irons from 3 inch wide x 2 high x 3, thick, to 12 inches wide x 4 inches 
high x $ inch thick. 

I iron from 2? inches high x 1 inch wide x + inch thick, to 20 inches 
high x 8 inches wide x 1} inch thick. The disadvantages arising from an 
undue multiplicity of sections has, however, given rise to the Lists of British 
Standard Sections issued by the Engineering Standards Committee, to which 
further reference is made on p. 292. 
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Rivet Iron, Chain Iron, Horse-shoe Iron, Nail Iron, are special 
qualities manufactured for the purposes indicated by their respective names. 

Plate Iron is made in thicknesses between 4 inch and 1 inch. 

The different thicknesses vary ‘sth inch each in succession. 

When beyond # inch thick the plates are generally of ordinary quality, 
unless specified “ fest ” or “best. best.” 

Hxtras.—Large or heavy plates are more expensive because they require 
more care and labour in manufacture. 

The extras charged upon plates vary slightly in the different districts, as 
will be seen by the list of extras, 

Thus, in Staffordshire, an extra is charged if the plate is more than 15 feet 
long or ‘4 feet wide, or if it contains more than 80 square feet surface, or 
weighs more than 4 cwt. In the North of England many of these extras are 
given up, and a proportion (say 10 per cent) of an order for plates, weighing 
as much even as 10 ewts, per plate, will be rolled without extra charge. 

Plates less than + inch thick are charged extra in the Cleveland district. 

Usrs.—Common plates are used for shipbuilding, and called “ship plates.” 3 

Best plates, also for shipbuilding where more tensile strength is required, 
and for girder work. 

Best ue plates, for the better class of shipbuilding, also-for boilers of engines 

Treble best plates are used in boilers of superior construction, and first-class 
work generally. 

CHaRcoaL PLATE is produced by a peculiar process of refining with charcoal 
instead of coke. 

It is very tough and strong, and can be bent either way, with or against 
the grain, and is used chiefly for the manufacture of utensils which are 
stamped out of it. 

Tin Puates are coke or charcoal iron plates coated with tin.? 

TERNE PLATE is the same plate coated with an amalgam of lead instead of 
tin, and wears a less brilliant look, but suffices for lining packing-cases, ete, 

Mauuer’s BuckteD PLares.—These are plates of any shape in plan, arched 
from the edges towards the centre ; the arch has a very slight rise, and forms 
a dome or groined surface, according as the plate is round or square. 

Such plates will bear a very great weight, and are applicable to fireproof 
floors, bridges, and several other purposes. 

FLircH PuatEs are made in widths up to 18 inches for use in flitch girders 
(see Chap. vii., Part I.) They are generally of common iron, as they require 
no bending or smithing, nothing but a few holes punched. 

Sheet Iron is so called when the material is of a thickness equal to or less 
than No. 4 B.G.—ze. ‘250 inch; above that thickness the material is 
called plate iron. 

It is generally of superior quality and higher price (as there are so many 
more sheets to the ton, and consequently extra labour in rolling, etc., than in 
plate iron) and its thickness is specified in terms of the Birmingham gauge 
(B.G.). 

The following table shows the classification of sheet iron as to thickness :— 


Mila fe in the construction of the hulls of ships has practically, cupcueded: ie 
use of wrought iron. ? For the use of mild steel in this connection see p. 346, 


IBC; NIU, U 
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Name of Class. B. Gauge. Thickness. 


From To From 


Singles. : - 1538/0 “500 


Doubles. ‘ : 21 035 


| Lattens : 4 : 25 023 i Ok7 


Sheet iron is not much required for engineering purposes, but in many 
places it is used for roofing churches, houses, sheds, etc. 

Corrugated Sheet Iron is made by passing sheets between grooved rollers, or 
dies, which force and bend them into a series of parallel waves or corrugations, 
These enormously increase the stiffness and strength of the sheets, and adapt 
them far several purposes for which the flat sheets would be too weak. 

The sheets must be of good quality to stand the process, or they will crack. 

The sheets are in sizes, generally about 6 feet by 3 feet 2 inches, or 8 feet 
by 3 feet 2 inches, before corrugation ; with corrugations 5 inches apart, which 
reduce the width from 3 feet 2 inches to 2 feet 6 inches. 

The thicknesses and weights are as follows :— 


| 
Weight Width | 
per square of 
in Ibs. Flutes. 


Birmingham Ginieleness 
Wire Gauge. 


in inches. 
B.W.G. 


065 380 5 in. | Where great strength is required, 
056 320 ) 

049 280 \ For first-class work generally. 
042 | J 

ABI) 
032 
020 
025 ) 
022 é Sent to Colonies. 
020 a | j 


—_ © 


m CO bl 


weowonwnw bd wv 


> 


“The flutes or corrugations are made of various 
widths, those most usual in England being 38, 4, and 
5 inch. Sheets with 5 inch flutes are commonly pre- 
ferred by engineers. The depth D is generally + of 
the width A, and the proportions can only be modi- 
fied in the manufacture by making special new dies. 
Sheets with flutes wider than 5 inch are occasionally Fig. 144. 
used when great strength is required, but in such cases 
the thinner gauges of iron should not be employed.” ? 

The ordinary form of corrugation is shown in Fig. 144, the sheets, when 
used for roof-covering, being laid with the corru- 
gations parallel to the slope. A special form, shown 
in Fig. 145, is sometimes made for sheets intended 
to be laid with the corrugations parallel to the 
ridge, 

Corrugated iron is generally galvanised (see next 
paragraph). 


1 Matheson’s Works in Iron. 
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Galvanised Iron is iron covered with a coating of zinc by the process 
described at p. 333. 

The quality of galvanised sheets depends upon the kind and thickness of 
the Iron, the purity of the zinc, and the care with which the process has 
been conducted. 

Hoop Iron is made of from 4” to 6” wide, and from 12G to 23G. 

It is not much use in building, except as an additional bond in brickwork, 
for which purpose it is generally about 14 inch wide and of No. 16 BG, 
tarred and sanded, and laid as described in Chap. iv., Part I. 


Mitis Wrought Iron Castings are produced by Mr. Nordenfeldt’s patent process. 

They are made from scrap iron containing a very small quantity of carbon. This is 
melted in crucibles, and has to be raised to a very great heat produced by the use of 
naptha as fuel. The molten metal is poured into tne moulds from ladles in which the 
contents are kept hot by means of a surface blast. The best castings are made from the 
highest class of irons, such as Swedish or Best Yorkshire. Raw material containing as 
much as 4 per cent of phosphorous makes the castings too brittle. These castings may be 
readily run into any form required, and the inventor claims for them that their strength 
is 20 per cent greater than that of the best forgings. 

A specimen mentioned by Mr. Warren? in his paper on cast steel gave the following 
results ; 


Tensile test, 28 tons per square inch. 
Elongation in 2 inches, 12°8 per cent. 


RELATIVE VALUE OF DIFFERENT FORMS OF MILD 
STEEL AND WROUGHT IRON. 


The price of iron of all kinds fluctuates continually according 
to the state of the market.. These Notes do not profess to deal 
with the cost of materials ; and the following remarks are intended 
only as a general guide to the student as to the relative value of 
various sections in iron, and the limits of dimension or weight 
(differing somewhat in different localities) beyond which extras 
are usually charged over and above the normal market rate for 
what is called the “basis” size of the section under consideration. : 

Extras are usually charged when the section for: 

Rounds is below + in. diameter, or above 3 in. diameter. 


ra 


Squares is below + in. side, or above 3 in. side. 


Half-rounds and Convex is below 1 in. wide, or less than + in, 
thick. : 

Flats is below 1 in. wide, or above 6 in. wide. 

Angles exceeds 8 to 9 united inches, or 30 ft. in length. 

Tees exceeds 8 united inches, 25 to 30 ft. in length. 

Plates exceeds 5 cwt. in weight, or 4 ft. in width, or 56 ft. in 
area. 


to 


1 In paper read before the Institute of Naval Architects, 21st May 1886. 
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Angles are somewhat more expensive than bars, and tees than 
angles. 

Cutting to exact lengths is usually an extra, as also the shaping 
of plates to forms other than rectangular, or having other than a 
cegular taper. 

Economy in the cost of structural iron or steel work will also 
usually be found to accompany the repetition of forms as far as 
possible, and the avoidance of small differences in sections (arising 
from over-refinements in calculation) or of an excess of riveting, 
the avoidance of closed cells or positions difficult of access, 
irregular shapes, and details involving expensive smith-work. 

With. respect to the selection of sections in the design of 
structural steelwork, the draughtsman will in future do well to 
confine himself to those included in the Lists of British Standard 
Sections issued by the Engineering Standards Committee. These 
Lists include Equal Angles, Unequal Angles, Bulb Angles, Bulb 
Tees, Bulb Plates, Z Bars, Channels, Beams and T Bars, based 
on a system of standard dimensions, thicknesses, and profiles. 

These Lists are further accompanied by Tables of the 
Mechanical Elements of the Sections, including their moments of 
Inertia and Resistance, Radii of Gyration, etc., for purposes of 
calculation in design. To these Lists the attention of the student 
is directed. 
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BRANDS ON IRON. 


Pig-Iron Brands. 


The different pig-irons in the market are distinguished by brands, which 
indicate the locality from which the iron was procured. 

The brands, which are in raised letters on the pig, serve as a guide to the 
quality and place of manufacture. The brands are sometimes the initials of 
the manufacturer, but more commonly refer to the place of production. 
Thus the brands Blaenavon, Gartsherrie, Weardale, indicate at once to the 
initiated that the first is a Welsh, the second a Scotch, and the third a North 
of England pig-iron. 

G.M.B. are letters often quoted in price-lists, etc.; they do not refer to 
any particular locality, but stand for “ Good Marketable Brands.” 

As already stated, the engineer has but little personal concern with the 
peculiarities and shades of difference between the brands of the same or differ- 
ent districts. It is sufficient for him to specify that the finished iron he 
requires must stand certain tests, and the selection of ores, pig-iron, and other 
raw material, required to effect this is better left to the manufacturers. 

It may be useful, however, to mention a very few of the principal brands 
in each district, with their characteristics, The classification of pigs by 
numbers has been described at p. 265. 

YorKSHIRE Branps.—There are several ordinary descriptions. The best 
works, such as Lowmoor, Bowling, Farnley, etc., use the local ores mixed 
with other kinds, 

Scorch Branps, such as Calder, Clyde, Govan, Carnbroe, Carron, Garis- 
herrie, Langloan, Coltness, This pig-iron, chiefly from clay ironstone, and used 
largely for foundry purposes ; sometimes mixed with N. England pig-iron to 
improve its strength. 

NortH or Ena@uanp Branps, such as Acklam, Ridsdale, Southbank, 
Weardale, ete., are chiefly from ores of the Carboniferous system, tougher and 
stronger than Scotch, and used chiefly for forge purposes, Cleveland Iron is 
from ore of the Lias formation. 

WetsH Branps, such as Blaenavon, Gadlys, Ystalyfera, Pentyrch, are from 
good but lean ores, generally mixed with Spanish, Cumberland, or other 
heematite ores, and used in the district for rails. 

Blaenavon is a cold-blast pig used for engine cylinders and other special 
purposes. 

Hamatire Pie-Iron—Askam, Barrow, Workington, Cleator, Carnforth, 
Harrington—is made from the rich ores of Cumberland. Is used largely by 
steel, tin-plate, and sheet-iron manufacturers, A special quality—‘“ Bessemer 
Pig” (see p. 265)—is made for the Bessemer steel workers. 

NorTHAMPTONSHIRE Pic-IRon is made from poor ore, but useful to mix 
with others. 

SHROPSHIRE Branps are Lilleshall, Madeley Wood, Old Park, etc. 

STAFFORDSHIRE Pic-IRon differs very much in quality, and is mostly used 
in the district. Much of the Staffordshire iron is made from ores from other 


counties. 
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Wrought Iron Brands. 


In order to understand the different qualities of British wrought iron in 
the market, the relative cost of the different forms, and to form some idea of 
the brands by which they are distinguished, it will be well to examine the 
Lists issued from time to time by manufacturers and merchants, 

It will be seen from such lists that the prices of iron vary according to 
the shapes in which it is manufactured, according to the locality it comes 
from, and also with its quality, i.¢. best, best best, or treble best, 

Before proceeding further it should be mentioned that all good iron has 
some sort of mark upon it to indicate where it came from, although it does 
not follow that all marked iron is good ; an unmarked iron may be suspected 
to be bad ; the maker is probably ashamed of it. 

In most cases the only sure way of ascertaining the quality of a piece of 
iron is to test it as described at p. 278 ; but as some engineers still specify 
certain brands in order to secure a good quality of iron, it will be as well to 
know what some of those brands mean. 

It may be stated with regard to brands generally, that, though they 
differ in detail, they frequently consist of the maker’s initials, name, or device 
stamped upon the bar or plate near its end, immediately after which is stamped 
either best, best best, or best best best, to indicate the quality ; the letters B, 
BB, or BBB are often used instead of the words. The crown which is intro- 
duced in many brands has no special signification; indeed, several crowns 
have been known on very bad iron. 

Some large exporters use their own marks for particular markets. Thus 
Messrs. Bolling and Lowe sell certain irons branded Bird with a horseshoe, 
crown, or similar device, or with stars so placed that they can always trace 
the works whence the iron came. 

Staffordshire Brands.—It will be seen that these irons are divided into 
three classes, which are (putting them in order of price) list brands, good 
marked tron, and conmon tron. 

List Branps are those used by some of the oldest established manufac- 
turers, known as the list makers, who having years ago obtained a good char- 
acter for their iron, and thereby secured a connection for their productions, 
are able, as a rule, to dispose of it and to fix their own prices, Of 
late years many of the old Staffordshire firms have died out, and other 
districts are coming to the front as making special classes of iron suitable for 
special purposes. Many engineers however, who have heardof the good qualities 
of the iron in former days, or are unwilling to take the responsibility of a 
change, still specify the brands to which they have been accustomed, though 
they pay a higher price for doing so. 

As specimens of list brands, the following are given :—! 


The iron from the Earl of Dudley’s Round Oak Works is 
marked 


and also best, double best, treble best, according to quality. 


* It will be understood that a few of the brands of each sort are given as speci- 
mens ; it is not intended to assert that they are the best in the market. 
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is the brand used by Messrs, Bradley of Stourbridge, known by engi- 
neers as ‘SC Crown Iron.” 


BBH is the mark used by Messrs. W. Barrow and Sons, of South Staf- 
fordshire. 


Veg 
ee: 
| B stands for John Bagnall and Sons (Limited), Staffordshire. 


is the brand of the New British Iron Company. 
the brand of various makers and firms with or without their initials. 


ig the brand of Messsrs. Philip Williams and Sons, Wednesbury 
Oak Works, known as “ Mitre Iron.” 


Ie are brands used by Messrs. Brown and. Brees 
ee ae (late Hunt and Brown), Leys Tecnworkas pean 
Best HB Stourbridge. 


HB 
is the brand on galvanised iron of Messrs. William Lee and 
C- 0 Company, Gospel Oak Works. 


Goop MarKep Iron is that produced by many manufacturers of repute, 
who do not belong to the list makers; their brands are well known, but not 
so long established. Their iron can be purchased at 5s. to 15s. a ton cheaper 
than the list brands, though it may be of exactly the same quality when 
gauged by the result of tests. They frequently brand iron with their names, 
initials, or devices, and with the usual additions to denote quality—such as 
best, best best, best best best. A good deal of this iron is made in North 
Staffordshire. 

Uses.—Of the qualities of iron above mentioned, BBB is used for rivets and 
chains. BB iron is used for bridges, roofs, and similar important structures. 

B iron, or iron of equal quality, is generally specified for other ordinary 
structures in iron. 
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Under this head the following brands are given as specimens :— 
SHELTON @@ used by the Shelton Iron, Steel, and Coal Company, Stoke. 


GRANVILLE @eag do. do. 
KIRKSTALL. Kirkstall Forge Company, Kirkstall, Leeds, 


Kinnersley and Company, Clough Hall Iron Works, Kids- 
grove. 


by the Birchills Hall Iron Company, Walsall. 


ees are other brands used by the same Company. 


BILSTON 


Samuel Groucutt and Sons, Bilston. 


SPARROW XXX. W. and J. S. Sparrow and Sons, Bilston. 


Common Iron is made by manufacturers who, being slovenly and careless 
in manufacture, or having but a small range of sizes, or being known to buy 
common pig-iron and raw material, or having been found unreliable or want- 
ing in uniformity of quality, etc., have to submit to lower rates. Common 
iron is, or should be, used only for unimportant work which requires but 
little heating or forging to bring it into the shape required. 


Midland and other Districts.—The remarks upon the iron manufactured 
by the less known makers in Staffordshire apply also to the qualities of iron 
produced in these districts, 


pg is the brand used by the Midland Iron Company (Limited), Rotherham. 
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PARKGATE Ce 


G® is the brand of the Pearson and Knowles Coal and Iron Company 
BF (Limited), Warrington, for bars and plates, 


is used by the Parkgate Iron Company, Rotherham. 


® is the brand of the same company for sheets and hoops. 
IW 


North of England.—The principal make in this locality is in rails, ship 
plates, angles, and T irons for shipbuilding, also common boiler plates, The 
better varieties of this iron are marked with a crown. 

Well-known brands are— 


used by Bolekow, Vaughan, and Company (Limited), Middles- 
borough, Cleveland, and Wilton Park Works. 


- ae by Jno, Abbot and Company (Limited), Gateshead-on-Tyne. 
Oy 


PALMERS. ee Palmer’s Shipbuilding and Iron Company (Limited), 
Jarrow. 


WEARDALE. Weardale Iron and Coal Company, Spennymoor. 


‘“CONSETT,” by the Consett Iron Company, Newcastle-on-Tyne. 

Yorkshire.—The term “ best Yorkshire qualities” is generally understood 
to refer to iron made by the following works or manufacturers :—Lowmoor 
Works and Bowling Works, near Bradford, Farnley Works, Taylor Brothers, 
S. C. Cooper’s and Monkbridge Works—the last four in or near Leeds. These 
makers owe their reputation to the good ore and coal used by them, and, 
above all, to the great care with which their iron is made. 

Every process is carefully watched. The different qualities and textures 
of iron ‘produced at the various stages of manufacture are carefully selected, 
sorted, and blended together, so that the resulting iron as turned out is 
thoroughly homogeneous and uniform in quality, and may be relied upon as 
equally good throughout. 

Tron of this class is generally branded with the name of the place where 
it is produced in full: thus—LOWMOOR ; but it has no marks relating to 
quality, because it is all of the very best description. 

The above-mentioned works make a good deal of bar iron, but their chief 
manufacture is in plates for boilers, and railway carriage and waggon tyres, 
locomotive axles, armour bolts, ete. 

Their iron costs about double the price of ordinary brands, principally be- 
cause it bears such a high character that it is generally specified for parts of 
structures which have to be subjected to great heat, changes of temperature, 
or sudden shocks, and which demand a material of great ductility and trust- 
worthiness. 

Wales.—The manufacture of bar iron and plates in this locality had of late 
years nearly ceased, the chief business carried on being in making rails. The 
best known brands are WC (Crawshays), GL (Dowlais Company), JBS and 
LIC (Llynvi Iron Company, Limited), TW and Company, BJ and Company, 
Clydach. 
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Scotland.—Mannfactured iron brands of ordinary quality are “ Coats” 
(short for “Coatbridge.”) Somewhat better brands are Glasgow and Monk- 
land. 

Swedish Iron is marked, and the brands are noted and classified in an 
official book. Examples of them will be seen in Percy’s Metallurgy. 


STEEL. 


Steel has been defined by Dr. Percy as “iron containing a 
small percentage of carbon, the alloy having the property of taking 
a temper; and this definition is substantially equivalent to those 
found in the works of Karsten, Wedding, Griiner, and Tunney.” ? 

On this point, however, there are many opinions, some of which 
will presently be briefly referred to. 

The amount of carbon in steel, as used in engineering, varies 
from about ‘10 for very soft to 1:5 per cent for very hard steels. 

It contains, therefore, less carbon than cast iron, but more than 
wrought iron. 

Practically, steel often contains other substances besides iron and carbon. 

These substances are generally got rid of, as far as possible, in the process 
of manufacture. When, however, they remain in the steel, they influence its 
characteristics in the manner described at p. 264. 

In consequence of the practical existence of these impurities, and for other 
reasons, it is difficult to give an exact definition of steel. 

Several definitions have been proposed, some depending upon the chemical 


composition, and some upon the physical characteristics of the material. None, 
however, has at present been universally accepted.” 


M. Adolphe Grenier, of Seraing, has classified the irons and steels, according to the 
proportion of carbon they contain, in the following manner 2 


Percentage of 0 to 0°15. 0°15 to 0°45. 0°45 to 0°55. | 0°55 to 1:50, 


carbon. | or more. 
| 


Series of the | Ordinary irons. | Granular irons. | Steely irons or | Cemented steels. 
irons. | puddled steels.| Styrian steel. 
| 


Series of the} Extra soft heal. | Soft steel. Half soft steels. | Hard steels. 
steels. 


Sir Joseph Whitworth has pointed out that a definition based upon chemical com- 
position is unsatisfactory. He proposes to do away with all distinctive names such as 


1 Dr. Siemens’ Address, Iron and Steel Institute, 1877. 
2 Journal Iron and Steel Institute, 1873. - 
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blister steel, shear steel, cast steel, etc., and ‘‘to express what is wanted to be known 
by two numbers which should represent tensile strength and ductility. . . . He 
would suggest that the limit of tensile strength be taken at about 18 tons per square 
inch, so that the metal exceeding this strength should be called ‘steel,’ while any descrip 
tion of ae falling below this limit of tensile strength should be known as ‘ wrought 
iron.’’ 

An International Committee sitting at Philadelphia in 1876 recommended a some- 
what elaborate nomenclature for different descriptions of iron and steel. Dr. Siemens, 
alluding to this, says— 

“Difficulties . . . have hitherto prevented the adoption of any of the proposed 
nomenclatures, and have decided engineers and manufacturers in the meantime to include 
under the general denomination of cast steel all compounds consisting chiefly of iron 
which have been produced through fusion and are malleable. Such a general definition 
does not exclude from the denomination of steel materials that may not have been pro- 
duced by fusion, and which may be capable of tempering, such as shear steel, blister steel, 
and puddled steel ; nor does it interfere with distinctions between cast steels produced by 
different methods, such as pot steel, Bessemer steel, or steel by fusion on the open hearth.’”’? 

In a paper on “Steel for Structures ’’ Mr. Matheson said, “ Steel for the purposes of the 
present paper is any variety of iron or alloy of iron which is cast while in the liquid state 
into a malleable ingot, and to go further, which will when rolled in a plate or bar, endure 
from 26 to 40 tons before fracture.” 3 

To the engineer some practical definition which would enable him to know exactly 
what material he would receive under a certain specification would be of great value. 

In whatever way steel may be defined, it is of the utmost importance that the character- 
istic differences between it and iron, both cast and wrought, should be clearly understood. 

Some of these will now be pointed out. 


Characteristics of Steel.— HarprEninc.— The characteristic 
difference between steel and pure wrought iron is as follows :— 

When steel is raised to a red heat and then suddenly cooled, 
it becomes hard and brittle. This process, which is known as 
hardening, has no effect upon pure wrought iron. 

TEMPERING is a characteristic of steel which distinguishes it 
from cast iron. If steel has been hardened by being heated and 
suddenly cooled, as above described, it may be softened again by 
applying a lower degree of heat and again cooling. This is known 
as tempering. 

Cast iron, on the contrary, though it is hardened by the first 
process, cannot be softened by the second. 

When a bar of steel is struck it gives out a sharp metallic ring, 
quite different from the sound produced by striking wrought iron. 

Other characteristics of steel are its great elasticity and its reten- 
tion of magnetism. 


Amount of Carbon iu Steel.—lt has already been stated that the peculiarities of cast 
iron, wrought iron, and steel are caused by the difference in the amounts of carbon 
which they respectively contain. 

Pure wrought iron contains no carbon. The wrought iron of commerce contains a 
minute quantity, steel contains more, while the largest percentage is found in the softer 
kinds of grey cast iron. 

1 Proceedings Mechanical Engineers, 1875. 
2 Dr. Siemens’ Address, Iron and Steel Institute, 1877. 


8 MI GLE:, vol: lxax. p: 1. 
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The transition from one class to the other is so gradual and insensible that 
it is difficult to say where one ends and the other begins, but the following 
remarks bear with them the high authority of Dr. Percy. 

“ When the carbon reaches ‘5 per cent and other foreign matters are present 
in small quantity, iron is capable of being hardened sufficiently to give sparks 
with flint, and may then be regarded as steel. But in the case of iron per- 
fectly free from foreign matters, not less than ‘65 of carbon is required to 
induce this property. 

“Tron containing from 1:0 to 1°5 per cent is steel, which, after hardening, 
acquires the maximum hardness combined with the maximum tenacity. 

“ When the carbon exceeds the highest of these limits still greater hardness 
may be obtained, but only at the expense of tenacity and weldability. 

“When the carbon rises to 1°9 per cent or more, the metal ceases to be 
malleable while hot ; and 2 per cent of carbon appears to be the limit be- 
tween steel and cast iron, when the metal in the softened state can no longer 
be drawn out without cracking and breaking to pieces under the hammer.” ! 

As a general rule it may be said that the varieties of steel containing the 
larger proportions of carbon are harder, stronger, more brittle, and more easily 
melted. Those containing less carbon are tougher, more easily welded and 
forged, but are weaker as regards tenacity.” 


VARIETIES OF STEEL. 


Methods of Making Steel.—Steel may be produced either by 
adding carbon to wrought iron, or by partially refining pig-iron, 


thus removing a portion of its carbon until the proper amount 
only remains. 

There are several ways in which these processes may be carried 
out, the result being that there are several descriptions of steel 
in the market. Of these, however, only a few of the most import- 
ant can here be described. 


Blister Steel is produced by placing bars of the purest wrought iron in a 
farnace between layers of charcoal powder, and subjecting them to a high 
temperature for a period varying from five to fourteen days, according to the 
quality of steel required. 

This process is called cementation. 

Swedish iron is generally used for the purpose, that marked (L) , from the 
Dannemora mines, being the best. 

The steel differs greatly from the bar iron from which it was produced. 

Its distinctive name is derived from the appearance of its surface, which is 
covered with blisters due to the evolution of carbonic oxide. 

The bars are now brittle, the fracture is of a reddish or yellowish tinge, with 
but little lustre. 

The structure is no longer fibrous but crystalline ; “ the finer the grain and 


— = 


1 Percy’s Metallurgy. 2 Rankine. 
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the darker the colour, the more highly carbonised, or harder, will be the steel 
produced.” 

“When the blisters are small and tolerably regularly distributed the steel 
is of good quality ; but when large, and only occurring along particular lines, 
they may be considered as indicative of defective composition, or want oi 
homogeneity in the iron employed.” 4 

Uses, —Blister steel is full of fissures and cavities, which render it unfit. for 
forging except for a few rough purposes. It is used for welding to iron for 
certain parts of machines, for facing hammers and steeling masons’ points, 
etc., but not for edge tools. Most of the blister steel made is used for con- 
version into other descriptions of steel. 

Spring Steel is blister steel heated to an orange red colour, and rolled or 
hammered, 

Shear Steel, sometimes called Tilted steel.—By the process of cementation 
just described, the exterior only of the bars is carbonised. To produce steel of 
uniform quality throughout its mass, bars of blister steel are cut into short 
lengths ; these are piled into bundles or faggots, sprinkled with sand and borax, 
placed at a welding heat under a tilt hammer, which by rapid blows removes 
the blisters, closes the seams, beats and amalgamates the faggots into a bar of 
single shear steel. 

In order still further to improve the quality of the metal, this bar is 
doubled or faggoted, and again subjected to the processes of hammering and 
rolling, the result being a bar of double shear steel. 

The oftener the processes of faggoting and hammering are repeated, the 
more uniform is the resulting steel, but at the same time it loses carbon during 
these operations, and therefore becomes softer. 

Characteristics—The processes to which the steel has been subjected restore 
its fibrous character. It is still weldable, is more malleable, and tougher, 
is close grained, and capable of receiving a finer edge and higher polish than 
blister steel. 

Uses.—Shear steel can be forged into such tools as are required to be tough 
without extreme hardness, such as large knives, scythes, plane irons, shears, 
etc., and it is useful for such instruments as are composed of iron and steel. 

Cast Steel.—There are several ways of producing cast steel, some of which 
will now be mentioned. 

The ingots produced by any of these processes generally contain cavities, In 
order to get rid of these, they are reheated at a low temperature and hammered 
into bars, being increased in length and reduced in section, by which they 
are made compact, solid, and homogeneous, 


“The appearance of the fractured surface of ingots of cast steel varies with their hard- 
ness or relative proportion of carbon. The softer kinds are bright and finely granular. 
The harder qualities often show crystalline plates of a certain size, arranged in parallel 
stripes or columns at right angles to the surface of the mould, so that in a square ingot 
the columns intersect, forming a cross.”’ * 


CRUCIBLE Cast STEEL may be made by melting fragments of blister steel in 
covered fireclay crucibles, and running the metal into iron moulds. This pro- 
cess was originally introduced by Huntsman of Sheffield. 

Most crucible steel, however, is now made direct from bars of the best wrought 
iron (often Swedish iron produced from pure magnetic ores), The bars are broken 


1 Bauermann’s Metallurgy. ? Bauermann. 
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into lengths and placed in the crucibles together with a small quantity of char. 
coal, the amount varying according to the temper of the steel to be produced. 
Spiegeleisen (see below), or oxide of manganese is subsequently added. 

Characteristics. —Cast steel is the strongest and most uniform steel that is 
made, It is much denser and harder than shear steel, but requires more skill 
in forging. 

Cast steel made in this way should never be raised beyond a red heat, on it 
will become brittle, so that it cannot easily be forged. It is unweldable, for 
it will fly to pieces when struck by the hammer. 

In making tools, after forging, the cutting edge should be well hammered 
down, so as to close the pores or grain of the metal. 

The fracture of cast steel should have a slaty-grey tint almost without lustre, 
the crystals being so fine that they are hardly distinguishable. 

Uses.—It is used for the finest cutlery, for cutting tools composed of steel 
only, especially those in which great hardness is required. 


Heath's Process is an improvement on the method just described, and consists in add- 
ing to the molten metal a small quantity of carburet of manganese. 

“After this addition the cast steel possesses much more tenacity at a high temperature, 
and can be welded either to itself or to wrought iron, so that it may be employed for 
the fabrication of many implements which were formerly obliged to be made of shear 
steel. Thus the blades of table knives can be made of cast steel, welded on to an iron 
tang, as that part of the knife is called which is fixed into the handle.” } 

Heaton’s Process consists in adding nitrate of soda to molten pig-iron, thus removing 
most of the carbon and silicon. 

Mushet’s Process.—In this malleable iron is melted in crucibles with oxide of manga- 
nese and charcoal. 


With the preceding methods of manufacture the designer of 
constructional steelwork is not so much concerned (except so far 
as regards the production of tools and implements) as with those 
processes, next to be described, by which the great bulk of Mild 
Steel or “ingot iron” is produced, now used so largely in the 
construction of bridgework, railway material, shipbuilding, and 
builders’ ironwork, and which has practically displaced wrought 
iron in these and other branches of construction. 


BrssEMER Process.—By this process steel is made from pig-iron. The 
whole of the carbon is first removed so as to leave pure wrought iron, and to 
this is added the precise quantity of carbon required for the steel. 

The pig-iron used should be dark grey, containing a large proportion of 
free carbon, and a small percentage of silicon and manganese. It should be 
almost free from sulphur and phosphorus. 

The pigs are melted in a cupola,? and run into a converter, which is a large 
pear-shaped iron vessel hung on hollow trunnions, and lined with firebrick, 
fireclay, or “ ganister.” 8 

A blast of air is then blown through the metal in the converter for about 
twenty minutes. 


1 Bloxam’s Metals. * In some works the melted metal is carried direct from 
the blast furnace to the converter. 

3 A sandstone from the coal measures much used in a powdered state for this and 
similar purposes. 
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This removes all the carbon, after which from 5 to 10 per cent of spiegel- 
eisen ! (a variety of cast iron rich in carbon and manganese) is added. 

The blowing may then be resumed for a short time, in order to thoroughly 
incorporate the two metals, the steel is run off into a ladle, and thence into 
moulds. 

The colour of the flame issuing from the mouth of the converter indicates 
the moment at which all the carbon has been removed, or this may be accu- 
rately ascertained by examining the flame with a spectroscope. 

The ingots produced contain air-holes, and are not sufficiently dense. They 
are therefore kept hot and rendered compact by the blows of a steam hammer, 
after which they may be rolled or worked as required for the purpose for 
which they are intended. 

Uses—Bessemer steel is used largely for rails, axles, and tyres for the 
wheels of railway carriages, also for common cutlery and tools, such as 
hatchets, hammers, etc. 

it is sometimes used for the members of roofs and trussed bridges, also for 
the expansion rollers of such structures, and for boiler plates. 


Tue Basic Procsss, by Messrs. Thomas and Gilchrist, resembles the Besse- 
mer process, but that the converters into which the fluid pig-iron is run are 
lined with basic material, generally magnesian limestone or some refractory 
substance as free as possible from silica. By this process the less pure ores of 
the Cleveland district, containing a large proportion of phosphorous, can be 
converted into steel. Lime having been added, the blowing in the converter 
commences, the silicon passes off first, then the carbon, and then the 
phosphorous. When the operation is nearly completed, a small sample ingot 
is cast, cooled, and broken, and by the fracture the. amount of phosphorous 
still remaining is estimated. 


Sremens’ Process.—In this process pig-iron and ore are the ingredients 
employed to produce steel by fusion upon the open hearth of a regenerative 
gas furnace. The pig metal is first melted upon the hearth of the furnace, 
and after having been raised to a steel-melting temperature, rich and pure ore 
(such as Mokta ore ) and limestone are added gradually, whereby a reaction is 
established between the oxygen of the ferrous oxide and the carbon and silicon 
contained in the metal. The silicon is thus converted into silicic acid, which 
with the lime forms a fusible slag, whereas the carbon in combining with 
oxygen escapes as carbonic acid, causing a powerful ebullition in the bath. 

Modvfication of Siemens’ Process.—According to another modification of the 
process, the iron ore is treated in a separate rotatory furnace with carbon- 
aceous material, and converted into balls of malleable iron, which are trans- 
ferred in the heated condition from the rotatory to the bath of the steel-melt- 
ing furnace. This latter process is suitable for the production of steel of very 
high quality, because the impurities, such as sulphur and phosphorous, in the 
ore are separated from the metal in the rotatory furnace. 


SreMENS-Martin Process.—In another important modification of the 
same process, which is known generally as the Siemens-Martin Process, a bath 
of highly-heated pig metal is prepared in the furnace, and three or four times 


 Mirror-iron ; so-called from its shining appearance. 2 From Algeria. 

3 See paper by Dr. C. William Siemens, ‘‘Some further Remarks regarding Pro- 
duction of Iron and Steel by direct process,” read at Newcastle meeting of Iron and 
Steel Institute, September 1877. 
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its weight of scrap-iron or steel is gradually added (preferably in a highly. 
heated condition) and dissolved in the fluid bath. 

Towards the end of these various operations, samples are taken from the 
bath in order to ascertain the percentage of carbon still remaining in the 
metal, and ore is added in small quantities to reduce the carbon to about 
oth per cent. At this stage of the process the furnace contains from 6 to 12 
tons of fluid malleable iron, to which siliceous iron, spiegeleisen, or ferro- 
manganese is added in such proportions as to produce steel of the required 
degree of hardness. The metal is thereupon discharged, either by tapping 
into a ladle, or more generally directly into ingot moulds by the ascensional 
process. 

Uses.—This material is now very extensively used for shipbuilding, rails, 
tyres, boilers, forgings for engines, tin-piates, etc., as well as rolled joists, 
girders, trough decking for floors, and constructional work generally. 


WaItwortH’s CoMPRESSED StrEL.—It has already been stated that ordi- 
nary steel, as first cast, is porous, full of small cavities, which have to be 
removed by hammering before a sound metal is produced. 

In order to remedy this evil, Sir Joseph Whitworth subjects the molten 
steel to a pressure of some six tons per square inch, by which all cavities are 
closed up, the gases contained in them driven out, the metal is compressed to 
about { of its bulk, its density and strength being greatly increased. 

Sir J. Whitworth gives the steel a maximum ductility of about 30 per cent. 
He considers that more is unnecessary, “for cylinders of such metal do not 
fly into pieces when hurt, but simply open out or tear like paper, and a metal 
of greater ductility could not be required for structural purposes.”! The 
strength and ductility of the different varieties is given at p. 321. 


Puddled Steel is produced by stopping the puddling process used in the 
manufacture of wrought iron before all the carbon has been removed. 

The small amount of carbon that is left, ie. from *3 to 1:0 per cent, is 
sufficient to form an inferior steel. 

It is used chiefly for making inferior boiler plates and plates for ship- 
building. 

A similar product resulting from imperfect refining is known as Natural 
Steel or German Steel. 


Mild Steel or “Ingot Iron” contains from 10 per cent, or even less, to 
say ‘40 per cent of carbon. When more carbon is present it may be con- 
sidered as Hard Steel relatively to the softer grades used for constructional 
purposes. 

Mild steel is stronger and more uniform in texture than hard wrought iron, 
and superior to it in nearly every way. 

The practical applications of mild steel, as prepared by the Bessemer and 
Siemens-Martin processes, have already been alluded to. 


Tungsten, Manganese, and Chromium (or chrome) Steels are made by 
adding a small percentage of the metals named to crucible steel ; the result in each case 
being a steel of great hardness and tenacity, suitable for drills and other special tools.” 


1 Proceedings Inst. Mech. Engineers, 1875. 

* Steel has lately been made containing 13°75 per cent of Manganese, and having 
a tensile strength of 60 tons per square inch, combined with 50 per cent elongation, 
It bids fair to become an important material. 
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Homogeneous Metal is a name that was formerly given to a variety of 
cast steel containing about ‘25 per cent of carbon. 

This material “welds with facility, and, with proper precautions, may be 
joined to iron or steel at a very high welding heat.” } 

It is used for rifleproof shutters, guns, etc. 

Hardening Steel—It has already been mentioned that steel plunged 
into cold water when it is itself at a red heat becomes excessively hard. 
The more suddenly the heat is extracted the harder it will be. 

This process of hardening, however, makes the steel very brittle, and in 
order to make it tough enough for most purposes it has to be tempered, 

Tempering.—The process of tempering depends upon another characteristic 
of steel, which is that if (after hardening) the steel be reheated, as the heat 
increases, the hardness diminishes, 

In order then to produce steel of a certain degree of toughness (without the 
extreme hardness which causes brittleness), it is gradually reheated, and then 
cooled when it arrives at that temperature which experience has shown will 
produce the limited degree of hardness required. 

Heated steel becomes covered with a thin film of oxidation, which becomes 
thicker and changes in colour as the temperature rises. The colour of this 
film is therefore an indication of the temperature of the steel upon which it 
appears. 

Advantage is taken of this change of colour in the process of tempering, 
which for ordinary masons’ tools is conducted as follows :— 

Tempering Masons’ Tools—The workman places the point or cutting-end of 
the tool in the fire till it is of a bright red heat, then hardens it by dipping 
the end of the tool suddenly into cold water. He then immediately withdraws 
the tool and cleans off the scale from the point by rubbing it on the stone 
hearth. He watches it while the heat in the body of the tool returns, by 
conduction, to the point. The point thus becomes gradually reheated, and 
at last he sees that colour appear which he knows by experience to be an 
indication that the steel has arrived at the temperature at which it should 
again be dipped. He then plunges the tool suddenly and entirely into cold 
water, and moves it about till the heat has all been extracted by the water. 

It is important that considerable motion should be given to the surface of 
the water while the tool is plunged in, after tempering, otherwise there will 
be a sharp straight line of demarcation between the hardened part and the 
remainder of the tool, and the metal will be liable to snap at this point. 

Tempering very small Tools.—In very small tools there is not sufficient bulk 
to retain the heat necessary for conduction to the point after it has been dipped. 
Such tools, therefore, are heated, quenched, rubbed bright, and laid upon a 
hot plate to bring them to the required temperature and colour before being 
finally quenched. 


—----- ——————— 


1 Mushet on Jron and Steel, 
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Colour of Film. D ae Fab. Nature of Tool. 


Very pale straw yellow . 430  lLancets and tools for metal. 

A shade of darker yellow . 440 Razors and do. 

Darker straw colour : 470 Penknives. 

Still darker straw yellow . 490 Cold chisels for cutting iron, tools for wood. 
Brownish yellow . ; 500 | Hatchets, plane irons, pocket knives, chipping 


: : é chisels, saws, ete. 
Yellow tinged with purple = Do. do. and tools for working granite. 


Light purple . s : 530 ) Swords, watch springs, tools for cutting sand. 
Dark purple . . 550 { stone, 

Dark blue. : 570 Small saws. 

Pale blue ; : : 600 Large saws, pit and hand saws. 

Paler blue with tinge of green 630 Too soft for steel instruments. 


The tempering colour is sometimes allowed to remain, as in watch springs, 
but is generally removed by the subsequent processes of grinding and polishing. 

A blue colour is sometimes produced on the surface of steel articles by 
exposing them to the air on hot sand, By this operation a thin film of oxide 
of iron is formed over the surface, which gives the colour required. 

Steel articles are often varnished in such a way as to give them an appear- 
ance of having retained the tempering colours. 

The exact tempering heat required to produce the same degree of hardness 
varies with different kinds of steel, and is arrived at by experience. It would 
be impossible to go very fully into the subject in these Notes. The above 
remarks will give some idea of the process, and the effects produced upon the 
strength and ductility of steel by tempering in different ways is shown in the 
Table, page 323. 

Different Methods of Heating.—There are several ways of heating steel 
articles both for hardening and tempering. 

They may be heated in a hollow or in an open fire, exposed upon a hot 
plate, or in a dish with charcoal in an oven, or upon a gas stove. 

Small articles may be heated by being placed within a nick in a red-hot bar. 

If there is a large number of articles, and a uniform heat of high degree is 
required, they may be plunged into molten metal alloys, or oil raised to the 
temperature required. 

Degree of Heat for Hardening.—In hardening steel care must be taken not 
to overheat the metal before dipping. In case of doubt it is better to heat 
it at too low than too high a temperature. ; 

“The best kinds require only a low red heat. If cast steel be overheated 
it becomes brittle, and can never be restored to its original quality.” ' 

If, however, the steel has not been thoroughly hardened it cannot be tem- 
pered. The hardness of the steel can be tested with a file. 

The process of hardening often causes the steel to crack. The expansion 
of the inner particles caused by the heat is suddenly arrested by the crust 
formed in consequence of the cooling of the outer particles, and there is a 
tendency to burst the outer skin thus formed. 

Cooling.—When the whole bulk of any article has to be tempered, it may 
either be dipped or allowed to cool in the air. “It matters not which way 
they become cold, providing the heat has not been too suddenly applied, for 
when the articles are removed from the heat they cannot become more heated, 
consequently the temper cannot become more reduced.” But those tools in 
which a portion only is tempered, and in which the heat for tempering is sup- 


1 Edes, 80. 
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plied by conduction from other parts of the tool (as described at p- 305) 
“‘must be cooled in the water directly the cutting part attains the desired 
colour, otherwise the body of the tool will continue to supply heat and the 
cutting part will become too soft.” 


HARDENING AND TEMPERING IN O1L.—When toughness and elasticity are required 
rather than extreme hardness, oil is used instead of water both for hardening and tem- 
pering, and the latter process is sometimes called toughening. 

The steel plunged into the oil does not cool nearly so rapidly as it would in water. 
The oil takes up the heat less rapidly. The heated particles of oil cling more to the 
steel, and there is not so much decrease of temperature caused by vaporisation as there 
is in using water. 

Sometimes the oil for tempering is raised to the heat suited to the degree of hardness 
required, 

When a large number of articles have to be raised to the same temperature they are 
treated in this way. 

Blazing.—Saws are hardened in oil, or in a mixture of oil with suet, wax, etc. 

They are then heated over a fire till the grease inflames. This is called being blazed. 

After blazing the saw is flattened while warm, and then ground. 

Springs are treated in somewhat the same manner, and small tools after being hardened 
in water are coated with tallow, heated till the tallow begins to smoke, and then quenched 
in cold tallow.? 


Annealing or Softening Steel is effected by raising hardened steel to a red heat and 
allowing it to cool gradually, the result of which is that it regains its original softness. 


Case-Hardening is a process by which the surface of wrought iron is 
turned into steel, so that a hard exterior, to resist wear, is combined with 
the toughness of the iron in the exterior. 

This is effected by placing the article to be case-hardened in an iron box 
full of bone dust or some other animal matter, and subjecting it to a red 
heat for a period varying from half an hour to eight hours, according to the 
depth of steel required. 

The iron at the surface combines with a proportion of carbon, and is 
turned into steel to the depth of from ;1, to 3 of an inch. 

If the surface of the article is to be hardened all over, it is quenched in 
cold water upon removal from the furnace. If parts are to remain malleable 
it is allowed to cool. down, the steeled surface of those parts removed, and 
the whole is then reheated and quenched, by which the portions on which 
the steel remains are hardened. 

Gun-locks, keys, and other articles which require a hard surface, combined 
with toughness, are generally case-hardened. 


A more rapid method of case-hardening is conducted as follows :—The article to be 
case-hardened is polished, raised to a red heat, sprinkled with finely powdered prussiate 
of potash. When this has become decomposed and disappeared, the metal is plunged 
into cold water and quenched. 

The case-hardening in this case may be made local by a partial application of the salt. 

Malleable castings (see p. 268) are sometimes case-hardened in order that they may 
take a polish. 

To DISTINGUISH STEEL FROM IRON.—Steel may be distinguished from wrought iron 
by placing a drop of dilute nitric acid (about 1 acid to 4 water) upon the surface. If the 
metal be steel a dark grey stain will be produced, owing to the separation of the carbon.’ 


Tests for Steel.—Steel to be used in important work should 
be tested as to its strength, ductility, and other qualities. The 


1 Edes, 86.  Holtzapffell. 
3 Bloxam’s Chemistry. 
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methods of testing are similar to those adopted for wrought iron 
and described at p. 278. 


Fractured Surface. —Many people think that they can judge of steel by the appear. 
ance of the fracture. 


Mr. Kirkaldy found that “the conclusions respecting wrought iron are equally appro- 
priate to steel, viz. Whenever rupture occurs slowly, a silky fibrous, and’ when suddenly, 
a granular appearance, is invariably the result, both kinds varying in fineness according 
to quality. 

“The surface in the latter case is even, and always at right angles with the length ; 
in the former, angular and irregular in outline. 

‘‘The colour is a light pearl gray, slightly varying in shade with the quality ; the 
granular fractures are almost entirely free of lustre, and, consequently, totally unlike the 
brilliant crystalline appearance of wrought iron.! 


The appearance of the fracture is, however, at the best but a vague and uncertain 
guide, and, without great experience on the part of the observer, almost useless. 


Trial.—A better test in the hands of a practical man is to heat the steel, and try it 
with regard to its tenacity, welding powers, and resistance to crushing when struck with 
a hammer upon a hard surface. 


Tensile Tests.—The only certain test, however, for tensile strength and ductility is 
by direct experiment. 

The tensile strength of steel may be tested in the same way as that of wrought iron. 

The varieties of steel are, however, even more numerous than those of wrought iron, 
and their strength diflers accordingly. Moreover, it is greatly influenced by the treat- 
ment to which the steel has been subjected. 


ADMIRALTY TESTS FOR STEEL.—Plates for shipbuilding, bars, angles, angle-bulbs, tees, 
tee-bulbs or tee-bars, made by the open-hearth process, either acid or basic, 

Tensile Test.—Strips cut lengthways (or for plates either lengthways or crossways, or 
in round bars a piece from the bar), “to have an ultimate tensile strength of not less 
than 26, and not exceeding 30 tons per square inch of section, with an elongation of 20 
per cent in a length of 8 inches.” 

Forge Test.— Such forge tests, both hot and cold, as may be sufficient in the opinion of 
the receiving officer to prove soundness of material and fitness for the service.” 

Tempering Test.—Strips cut lengthwise (or for plates either lengthwise or cross- 
wise) “14 inches wide, or in round bars a piece from the bar, heated uniformly to a low 
cherry red and cooled in water of 82° Fahr., must stand bending in a press to a curve of 
which the inner radius is one and a half times the thickness of the steel tested. 

‘The strips are all to be cut in a planing machine, and to have the sharp edges taken off. 

“The ductility of every bar is to be ascertained by the application of one or both of 
these tests to the shearings, or by bending them cold by the hammer. 

“The pieces cut for testing are to be of parallel width from end to end, or for at least 
8 inches in length.” 

Percussive Test for Round Bars.—A specimen bar of 2” diameter is taken, when 
required by the overseer, from every charge, or from every 50 bars or portions of 50, and 
subjected to a percussive test. The test for a bar of 2” diameter should be the fall of 15 
ewt. through 30 feet, or 20 cwts. through 224 feet, whichever may be most convenient. 
Sample must stand at least one blow without injury, and the following facts must be noted, 


a. The number of blows to break the bar. 

b. The character of the fracture. 

c. The reduction in diameter after each blow, 

d. The reduction in sectional area at point of fracture, 

e. The elongation in 8 inches and in the inch containing the fracture. 


Welding Tests for all Bars.—Sample pieces will be taken for testing the welding 


qualities of the steel, by welding two pieces together and bending it in the way of the 
weld when cold. 


' Kirkaldy’s Zaperiments on Wrought Iron and Steel. 
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Lioypb’s Tgests.—The steel plates used in ships to be classed in the register of Lloyd’s 
Insurance Corporation have to stand a tensile stress of 28 to 32 tons per square inch, 
with 16 per cent elongation in 8 inches ; the angles and beams 28 to 838 tons, with 16 
per cent elongation, and the same tempering tests as required by the Admiralty. 

Board of Trade Tests for Bowler Steel.—Furnace plates, and plates exposed to flame 
26 to 80 tons per square inch, with 20 per cent elongation in 10 inches. Shell plates 
and plates not exposed to flame 27 to 32 tons per square inch, with 20 per cent elonga- 
tion in 10 inches. From every plate exposed to flame a shearing is taken, heated toa 
low cherry red, and cooled in water of 82° Fahr., to stand bending to a curve the inner 
radius of which equals 14 times the plate thickness. From plates not exposed to flame 
the test piece is bent cold to a curve of similar radius. 

Bureau Veritas.—Ship plates, angles, etc., 27 to 82 tons per square inch, with 20 per 
cent elongation in 8 inches. Boiler plates, 26 to 30 tons per square inch. Elongation 
at 26 tons, 24 per cent, and at 30 tons, 20 per cent in 8 inches, Tempering tests as for 
Admiralty 

British Corporation.—Ship plates and angles, 28 to 32 tons per square inch, with an 
elongation of at least 16 per cent in 8 inches. Boiler plates, 27 to 32 tons per square 
inch, with an elongation of 20 per cent in 8 inches, for shell plates and straps. Flanged 
or welded plates 25 to 30 tons, with 20 per cent elongation. Temper-bending tests as 
for Admiralty. 


Test by Dead and Falling Loads. Steel rails are sometimes tested 
by dead loads, and frequently by a falling weight. The following extract 
is from a recent specification for a steel rail weighing 79 lbs. per yard, re- 
quiring both tests :— 


“A length of 6 feet will be cut off from each sample rail and tested as follows :— 

“Ist. A piece will be placed in the position it would assume for traffic, on solid 
supports 3’ 6” apart in the clear, and equidistant from the ends, and a weight of one ton 
will be allowed to fall freely upon the centre of the rail from a height of 12 feet 6 inches. 
The rail must bear two such blows without showing the least sign of fracture, and the 
permanent set caused by the first blow must not exceed 2 inches, 

“2d. A piece of rail is to be placed on supports as before, and a weight of 18 tons is 
to be applied at the centre, when the deflection must not exceed ;8, of an inch.” 

The War Office percussive test for bolts is given at p. 285. 


Steel for Bridges, Roofs, Girders, and builders’ steelwork, when 
combined with sufficient ductility, may have a high elastic limit which will 
enable it to endure a high working stress. Good steel for such purposes 
can be obtained having an ultimate tensile strength of from 26 to 32 tons 
per square inch, a limit of elasticity of from 13 to 18 tons, and with 20 
per cent elongation on the test specimen of 8 inches length. Such a steel 
would endure a working stress of from 64 to 8 tons to the inch in tension} 
and may be expected to contain from about ‘15 to ‘25 per cent of carbon, 
when the other chemical constituents are contained in their usual proportions. 


Recent specifications from the India Office for large steel bridges contain the following 
requirements :— 

Steel Bars and Plates must weld perfectly, and not crack or crumble at all when 
hammered at a welding heat. The strips, 1 inch wide and 8 inches long, to have a 
tensile strength not less than 28 tons or more than 81 tons per square inch, an elonga- 
tion of not less than 20 per cent, and a limit of elasticity of 15 tons per square inch. 
The same tempering tests as the Admiralty require, except that the radius of the curve 
to which the steel is bent is three inches instead of 14 inches. 

Buckle Plates of Roadway to bear a concentrated load of 12 tons at centre without 
permanent set, and of 24 tons at centre without fracture. 

Rivets.—Tensile strength 26 to 28 tons per square inch, in test pieces of 10 
diameters, elongation not less than 25 per cent. A piece of bar heated to cherry red, 


1 In this country Board of Trade rules restrict the working stress on steel in 
bridges to 64 tons per square inch, 
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quenched in water of 82° Fahr., to bear being doubled quite close without injury. A 
piece heated to full red or orange, dropped into a hole in a cast iron block, so that 14 
to 2 diameters project, to bear having the end hammered out to a thin edge all round 
without showing signs of cracking. 

A comparison of the specification for steel used in Bridge Construction by several of 
the leading railroads in the United States, shows the following outside limits within 
which the stipulated requirements are found to range for the several classes of steel 
enumerated. 


Ultimate oe wiles Elongation in | Reduction of 
Strength. Missile Ii 8 inches Area 
Tons per sq. in.| Tons per sq. in. per cent. per cent. 


Tension Members . ; 23 tOvod PV way Ly 20 to 26 30 to 
Rolled Beams. i : 25 to 29 13 to 15 30 
Rivets . : ; : 22 to 28 13 to 16 44 to 
Compression Members. 24 to 39 15 to 19 25 30 to 5 


As regards the process of manufacture some companies require the use of the open 
hearth process, while others do not restrict manufacturers to this method. A somewhat 
larger percentage of phosphorus is allowed in the acid process than in the basic, being 
about 0°08 per cent in the former, and from 0°04 to 0°06 in the latter. Sulphur from 
0°04 to 0:06 per cent. The reaming of punched holes is a general but not universal 
requirement, some companies restricting this process to plates exceeding 3” to #” in 
thickness. 

The Bending Tests range from a bend of 180° flat to a bend of 180°, in which D 
ranges from 1 to 3 times ¢, where D=diameter of curve of bend, and ¢=thickness of 
piece, the higher values of D applying to the harder qualities of steel. The drifting of 
holes ranges from 1} to 2 times the original diameter of the hole. 


MARKET FORMS, RELATIVE VALUE OF DIFFERENT 
KINDS, AND BRANDS ON STEEL. 


Marker Forms.—Steel may be obtained in most of the forms adopted 
for wrought iron, and described at page 286. Angle and T of all sizes up 
to 4 inches x 4 inches are easily obtained, but many sections in the market 
beyond that size are made. ? 


Steel bars (Bessemer or Siemens-Martin process) can be made in the following sizes :— 
Rounds. +4 in. to 14 in., advancing by py in. 14 in. to 4 in., advancing by § in. 
4 in. to 6 in., by 4 in. 
Squares. in. to 14 in., advancing by 74 in., and 14 in. to 4 in. by } in. 4 in. to 
6 in. by ¢ in. 
Flat bars. 1 in. to 2 in., advancing by 3 in. Thickness, } in. to 1 in. 
24, 28, 24, 28, 2%, 3, 34, 34, 32 in. Thickness, 3% in. to 1 in. 
4, 44 in. Thickness, 3%; in. to 1} in. 
5, 54, 6, 64, 7, 8, 9, 10, 11, 12 in. Thickness, 4 in. to 14 in. 


Steel hoops. # in. to 6 in, wide. Thickness, usual gauges. 


Maximum dimensions to which plates and sheets are rolled. 
Steel plates. +1; in. thick can be rolled 30 super. ft. Max. length, 14 ft. Max. width, 4 ft. 
3 9 ’ 44 ” 


5 ” 
5F 5» 
53 ” 
6 ” 


1H. J. Lewis, Engineering News. 
2 For remarks on Standard Sections, see p. 292. 
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Maximum dimensions to which plates and sheets are rolled—Continued. 
Steel plates. § in. thick can be rolled 135 super. ft. Max. length 42 ft. Max. width 74 ft. 


16 ” 29 150 ” ” 45 ” ” 8 ” 
4 ” ” 165 ” ” 48 ” ” 5 ” 
2 ” ” 200 ” ” 50 ” ” 93 ” 
or ” ” 225 ” ” 52 ” 9 10 ”? 
3 ” ” 250 ” ” 56 ” ” 10 ” 

1 ” ” 230 ” ” 60 ” ” 10 ” 

1} 9 ” 210 ” ” 60 ” ” 10 ” 

1G: ” ” 200 ” ” 60 ” ” 10 ” 


Other sizes can be made by special arrangement. 


No plate is rolled to contain both the maximum length and width. The thickness and 


} ea area avis: : area 
width being given the length equals width’ °° the length being given, width equals length 


Extras on Steel Plates.—The following list gives the extras upon steel plates, but steel is 
generally sold to specification, as so much depends upon the proportion of different sizes :— 


Limit. Extra. 
Weight, 30 cwts. 5s. per 5 cwt. or part. 
Length, 25 feet. 5s. per 5 feet or part. 
Width, 6 feet. 5s. for every 3 inches or part. 
Thickness, 3” to 13” Under 2” 5s. per zg in. or part. 
Sketch Plates. 10 per cent allowed. Above 10 per cent 25s. per ton. 


(9” taper allowed before counting as sketch.) 


A margin of 5 per cent, t.e. 24 per cent over or under calculated weight, to be allowed 
for rolling. In boiler plates 5 per cent over weight and nothing under is allowed. 
Sometimes 5 per cent under for plates 3” thick and upwards, and 10 per cent for plates 
under }” is allowed. 


BRANDS ON SrEEL.—There are no list brands for steel (see p. 296). Each 
maker has his own trade mark, generally the name of his firm, with or with- 
out name of his work, Thus—(Atlas), Jno. Brown and Company, Limited ; 
(Cyclops), Cammell and Company, Limited ; (Globe), Ibbotson and Company ; 
(Norfolk), Messrs. Thomas Firth and Sons, Limited ; (Vickers), Messrs. 
Vickers, Sons, and Company, Limited ; (Hallside), Steel Company of Scotland ; 
(E. V.), Ebbwvale Steel, Iron, and Coal Company ; Dalzell Steel and Iron 
Works, Motherwell ; Glasgow Iron and Steel Company, Wishaw, and others. 


The following are some of the marks used :— 


Thomas Jowitt’s double shear steel for the trade generally. 


—se os 


Blister steel, known as Hoop L Swedish brand, that iron being used in 
the manufacture. Used by many firms. 


Turton and Sons. 


The Sheffield merchant steels have usually a paper wrapping with the 
maker’s name and address in full. 
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Crucipie Cast Srren.—The ingots have each a paper label attached, on 
which is marked the purpose for which the steel is best adapted, as follows :— 
borer, welding, tool, rivet. 


SHEAR AND DouBLE SHxar steel bars are marked with the words shear 
and double shear in indented letters on each bar. 


BressEMER STEEL has no marks. Rails of this material are generally 
stamped with the maker’s name, and the word steel. 


STRENGTH OF CAST IRON, WROUGHT IRON, AND STEEL. 


It is beyond the province of these Notes to enter upon the general subject 
of the physical properties of materials) The meanings of a few of the terms 
used in connection with those properties are given at pp. 46 5,468, and the 
subject will be further entered upon in Part IV. 

The value of iron and steel to the engineer is, however, so entirely depend- 
ent upon their strength, ductility, etc., that a few observations on these points 
will be necessary in order to clear the way for an intelligent selection and 
testing of these materials. 

In considering the strength of materials care must be taken to distinguish 
between the ultimate strength—that is, the stress per square inch of section 
which will cause rupture—and the working strength, or the stress per square 
inch which the material can safely bear in practice. 

In the following pages the ultimate strength, as found by experiment, will 
first be given for various descriptions of iron and steel. 

The effect upon this strength, produced by various circumstances, will be 
briefly mentioned. 

The working stresses that may be permitted in practice will then be stated. 

Finally, one or two points regarding the effect of vibration, cold, etc., will 
be merely glanced at. 


ULTIMATE STRENGTH AND DUCTILITY. 


The tests which are applied in practice to cast iron, wrought iron (of dif- 
ferent classes), and steel, have been described in previous pages. 

In order to apply these tests intelligently, it is necessary to know something 
of the peculiarities of the different descriptions of iron ordinarily met with, 
to see what their actual ultimate strength or resistance to rupture has been 
found to be by experiment, and to understand how that ultimate strength is 
modified by slight differences in their composition, form, treatment in 
working, and other surrounding circumstances. 

The strength of iron and steel will be considered only with reference to 
their resistance to tension, compression, shearing, bearing, and transverse stress. 

Their resistance to torsion, though of importance in machines, does not come 
into play in buildings of any kind, and will, therefore, not be considered. 

The breaking stresses, found by experiment and given in the following 
tables, were, in all cases, produced by a dead load, gradually applied. Very 
much smaller live loads, i.e. stresses suddenly applied, would cause rupture 
(see p. 330). 
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Strength of Cast Iron. 


The average ultimate strength of the ordinary varieties of cast iron found 


in the market may be taken as follows -— 
Tons per Square Inch. 


Tension : : : 9 
Compression. : ; 48 
Transverse : 134 B 
Shearing : 84 8. 


The above figures are intended to give a low average. 


The following extracts from the most important experiments on the strength of cas” 
iron show the wide differences that occur in different specimens. 

The Table below is condensed from the records of Mr. Eaton Hodgkinson’s experiments 
made for the Commission on the use of iron in railway structures.” 

The experiments were made by crushing cylinders 2 in. diameter, some ? in. and some 
14 in. high. The figures given below show the resistance of the cylinders 13 inch high; 
the shorter cylinders offered a greater resistance. 


TABLE GIVING CRUSHING AND TENSILE STRENGTH OF DIFFERENT 
DeEscRIPTIONS OF Cast IRON. 


Crushing | Tensile 
Strength. | Strength, 


DESCRIPTION OF IRON. 


; In tons per square 
inch, 

Lowmoor Iron, No.1. 25°2 BZ 

No. 2. AyD |< O20 
| Clyde, No. 1. 39°6 7°2 
| No. 2. | 45°5 79 
| No. 3 . 46°8 6°5 
| Blenavon, No.1. 35°9 6-2 
| No. 2. 30°6 6°3 
| Calder, No.1. 33:9 6'1 
Coltness, No. 3. 45°4 6°8 
Brymbo, No? Le: 33°8 6°4 

No. 3. 34°3 6°9 
Bowling, INO; 62) ; A : : 33°0 6°0 
Ystalyfera No. 2 (Anthracite) . ! : AQT 6°5 
Ynis-cedwyn No, 1 do. ; : ; i 35°1 6°2 

No, 2 do. ; : 4 : 33°6 5°9 
Mean of irons tested by Mr. Hodgkinson in his experimental researches| 49°5 7°38 
Morris Stirling’s iron tested by Mr. Hodgkinson—mean . ; 55°6 11:0 


1 §, Stoney. B. Barlow. 


2 Report of Commissioners appointed to inquire into the application of Tron to Rail- 
way Structures, 1849. 
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The mean of experiments made by the Ordnance authorities, as analysed by Professor 
Pole, give 
ee 


Breaking weight in tons 
per square inch. 


Min. Mean. 


| 
| Tension . : : ; 10°4 
Compression 


Transverse! 3 ; : 12°6 


The specimens tried were generally samples received from the makers, of the second or 
third melting. The iron subsequently supplied in larger quantities was often inferior in 
strength to the samples. 

Influence of various circumstances upon the Strength of Cast Iron.-- 
Size of Section.—The iron close to the surface of a casting has been found to be harder 
and stronger than that within. In a small bar the amount of this hard skin is 
greater in proportion to the section than in large castings, and hence the average strength 
is greater. 

Again, the interior of large castings is more spongy and open than that of small castings, 

Mr. Eaton Hodgkinson found the relative tensile strength—per square inch—of bars 
1 in. 2 in. and 3 in. square to be 100, 80, 77. 

Repeated Remeltings.—Repeated remelting of cast iron increases its strength, probably 
in consequence of the carbon being burnt out of it, thus tending to assimilate it in com: 
position to wrought iron. Sir William Fairbairn, experimenting upon Scotch iron, 
obtained the following results :— 

Its resistance to cross breaking increased up to the twelfth remelting, and then fell off; 
at the twelfth remelting its strength was { of what it originally possessed. Its resistance 
to crushing was a maximum at the fourteenth remelting, 1.¢. nearly 2} times its original 
strength. Its resistance then fell off, until at the eighteenth remelting it possessed only 
twice its original strength. 

In America the iron is kept in a state of fusion for two or three hours at each remelting. 

Major Wade found the result to be as follows :— 


Strength of pigs : j 3 5 to 6% tons per square inch. 
First melting . ; ‘ ; 9°3 A " 
Fourth melting . : : ; 12°4 oe . 


The effect of remelting varied considerably, being greatest in No. 1 soft grey pig-iron. 

This question can rarely be of any great importance to the engineer, though it might 
possibly have to be considered in using old iron. 

Effect of Temperature.—Sir William Fairbairn’s experiments led him to the following 
conclusion :—‘‘ Cast iron of average quality loses strength when heated beyond a mean 
temperature of 120°, and it becomes insecure at the freezing point, or under 32° Fahren- 
heit.” ? 

' Ata red heat its original strength is diminished by 4. A mass of cast iron raised to 
a red heat will crumble to pieces when struck. This property may be taken advantage 
of in breaking up large pieces of oid cast iron, such as guns. 


1 This is the value of the co-efficient C in the formula, w=ce 


Where W = breaking weight in tons. 
6 =breadth 


ad =depth i of beam in inches. 
=span 

Thia subject will be explained in Part IV. 
Application of Iron to Building Purposes, by Sir William Fairbairn, p. 73. 
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An increase or decrease of temperature amounting to 27° Fahr. causes such expansion 
or contraction that it would bring a stress of 1 ton per square inch upon the metal, if it 
was rigidly secured at the ends before the change of temperature took place. 

The Effect of mixing Different Brands, when judiciously done, is doubtless to increase 
the strength of the iron beyond that of any single brand. The exact increase depends, 
of course, upon the mixtures used. As before mentioned, this is a question better left 
alone by the engineer. 


Strength and Ductility of Wrought Iron. 


The strength and ductility of wrought iron depend upon the quality of 
the material and the care with which it is manufactured. 

A very small proportion of carbon is practically always present ; if this is 
increased, the strength of the iron is considerably augmented, and its power of 
welding diminished,—in fact it approximates more to steel in its characteristics, 

The presence of other impurities occasions the defects mentioned at pp. 
264, 265. 

The strength of different descriptions differs so greatly that an average is 
somewhat likely to be misleading in any particular case ; but the following 
may be taken as a low average for the ultimate strength of wrought iron under 
different stresses, 


Tons per sq. inch. Tons per sq. inch. 
Bars: ; i 25 Compression . j . 16 'to 20 
Tension lengthways 21 Shearing . A : 3 20 
| Plates crossways 20 


Tensile Strength.—The following Table shows the tensile strength, 
contraction of area and elongation after fracture, ascertained by experiments 
upon some of the more important descriptions of iron found in the market. 


AVERAGE TENSILE StreNGTH and Ductitity of Iron PiateEs and 
Bars made by several noted Manufacturers.! 


Tensile strength} @gntractio ee 
MANUFACTURERS AND DESCRIPTION OF IRON. per seer? of a | pa ae 
seetion: fractured. i ; 
: en Per cent 
Round Oak Iron Works (see p. 294)— Aone Fer oane in 10 inches. 
24°94 to 48:2 to 28°8 
L.W.R.O. bars . joes . . . 26°57 44 27°5 
Best bars . : : : ‘ i 24°67 45:3 25°4 
Best best bars . : ; : : 23°35 45'2 29°7 
Best best best bars. 3 3 aol 23°60 46°9 30°7 
Best rivet iron bars. ; , j 24°75 45°7 26°6 
Best best best rivet iron bars. : 24°26 47°2, 27°4 
Shelton Iron & Steel Co., Stoke-on-Trent— in 12 inches. 
Best boiler plates, $-in. thick, lengthways 22°3 10°3 73 
BS 3 » Crossways 18°7 4°6 4:2 
Best best boiler plates, ~%-in. thick, 
. e lengthways 23°6 16°2 8°8 
‘ 5 4) Crossways 20°6 10°4 5:2 
Rivet iron . 25:0 40:0 27°0 
Angle iron y ; ‘ 26°5 34°71 27°0 
N. Hingley and Sons, Dudley— e 
ae aede Boks cee 22°6 to go %0 800 
e 23°8 35:0 24:0 
| 33 He rivet iron 23°5 50°0 20°0 
is peep 


1 Extracted from Tables in Hutton’s Practical Engineer's Handbook. 


316 NOTES ON BUILDING CONSTRUCTION. 


TABLE giving the TensILE SrreN@rH and Ducriuiry of various Descriptions 
of MaLLEABLE Iron. From Mr. Kirkaldy’s Experiments.' 


District | Names of Makers or Works 


Description. 
and Brands. I 


fractured, 
fracture. 


sq. inch of original 


section, in tons. 
Ultimate elongation 


or tensile set after 


Tearing weight per 
Contraction of area 


Rolled Bars. Per cent} Per cent 
Yorkshire . .| Lowmoor . : . |Rolled Bars, round,} 27° 53° 26°5 
1” diameter 
Oe aie . | Bowling F ; ; Do, 
(Dore . | Farnley i ; i Do, 
Staffordshire ./| J. Bradley & Co., L circle Do. 
| (charcoal) ; : 
Do. B.B. seray Do. 
Do. 8.c. @ 
Do. de Bagnall) .By 1. 
Scotland . . | Govan, Ex. B. Best 
Do. B. Best 
DOS oR ures ; b Q 
ficzes . | Glasgow, B. Best . : Do. 
Wales : . | Ystalyfera (puddied) . Flat strips. 


wr rb 
S Oe 
wom 


bo bp 
wo D> 
bo oO 


Kirkaldy’s experiments the stresses given by him 


bo HEE po 
DOM Omn 


SN RE wD 


Rivet Iron, Diameter. 
Yorkshire . ,| Lowmoor . ; : Round. 4a" 
| Do .  .| Bradley & Co., @® 8.C. Dé, 
| Lancashire . | Ulverstone, Rivet Best . Do. 
Staffordshire . | Thorneycroft & Co., TNS Do. 
Do. . | Lord Ward, L @ W. . Do. 
hy. 0; 
Scotland . . | Glasgow, Best Rivet . Do. 
Iron Plates, 
Yorkshire . . | Lowmoor 


3 
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=| 
£ 
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in lbs, have been reduced to tons. 


bt pt pet 
“TD ¢ 


Doss, . | Farnley 


a 


fe 


tet 
Or AT IB 6 09 


Dor to . | Bowling 


ma 
be 


WOMDORARE OD 


Staffordshire .| Bradley & Co., @ S.C. 


a 
WHOWDORPDND OND Mo 


Do. . | Thorneycroft, Best Best 


] re 
ICT AIO bolt no} COIEx COIee O|c0 AKG co] cy 


= i 
L, signifies lengthways—in the direction of the grain; C. crossways—across the grain, 


Do, . | Lloyds, Foster, & Co., Best 


4 
=| 


North of England | Consett, Best Best 


SPORPOROrOn 


pt peek pt 


Scotland . . | Glasgow, Best Best 
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po 
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Angle Iron. 

Yorkshire . .|Farnley . . : .| Thickness 32,” 

Staffordshire . | Albion G® Best , ; Do. 3” 
Do, .| Do. Best 
Dore . | Hagle . : : 

Do. Best Best . 

Durham . . | Consett : : 
Don. -| Do. Best Best. 

Scotland . . | Glasgow, Best scrap 
Don? oso? Best Best 
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1 Kirkaldy’s Experiments on Wrought Iron and Steel, Tables G, J, K. 
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From the results above recorded, it will be seen that the average of ordinury 
qualities of bar iron is nearly 20 per cent stronger than that of the same qualities of 
plate iron, and its elongation under a given stress is 24 times as great; also that plate 
iron has a greater strength in the direction of the fibre or grain than across the grain, 
the dilference being on the average about 10 per cent. 
The Elastic Limit of a few different classes of iron is shown in the following Table 
(see also p. 329) :— 


rj 7 
| Elastic limit in| Breaking ten- | Elongation in H 
DescRiIPTION OF IRON. tension, tons | sile stress per | 10 inches per 
per square inch.} square inch. cent. 
Bowling iron? with grain 12°6 20°9 19°8 
_ 5» across grain . Jae 18°4 LD 
Barrow B.B.H.? : : : : 14°5 25°4 22°3 
Cleveland? 3-inch and $-inch plates— n 8 inches, 
With grain . ‘ . : 13°7 21°0 (25 
| Across grain 18°2 3°0 
ee 16°9 to 22°4 to eae 
Belgian joists" - : : ; : 15°4 20°9 in 8 inches. 
Wrought iron from crank shaft . 13°3 | 14°18 4:0 


The Crushing Strength of wrought iron varies in different specimens with the 
hardness of the iron. 

‘‘Ordinary wrought iron is completely crushed, ¢.e. bulged, with a pressure of from 
16 to 20 tons per square inch.” # 

The best soft wrought iron begins to bulge sensibly with about 12 tons per square inch,® 

The Shearing Strength of wrought iron has been proved by experiment to be 
practically equal to the tensile strength of the material. See Chap. vii., Part IV. 

Effect of different Processes and Circumstances upon the Strength ot 
Wrought Iron.—It has already been stated that the strength and elasticity of wrought 
iron depend not only upon its quality, but upon the treatment to which it has been 
subjected in working, and upon other surrounding circumstances. 

The following Table shows concisely the effect produced by different modes of working, 
by changes of temperature, etc. 

The conclusions given are founded upon a large number of experiments by Mr. 
Kirkaldy and others, Those by Mr. Kirkaldy are clearly classified in Mr, Kinnear 
Clarke’s Rules and Tables for Mechanical Engineers. 


Ductility. 


Tensile Strength. 


Xeducing diameter by rolling, forg- 


ing, or hammering ’ : Increased . Reduced, 


Turning or removing skin 


No alteration 


. | No alteration. 


Annealing . Reduced . : . | Increased. 
F \ Reduced from between} | : 
Welding 4-1 and 43°8 per cent| | Reduced. 


Stress suddenly applied . 


Hardening in water or oil 
Cold rolling—plates 

bars . 
Galvanising ~. 


Effect of frost 23° F. 


Effect of frost, stress suddenly applied 


Reduced 18°5 per cent 


{ 
Increased . 


Doubled . : ‘ 
Increased 50 per cent 
No difference. 

Reduced 2°3 per cent 


Reduced 3°6 per cent 


{ Reduced in nearly all 
\. cases. 
Reduced. 
| Destroyed, 
Reduced 60 per cent. 


Reduced 8 per cent. 
Reduced between 0 
and 30 per cent. 
( i ) 


iron was practically the same at all temperatures between 0° and 400° Fahr.® 


Effect of Temperature.—Sir William Fairbairn found that the strength of wrought 


1 Kennedy, Jron, 11th May 1883. 


2 Institute Mechanical Engineers, 4th August 1885. 


3 Architect, 18th February 1882. 


_ 4 Stoney. 


5 Downing. 


8 Useful Information for Engineers, Series u- 
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Strength and Ductility of Steel. 


The strength and ductility of steel varies greatly in different descriptions. It depends 
not only upon the original composition of the metal, but also upon the treatment to 
which it has been subjected. The following Tables give some idea of the variety to be 
met with in different specimens. 

Average Strength.—The great differences in strength caused by varieties in the 
amount of carbon and in temper make it useless to attempt to arrive at an average 
strength for all steels, 

The following Tables, selected from different records of experiments, show the great 
variation that there is in the strength and ductility of different descriptions of steel :— 


TENSILE SrreNeTH, Exastic Limit, and Ducriniry of Cast STEEL. 


Ultimate or 
breaking tensile} Elastic limit in| Contraction of | Elongation 
stress per sq. tension. area per cent. per cent. 
inch. | 

aan = | 


Tons. 
1. Bessemer steel (average 
of different qualities for 
tyres, axles, and rails) 
Hammered 
Rolled : : 
. Crucible steel (average 
of different qualities for 
tyres, axles, and rails) 
Hammered : 
Rolled (for axles) 
C. Bessemer steel tyres and 
axles g : =| 
» Crucible cast-steel from 
Swedish bar-iron, chisel 
temper 5 : 
C; Crucible cast-steel, rolled 
C, ,, hammered | 
C; 


>> 
Cast-steel, piston rods . | 


OC. Experiments on Steel by a Committee of Civil Engineers, 1868. The bars experi- 
mented upon were turned down from 2-inch square bars to a diameter of 1°382=14 
square inch. 

C, Further experiments of the same Committee results, bound up with the report 
just quoted. 


WHItTWoRTH’s CoMPRESSED Steet. ! 


Tensile | Ductility or 

Strength percentage 
in tons per of 

sq. inch. | Elongation. 


Purposes for which the Steel is available, 


Axles, boilers, connecting rods, rivets, railway tyres, gun 32 
furniture and barrels, and gun carriages 


Cylinder linings, parts of large machines, and hoops and 2+ 
{ trunnions for ordinance 


| Large, planing and lathe tools, large shears, smiths’ punches 17 
and dies and sets, small swages, cold chisels, screw tools, 
corn mill rollers, armour-piercing shells 


Boring tools, finishing tools for planing and turning . b 10 
Alloyed with tungsten for particular purposes é 14 


1 Proceedings Institute of Mechanical Enginecrs. 


| 
| 
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TENSILE STRENGTH and Ductiuiry of Sven of different descriptions. 
Selected from Sir W. Fairbairn’s Experiments.’ 


Manufacturers and Description of Steel. 


Breaking tensile 
stress per 
square inch 
of section. 


— — - _ 


Messrs. J. Brown and Company. 
Best cast steel from Russian and Swed- 
ish iron for turning tools 


Do. milder 


English tilted steel made from English 
and foreign pigs 


Messrs. C. Cammell and Company. 


Specimen of cast steel, termed “ Dia- 
mond Steel ” 


Specimen of cast steel termed ‘ Tool 


Steel”. t : 
Specimen of cast steel termed ‘‘ Chisel 
Steel ” 


Specimen of cast steel termed ‘‘ Double 
Shear Steel ”’ 


Messrs. Naylor and Vickers. 
Cast steel called “ Axle Steel” . 
Do. do. “Tyre Steel” . 
Do. do. ‘Vickers’ Cast Steel, 
special ”’ 
Do. do. ‘ Naylor and Vickers’ 
Cast Steel”’ 
Messrs. S. Osborne and Company. 
Specimen of best tool cast steel 
Specimen of best double shear steel 
Extra best tool cast steel 


Cast steel for boiler plates . 


H. Bessemer and Company. 
Specimen of hard Bessemer steel 
Do. milder do. 
Do. soft do. 


Messrs. T. Turton and Sons. 
Specimen of double shear steel . 


Tons, 


30°53 
40°85 


Corresponding 
ultimate 
elongation. 


Per cent. 


“I 


Contraction or | 
set due to 
compression 
under 100°7 
tons per square 
inch. 


Per cent. 


25°3 
26°3 


55°38 


i Tron Manufacture, 1869. British Association Report, 1867. 
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TENSILE StRENGTH and Ductiuity of Sree Piates With and Against 
the Grain, From Mr. Kirkaldy’s Experiments,’ 


L. signifies lengthways of the grain ; C. across the grain. 
y 
Tearing | Ultimate 
weight per | elongation 
square inch] or tensile 


of original | set after 
area. fracture. 


Contrac- 
tion of 
area at 

fracture. 


Names of Makers or Works, Thickness. 


Description. 


Tons. Per cent. |Per cent, 
42°09 Bye flt 
42°99 9°64 
33°74 19°82 
30°84 } 
42°98 
43°37 
32°32 
32°84 
45°29 
37°93 
45°80 
38°11 


34°39 
30°22 


Turton and Sons, cast steel 


elie! 
a 


Samples. 


Sa eS ge es a 
fo FIN saa (Ge =) 


Moss and Gambles, cast steel 


ile 


mee Cb 


e 
ee EO OCF BOL COG Wr 


Shortridge and Co., do. 
Shortridge and Co., Jae 
steel 3 


Mersey Company, pudated steel 
(ship plates), 


CO cpa Ree eg ah Si og] 
I RR WH OD AW aos 


Mersey Company, pudaled steel, 
Collard 2) 25 


Git 


Samples. 
-_ 


Mersey Company, mild steel 


Mersey Company, mild steel 
(ship plates) 


ras @re 
cor 
Or OV Or 


31°93 


TENSILE STRENGTH and Duotitiry of StreL Bars. Selected from Mr. 
Kirkaldy’s Experiments.? 


Average 
breaking i e A 
Sea ae Ultimate | gontraction 


weight per | elongation 

square inch | or set after 

of original fracture. 
area. 


of area 
at fracture. 


Names of Makers or Works. Description. 


Tons. Per cent. Per cent, 


Turton’s cast steel for tools . . | Forged a D930 5:4 4-7 
Jowitt’s double shear steel . ; Do. 53°0 13°5 19°6 
Bessemer’s patent steel for tools . Do. 49°7 5'5 22°3 


Naylors, Vickers, and Co., cast steel | Rolled . : 47°59 8:7 32°8 
for rivets 


Wilkinson’s blister steel bars . . | Forged of 465 9°7 21:4 
Jowitt’s cast steel for taps . : Do. 45:1 10°8 28°8 
Krupp’s cast steel for bolts . . | Rolled . ; 41°8 15°3 84:0 


Shortridge and Co.’s homogeneous Do. 40°5 13°7 36°6 
metal ; : : 


Jowitt’s spring steel : : . | Forged : 32'3 18:0 24:0 
| Mersey Co., puddled steel . : Do. 31°91 EAE 35°3 
Blochairn puddled steel : . | Rolled . : 31°32 11°3 | 19°4 
Do. dee oe eed |. ape a0. | tee | 


1 Kirkaldy’s Experiments on Wrought Iron and Steel, Table H. 2 Ibid. Table F. 
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AVERAGE TENSILE StRENGTH and Ducriuiry of Muwp Sten, Puares 


and Bars. 


| Tensile Strength 
Manufacturers and Descriptions of Steel.| per square inch 
of original area. 


Tons. 


W. Beardmore and seh ont a 
Bridge plates . 
Angles and bars 
Rivet steel . 
Bolton Iron and Steet Company o 
Bridge plates . 
Angles, tees, bulb, “beams for 
bridge and shipbuilding 
Rivet steel : 
Landore Steel?— 
Plates and angles (mean of 
101 samples) 
Plates lengthways,? unannealed 
», Crossways 
Dalzeld Steel Works 4+— 
Plates lengthways, 


> 99 


as thick 
z 


9 


Plates crossways, 3 8, 3” thick 
39 9 a 9 
Rivet nteel : . 

Weardale Iron and Coal Coy.4 


3” 


Plates lengthways, 3 thick 
3 


” 2 4 ” 
ae 
99 b>) my % 99 
Plates crossways, 3” thick 
3u 
” +) 4 ” 
ie 


2 


Rivet steel’. 
Steel Company of Scotland +— 
Plates lengthways, }” thick 
1’ 


o? ? 2 29 
“ 
9 9 i ae) 
Plates crossways, }” thick 
[ia 
9 ” Ee ” 


? 


Rivet steel 3 


Limit of |Contraction| Ultimate 
Elasticity.| of Area Elongation 
per cent. per cent. 
In 8 inches, 
174 
33 
40 20 
40 20 
50 30 
24°25 
14°5 41°1 23°4 
14°4 40°5 23°5 
In 10 inches. 
14°1 50°2 29°9 
Be? 56°8 32°6 
13:1 57°7 83°4 
15:0 43°4 26°3 
14°1 49°6 381°9 
LocF 51°2 33°7 
16°5 61°6 
16°3 54-1 26°8 
16°8 52° 28°5 
14°3 43°6 29°7 
16°1 46°5 22°79 
16°0 51°8 26°7 
14°3 49°2 30°6 
179 54°4 | 
| 
19°6 46°4 22°6 
15°8 51°9 29°7 
14°8 48°8 380°3 
19°9 39°9 19°8 
15°8 389°8 28°3 
14°8 40°9 25°2 | 
18°5 62°9 | 


These experiments show that the difference in the strength of the steel, when tested 
lengthwise and crosswise of the grain is almost imperceptible, 


1 Hutton, Practical Engineer's Handbook. 


2 Riley. 


: Kirkaldy, Proceedings Institute of Naval Architects. 
4 Traill, Leperiments on Mild Steel. 


B.C.—III 


ag 
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The Elastic Limit of steel plates having a tensile strength of from 26 to 32 tons per 
square inch either way of the grain, may be taken at from 50 to 65 per cent of the 
ultimate tensile strength.! The elastic limit of other forms of steel are given at pages 
318, 329. 

Steel Wire is sometimes made for special purposes, e.g. for pianos and for wire rope, 
with a tensile strength of 120 or even as much as 150 tons per square inch, and with an 
elongation of about 33 per cent.” 

The Crushing Strength of steel varies greatly, according to the quality of the 
steel and the harduess to which it has been tempered. 

Some cylinders of cast steel (of a height = 24 diameters) cut from the same bar ® were 
crushed under the weights given below. 

Crushing weight per 
inch of section. 
Not hardened . : ; : i : 89 tons. 
Hardened—low temper, suitable for chipping chisels_. 7 Oe 
Hardened—high temper, suitable for tests for turning hard steel 166 


9 


In the experiments of the Committee of Civil Engineers (see p. 318), steel. cylinders of 
1 inch area and 1. diameter in height bulged but did not crack under 89 tons, and 
cylinders of the same area, but with height of 4 diameters, crushed with weights 
averaging 20 tons. : 

It must be remembered that the steel begins to fail when its elastic limit is passed. 
This was found by Mr. Berkley to be about 17 tons for Bessemer steel. In the experi- 
ments of the Committee of Civil Engineers it ranged between 27 and 15 tons, the average 
as deduced by Mr. Stoney being 21 tons‘ (see also p. 319). 

Shearing Strength of Steel.—Mr. Kirkaldy’s experiments led him to the following 
conclusion :—‘ The shearing strain of steel rivets is found to be about a fourth less than 
the tensile strain.” ° 

The steel he experimented upon broke under a tensile stress of 383 tons per square 
inch of area, and the mean strain required to shear the rivets was 284 tons per square 
inch. é ‘ ‘ 

‘The tests on torsion and transverse strain, tension and compression, show that the 
relations which subsist between the resistances to these strains in steel correspond very 
nearly with those found by previous experiments in wrought iron ; that is to say, a bar 
of steel which has 50 per cent more tensile strength than a similar bar of wrought iron 
will also have approximately 50 per cent more strength in resisting compression, torsion, 
and transverse strain.” 

Effect of different Processes and Circumstances upon the Strength of Steel.’ 
Effect of Tempering.—After a series of experiments Mr, Kirkaldy came to the follow- 
ing conclusions as to the influence upon steel caused by its treatment in different ways. 

‘©35th, Steel is reduced in strength by being hardened in water, while the strength is 
vastly increased by being hardened in oil. 

“36th. The higher steel is heated (without of course running the risk of being burned) 
the greater is the increase of strength by being plunged into oil. 

‘© 37th. In a highly converted or hard steel the increase in strength and in hardness is 
greater than in a less converted or soft steel. 

“38th. Heated steel, by being plunged into oil instead of water, is not only consider 
ably hardened, but toughened by the treatment.” 

The following are extracts from the results of the experiments which led to these con- 
alusions :— 


1 See preceding Table, p. 321. 2 Percy, Iron and Steet Institute. 
¢ By Major Wade, U.S. Army. 4 Stoney On Strains. 
5 Kirkaldy’s Experiments in Iron and Steel. 
6 Report by Committee appointed by Board of Trade, etc. eve. 
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Cast STEEL FOR CHISELS. 


| 
Breaking 


| Se g Contraction | sats 

| aroun Par | of area per | ‘pongence 

tons. 

Highly heated, and cooled in oil ; 2S ita a | 3°3 
Do. do. in-water- ... 3 40 | 0°'0 0°0 
| Do. do. », yellow temper 45 0-0 0:0 
De: aando (55. Ge SPEINS eee ee 47 0:0 0°7 
Do. do. jo coblueleS 3 50 OnOhare 0°7 
Do. do. in ashes, slowly . : 54 12°9 70 
Medium heat, and cooled in oil . : : ’ 82 SH PAT 
Do. do. intallow . ; f 79 $-40-4 8-27 
Do. do. in coak tar’; : : on! ee or 60 
Do. do. slowly pe : : 53 9°4 VEY 
| Low heat, and cooled in oil =. : Cau 73 6°8 50 
) ae Go| in tallow eee 66-1 70 
| Do. de. in Coals ee ee 1st—| 87 
| Do. dot slomly 7. es coe 165 | 100 


| Effect of Annealing Steel Plates.—Hard steel plates are greatly improved in ductility 
. by being annealed. With soft steel, however, the increase of ductility is not necessary, 
. and the tensile strength is lessened. 

| Influence of Carbon upon Strength of Steel.—The following Table! contains the rela- 
. tion between the specific gravity and tensile strength of Bessemer steel of various degrees 
of carbonisation, made at Sandriken; in Sweden :— 
| 


Specific Gravity. Tensile Strength. 
Percentage of 
Carbon. 


Soft. | Hardened. | Tons per sq. inch, 


15 785 | 7-736 34-39 
1°2 832 7-771 37-40 
0:9 7-874 7-808 56-59 
pe  ) F870 7-807 Buen] 
0-4 | 7°898 7°839 30-34 


Ty, 


The absolute strength appears to be greatest when the steel contains from 1 to 1} per 
cent of carbon. 


1 From Bauermann’s Metallurgy. 
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SAFE OR WORKING STRESSES FOR CAST IRON, 


WROUGHT IRON, AND STEEL. 


The limiting or working stresses that can be safely applied in practice to 
cast iron, wrought iron, and steel respectively, depend not only upon the 
quality and characteristics of the material, but upon the nature of the load 
which causes the stresses, and in many cases also upon the form of the member 
or structure under stress, 

These points, and many others which bear upon the question, cannot here 
be entered upon without anticipating the information to be given in Part IV., 
where the subject is more fully discussed. 

Factors of Safety.—It will be sufficient at present to call attention to 
the following Table, which shows the “ factors of safety” > recommended by 
eminent engineers for application in various cases that arise in practice. 


C. 


Nature of Structure. 


Cast Iron. 
Girders 
Dow; 
Pillars . 
Water tanks . 
Crane posts or machinery 
Pillars subject to vibration 


Do. do. transverse shock 


Wrought Iron. 
Girders 
Do. 


Bridges 


Roofs : : i 
Compression bars subject to 
shocks 


Compression bars not subject 
to shocks 


Steel. 


Bridges 


ee 


B. Board of Trade. 
U. Unwin. 


Nature of 


Factor of 


Load. Safety. 


Dead. 
Live. 6 
Mixed. 4 
in tension. 
Do. 4 
6 


t 


Mixed. 


8. Stoney. 
C. Commissioners. 


a 


1 See page 465. 
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The working stresses are obtained by dividing the known breaking strength of the par- 
ticular class of material to be used, by the factor of safety applicable to the structure 
and load for which it is to be used. 

‘I‘he breaking strength is found by experiment, or taken from tables giving the resulta 
of experiments on iron or steel of a similar class (see pp. 312 to 328). 

The factor of safety is varied according to judgment and experience, or, in the absence 
of these, may be taken from the Table above. 

It is necessary here to state that the working stress should in no case exceed the 
elastic limit of tle material. The reasons for this are given at p. 327, 

It will be seen, however, that the elastic limit is generally about 4 of the ultimate 
strength, whereas the working stress is seldom more than } of the same, so that if the 
factors of safety are carefully applied there is no danger of passing the elastic limit of 
any ordinary material. 

In the absence of experimental knowledge with regard to the particular material 
about to be used, the engineer takes care to calculate for a low working stress, so that he 
may be sure not to overtax the strength of the material. 


Working Stresses.—The following working stresses may be used in 
practice :— 


Cast Inon.—For girders, etc., to carry a dead load— 


Compression : : : 8 tons per square inch. 
Tension : ; : ; 14 Ae 
Shearing : ; ; ; 2 A 


An allowance of 30 per cent should be made to cover defects, such as air-holes, ete., in 
the castings. 

Cast iron is not well adapted for structures intended to carry a live load, but if used 
for such, the working stresses would be reduced in the proportion shown by the factors 
of safety for the different cases given in the Table, p. 324, 


Wrovueut [ron.—The working stresses practically applied to wrought iron 
are as follows :— 
Built-wp Plate-Iron Girders and similar structures— 


1 Tension ° . 5 tons per square inch. 
1Compression . = Ae 7 
2 Shearing : ‘ 4 to 44 tons - 
Bearing F ‘ 8 = a in riveted joints. 


These working stresses are in practice applied to girders with dead loads, and also to 
those carrying moderate live loads. This, of course, is not theoretically correct. When 
the load is all dead the working stresses may safely be higher—equal to } the break- 
ing stress of the material ; and when the live load becomes large in proportion to the 
weight of the girder (not a common case in girders connected with buildings), the work- 
ing stresses must be reduced by a method which will be explained in Part IV. 


For rolled girders the stresses may be taken slightly higher, ae. at about 6 
tons in tension and 5 tons in compression or shearing. 

Where part of the load is dive it is converted into an equivalent amount 
of dead load as described at page 466. 

When bar tron is used, as in roofs and braced girders, the working stresses 
in tension may be considerably higher, because bar iron is, as a rule, stronger 
than plate iron (see p, 315). 


1 In calculating the area of the sections to which these stresses are applied, the rivet 
holes are deducted in the tension flange, but are not generally deducted in the compression 
flange. Some engineers deduct them in both flanges, 

2 The shearing stress might be taken as high as the tensile stress, but that the former 
generally acts upon a group of rivets, some of which often get a larger share of the 
stress than the others, so that a lower limit is taken in order to be on the safe side. 
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Thus, with good bar iron (such as a, see Table, p. 316) a factor of safety 


of 4 for a dead load would give a working stress of =" ah e. 


per square inch of section. 

However, taking into consideration the sudden shocks caused by the wind, 
a working stress of 6 tons is high enough; and where the iron is of an 
unknown quality, it is better to allow only 5 tons per square inch. 


or nearly 7 tons 


Board of Trade Rule.—Though the construction of bridges is. a subject entirely 
beyond the limits of any part of these Notes, it may be as well to mention here the Board 
of Trade rule as to the working stress for bridges, because this rule has governed the prac- 
tice with regard to bridges, and has to a great extent influenced it in other structures. 

“In a wrought-iron bridge the greatest load which can be brought upon it, added to 
the weight of the superstructure, should not produce a greater strain on any part of the 
material than 5 tons per square inch.” 

Practically this rule is modified by taking the working stresses, as given above, all of 
them except the tensile stress being lower than the limits laid down by the rule. 


Bearing Strength—tThe resistance of wrought iron to indentation by bolts 
or rivets varies, of course, according to the quality of the iron. 

For most ordinary work the safe statical pressure per square inch of bear- 
ing surface may be taken at 5 tons,! but in chain-riveted joints it may be 
taken at 8 tons. 

Mr. Stoney takes it at 14 times the safe tensile stress, or 74 tons for all 
structures, 


Srmen.—The factor of safety applied to steel structures should depend 
(ceteris paribus) on the nature of the steel and its temper. 

Thus a very hard steel, with high tensile strength and slight ductility, 
should be worked at a smaller proportion of its breaking stress than a mild 
and soft steel. 


Working Tenstle Stress—Mr. Stoney recommends a working stress of 8 tons 
per square inch for mild steel plates, being about } of their ultimate tensile 
resistance (see Table, p. 320). 


Opinion of Committee appointed by the Board of Trade.*—The following extracts from 
their report will give the conclusions at which this Committee arrived :— 


“ As regards the ordinary steel of commerce, there appears to be no difficulty in obtain- 
ing the usual amount of tensile strength, varying from 29 to 85 tons per inch. A point 
requiring equal attention is the toughness or malleability.” 

“We assume that with steel, as with iron, the engineer will take care that, as well as 
the required strength, he secures a proper amount of ductility. ... 

The steel employed should be cast steel, or steel made by some process of fusion, 


1 Latham On Wrought Iron Bridges. 
2 Sir John Hawkshaw, c.E., F.R.s.; Colonel W. Yolland, R.E., F.n.s.; W. H 
Barlow, Esq., 0.E., F.R.S, 
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subsequently rolled or hammered, and that it should be of a quality possessing consider- 
able toughness and ductility.” .. . 

“The greatest load which can be brought upon the bridge or structure, added to the 
weight of the superstructure, should not produce a greater strain in any part than 64 
tons per square inch.” 

From other parts of their report it appears that they consider that the working stress 
upon steel should bear the same proportion to its ultimate strength that the working 
stress upon iron does to its ultimate strength. 

Thus, taking the ultimate strength of iron at 20 tons per inch, and the working stress 
allowed- by the Board of Trade for bridges at 42=5 tons, they infer that the ultimate 
strength: of steel may very safely be taken at 26 tons per inch, and the working stress 
applied to it at 2%=—64 tons. 


Working Stress in Compression.—With regard to the working stress in com- 
pression Mr. Stoney says :— 

“The crushing strength of tool steel is so high that 12 or even 15 tons per 
square inch is perhaps a safe working load for pillars of tool steel, when they 
are so short that they will not fail from flexure.” ! 

As regards the softer grades of mild steel for structural purposes, experi- 
ments on struts and columns appear to show a tendency to equality of resist- 
ance as between iron and steel as the column increases in length. For 
further information on the safe working stress in steel columns the student 
is referred to Part IV. 


Shearing Stress—The shearing strength of mild steel rivets in bars of 8” to 
2” diameter, possessing a tensile strength of 25 to 29 tons per square inch, 
has been found to be from 70 to 82 per cent of the ultimate tensile resistance 
in single shear, and from 66 to 76 per cent in double shear.? 


Limit of Elasticity.—In investigating the properties of a specimen of iron 
or steel a very important point to be ascertained is its limit of elasticity. 

The meaning of this term has been defined in several different ways. 

Mr. Stoney’s definition is the one perhaps best suited to the engineer. He 
says— The limit of elasticity may be defined to be the greatest stress that 
does not produce an appreciable set.” 

A short explanation will perhaps make the meaning of the term more clear 
than the definition alone would do. 


If a small weight be suspended from a bar so as to cause a tensile stress in the direc- 
tion of its length, the bar will at once begin to elongate. 

It will stretch a certain proportion of its own length. This proportion will vary 
according to the description and quality of the material, and to the amount of weight 
applied. 

If a weight of 1 ton be hung from the end of a wrought iron bar of average quality, 
having a sectional area of 1 square inch, the bar will stretch about yhoo part of its 
original length. 

If the weight be removed, the bar will soon recover itself—that is, it will return to its 
original length.? If measured by any ordinary means of measurement, it will be found 
to be of the same length that it was before the weight was imposed upon it. 

This recovery of the bar occurs, however, only up to a certain point. If the load be 
increased until it amounts to a considerable proportion of the breaking weight, the result 
produced is very different. 

For example, if, instead of 1 ton, a weight of 12 tons be applied to the bar just men- 


Oe EE ee 


1 Stoney On Stresses. 
2 Hunt ‘‘On Method of Testing Structure Steels,” Proc. Am. Soc. C.H., vol. XXX. 
3 See page 315. 
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tioned, the iron will stretch about yoy of its fength. Upon removal of the weight, how- 
ever, it will not entirely recover itself, but will be found, upon measurement, to be a little 
longer than it originally was, 

This slight increase upor the original length of the bar is called the permanent set. 

The greatest stress that can be applied to the bar without causing an appreciable per- 
manent set is called the limit of elasticity, or the elastic limit. 

It is evident then, that there is a very important line to be drawn, On one side ot it 
are weights, the application of which will produce no appreciable permanent set ; on the 
other side are the weights which produce an appreciable permanent set. 

This line of demarcation is called the Limit of Elasticity, or the Elastic Limit. 

It is, as before said, a certain proportion of the breaking load for the material, and its 
value is generally stated in Ibs. or tons per square inch. 

The proportion which the limit of elasticity bears to the breaking load varies very con- 
siderably in cast iron, wrought iron, and steel, and even in different specimens of the same 
classes, 

he above remarks have been made with regard to a tensile stress, but the same thing 
occurs with a bar under compression. Weights placed upon the end of the bar produce 
oo permanent contraction or set up to a certain point. Weights greater than this per- 
manently shorten the bar. This point is called, as before, the elastic limit, or limit of 
elasticity. 

The exact point at which the permanent set commences varies according to the quality 
and characteristics of the material. A hard brittle iron has a high limit of elasticity, it 
will not stretch much before breaking ; on the other hand, a soft ductile iron soon takes 
a slight permanent set, but stretches considerably before breaking. Practically, for ordi- 
nary good wrought iron, the limit of elasticity may generally be taken at about 4 the 
breaking stress. 

So long as ductility is not sacrificed it is important to have material with a high limit 
of elasticity for nearly all structures, but especially for those which are subjected to loads 
constantly repeated, as in the case of railway bridges. The reasons for this are given 
below. 

Fatigue of Iron.—Many careful experiments made by Sir W. Fairbairn and others 
have led to the conclusion that a load may be applied to a wrought iron bar, removed 
and reimposed thousands of times without the slightest injury to the bar, so long as the 
stress per square inch does not exceed the elastic limit of the material. 

Directly this limit is exceeded, the first application of the load produces a permanent 
set ; each repeated application increases that set, until at last rupture takes place. 

The failure of iron under repeated loads or blows of this kind is known as the Satigue 
of tron. 

It will be useful to notice one or two other points connected with the elastic limit. 

In wrought iron, steel, and indeed in most other building materials, the temporary 
elongations produced before the limit of elasticity is reached are proportional to the loads 
which produce those elongations. 

Thus, in the bar above referred to, if a load of 1 ton produce an elongation of , x55 
in the length, 2 tons will produce y,2,5, 3 tons Tzo00» and so on, until 12 tons pro- 
duce an elongation of r?55 =v the length. 

At this point, however, the permanent set occurs, and beyond it the elongations are 
not in proportion to the load, but increase more rapidly than the loads increase. Thus 
13 tons will produce more than 773355 elongation, and so on. 

In cast iron, however, the temporary elongations caused, even by small loads, are from 
the first irregular, not in proportion to those loads, and an appreciable set is noticed at a 
very early stage. 

False Permanent Set.—In some cases, after imposing upon a bar a load far within the 
elastic limit, a permanent set seems at first to have been caused, but upon leaving the 
bar unloaded for a short time this set disappears, and the bar slowly returns to its 
original length. 

Set caused by Continued Load.—It has been found that a load within the elastic limit, 
which will not cause a permanent set if imposed and quickly taken off, will nevertheless 
cause a set if it be allowed to remain for a considerable time. 

To put it in another way, the elastic limit is lower for a continued stress than for a 
temporary one. 

Elastic Limit raised by different Processes. —1t has been shown that the processes of 
hammering, rolling, and drawing iron or steel, when cold, into bars or wire, increase the 
tenacity and the elasticity of the material. 
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Elastic Limit reised by stretching.—Again, it has been shown that when a bar of iron 

has been subjected to a load less than the elastic limit, and continued for several hcurs, 

so that a permanent set ensues, the elastic limit of the bar thus altered is considerably 

raised. For example, General Uchatius tested a bar of soft steel, and found the follow- 
ing results :—? 


SSeS 


Limiting Stress. 
Tons per square inch.| Ultimate 


j 


Elongation 
per cent. 
Absolute. | Elastic. 
Bar of soft steel. : f : 24°38 13°81 25°3 
Same loaded for 24 hours so as to elongate 3°3 per 
cent ‘ é : : 5 ‘ 24°38 sy i 21°5 
Same oil-hardened . : : : ; 48°13 1G 77 10°6 


Other Definitions of the Limit of Elasticity.—It should here be mentioned that Mr. 
Eaton Hodgkinson’s experiments led him to the conclusion that the very smallest load 
produces a permanent set. His conclusions have been questioned by more recent inves- 
tigators, but even supposing they are correct, they do not affect the engineer. The 
permanent sets, if any, produced by loads less than the limit of elasticity are so small 
that they cannot be measured by an ordinary instrument—in fact, they are inappreciable. 

When such loads are constantly repeated, though they may produce an inappreciable 
set as regards the original length of the bar, yet it is nct an tncreasing set, does not lead 
to rupture, and may therefore practically be ignored. 


When, however, the load is greater than the limit of elasticity, an increasing set takes 
place upon each application, which eventually leads to rupture. 

Elastic Limit of Cast Iron, Wrought Iron, and Steel.— Cast Iron is 
very imperfectly elastic, that is, even a very small load will produce in it an 
appreciable permanent set. There is no clearly-defined elastic limit, The 
permanent sets are, however, very small at first, and may be practicaily 
ignored until the load applied is about 4 of that required to produce rupture.? 
The sets then become partially appreciable. 

Wrought Iron.—The elastic limits for different descripiians of wrought iron 
vary according to the nature of the iron, 

As an average, however, it may be said that the elastic limit, both in com- 
pression and tension, is as follows — 

Bars é d ‘ ‘5 of ultimate veg 

Plates . 6 4 
being about 13 tons per square inch for “ Best Yorkshire” tron, and about 
114 tons for Staffordshire crown iron ® (see p. 317). 

Steel.—The elastic limit of different kinds of steel varies considerably, 
according to the nature of the material and the degree of temper to which it 
has been subjected. 

It xanges from about 123 tons in annealed Landore mild steel plates (see 
p. 321) to 26% tons in very hard cast steel (see p. 318), the proportion of 
the elastic limit to the ultimate strength varying from °45 to ‘8. 

Live and Moving Loads.—To consider the effect of moving and live 
loads upon the strength of iron and steel would open up an interesting 
subject, which, however, is outside the scope of these Notes, 


1 Proceedings Institute of Civil Engineers, vol. xlix. 
2 Pole. 3 From Experiments of Committee of Civil Engineers 
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Lwwe Loads.—Such loads are seldom met with in buildings, except perhape 
in the effect of wind upon roofs ; but they are of frequent. occurrence in rail- 
way bridges and other engineering structures. 

With regard to the effect of live loads, it will be sufficient to say that such 
loads have a greater effect than if they were gradually applied as dead loads. 

In practice, the effect of a live load is generally taken as equal to twice 
that of the same load considered as dead, 


Live and moving loads frequently produce stresses (upon any member of a structure) 
which vary considerably in intensity from time to time—e.g. a bar in a bridge may be 
subject to a stress of 3 tons per inch of section when a light train is passing, and 5 tons 
per inch.when a heavy train is. passing. 

Again, moving loads sometimes cause the stresses upon a particular bar to differ in 
kind. Thus, trains passing over a bridge may cause a bar to be in compression and 
tension alternately. 

It has been shown by Wohler that in either case the intensity of stress that the bar 
can bear is much lower than what it can bear when the stress is of the same kind (either 
tension or compression) throughout, and also of the same intensity. 

To put it in another way, the stresses produced are much more trying to the bar than 
a stress which is unvarying in kind (being either compression constantly or tension con- 
stantly), and which is also unvarying in amount. 


Repeated Loads.—It has already been pointed out that repeated loads do 
not tend to cause rupture so long as they are kept below the limit of elasti- 
city of the material. 

Vibration.—The effect of such ont or of vibration, has been commonly 
supposed to be dangerous, and eventually to cause fracture by changing the 
internal structure of the iron from a fibrous to a crystalline structure. There 
is still considerable difference of opinion on the subject. 


Dr. Percy, who has carefully considered the cases bearing upon this question, says :— 

“‘The question will naturally suggest itself whether gentle vibration—the result of 
very frequently repeated light blows, or of vibration withaut impact, caused by jarring 
grinding action—as in an axle working in badly lubricated bearings, or of straining and 
torsion in shafts, etc., very much less. intense than would be produced by heavy ham- 
mering—would tend to incline permanent disaggregation of the crystals of iron, and con- 
sequent tenderness. é 

‘* Opinions are divided upon it, and I am not acquainted with any precise experimental 
data to justify any very positive conclusion on the subject. , 

‘¢ Another point remains to be considered, namely, whether vibration, caused by impact 
or otherwise, may induce a crystalline arrangement which did not previously exist, or 
was only imperfectly developed. I have not met with any evidence to justify an answer 
in the affirmative.” } 


Extreme Cold.—The effect of extreme cold upon the strength of iron and 
steel is another open question. 

It has already been pointed out (see p. 272) that in some castings, the 
bulkier parts, being the last to cool, are left in a state of tension. 

Now, if such castings are exposed to cold, the parts already in a state of 
tension may endeavour to contract still farther, and rupture may ensue. 

With regard to the effect of cold upon wrought iron and steel many 
experiments have been made, but they afford up to the present time very 
conflicting data. 

The discrepancies between the results obtained seem to have been caused in 
some measure by differences in the composition of the materials experimented 
upon, the presence of phosphorus especially having a marked influence. 
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1 Percy's Metallurgy. 
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Iron tyres, chairs, and other parts of a railway which are made of iron or 
steel, break more frequently during frosty weather than at other times. This, 
however, has been accounted for by pointing out that the hardness and rigidity 
of the ground during such weather causes the shocks to have much greater 
effect upon the permanent way. 

As arule practical men incline to the opinion that frost and extreme 
cold have a weakening effect upon iron and steel, and render them specially 
liable to be broken by a sudden shock or concussion. 

Thus it is the custom to pass the chains used for lifting heavy weights 
through the fire on frosty days ; and there is no doubt that while the question 
is unsettled it is safe to take some precaution of this kind. 

Forging.—Forging metal consists in raising it to a high temperature 
and hammering it into any form that may be required. 

It is not proposed to describe the process, but. merely to mention one or 
two points, the neglect of which will seriously impair the strength of the 
material. 

Fororne Iron.—Good wrought iron may be seriously injured by want of care or skill 
in forging it to different shapes. 

Repeated heating and reworking increases the strength of the iron up toa certain point ; 
but overheating may ruin it (see below); the iron should therefore be brought to the 
required shape as quickly as possible. 

The form given to forgings is also important ; there should be no sudden change in the 
dimensions—angles should be avoided—the larger and thicker parts of a forging should 
gradually merge by curves into the smaller parts. Experiments have shown that the 
“continuity of the fibres near the surface should be as little interrupted as possible ; in 
other words, that the fibres near the surface should lie in layers parallel to the surface.” 

Overheating.—If wrought iron be “burnt,” 7.¢. raised to too high a temperature, its 
tensile strength and ductility are both seriously reduced. These qualities may, however, 
be to a great extent restored by carefully reheating and rerolling the iron. 


This is well illustrated by the experiments made upon a specimen of bolt iron now 
before the writer—of which the results are shown below in a tabular form. 


Tensile | 
strength per | Elongation. Remarks. 
square inch. 


Tons. Per cent. 
Original. specimen as | 

tested, 14 inch diameter 26°5 68°0 Fine fibrous frac- 
ture. 


Overheated and fractured 

by slow tension . é pic ee 20:0 Burnt leaden-look- | 
Reheated, rolled down to ing fracture. 
} inch diameter, and | 
fractured by slow ten- 
EMO) : ; : 26'8 18:0 


Fine grey fibre. 


FORGING STEEL requires still more care in order to avoid overheating. 
Each variety of steel differs as to the heat to which it can safely be raised. 
Shear Steel will stand a white heat. 

Blister Steel will stand a moderate heat. 

Cast Steel will stand a bright red heat. 


Welding is the process by which two pieces of metal are joined together 
with the aid of heat. 


1 Rankine, Civil Engineering. 
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There are several different forms of weld. 

It is not proposed here to describe the shape of the joint, or the process by 
which it is made, but merely to give an indication of the principles upon 
which the welding of metals depends, These are laid down in Dr. Percy's 
valuable work on Metallurgy, from which the information here given is ex- 
tracted. 

It will be sufficient to say that in welding generally the surfaces of the 
pieces to be joined having been shaped as required for the particular form of 
weld, are raised to a high temperature, and covered with a flux to prevent 
oxidation. They are then brought into intimate contact and well hammered, 
by which they are reduced to their original dimensions, the scale and flux 
are driven out, and the strength of the iron improved. 


WELDING WroucuT IrRon.—The property of welding possessed by wrought iron is due 
to its continuing soft and more or less pasty through a considerable range of temperature 
below its melting point. 

When at a white heat it is so pasty that if two pieces at this temperature be firmly 
pressed together and freed from oxide or other impurity they unite intimately and firmly. 

The flux used to remove the oxide is generally sand, sometimes salt. 

WELDING STEEL.—“ The facility with which steel may be welded to steel diminishes as 
the metal approximates to cast iron with respect to the proportion of carbon; or, what 
amounts to the same thing, it increases as the metal approximates to wrought iron with 
respect to absence of carbon. 

** Hence in welding together two pieces of steel—ceteris paribus—the more nearly 
their melting points coincide—and these are determined by the amount of carbon they 
contain—the less should be the difficulty.” 

Puddled steel welds very indifferently, and so does cast steel containing a large per- 
centage of carbon. The mild cast steels, also shear and blister steel, can be welded with 
less difficulty.? 

In forging and welding and tempering steel tools, more than the requisite heat is 
detrimental, as it opens the grain of the steel and makes it coarse. The heat should be 
applied regularly, irregular heat causes fracture and irregular grain. 

Tn welding cast steel borax or sal-ammoniac, or mixtures of them, are used as fluxes.! 

WELDING STEEL To WRouGHT IRoN.—If the melting points of two metals ‘sensibly 
differ, then the welding point of the one may be near the melting point of the other, and 
the difference in the degree of plasticity, so to speak, between the two pieces may be so 
considerable that when they are brought under the hammer at the welding point of the 
least fusible, the blow will produce a greater effect upon the latter, and produce an 
inequality of fibre.” 

“This constitutes the difficulty in welding steel to wrought iron. 

“A difference in the rate of expansion of the two pieces to be welded produces unequal 
contraction, which is a manifest disadvantage.” ® 

Hard cast steel and wrought iron differ so much in their melting points that they 
can hardly be welded together. 

Blister and shear steel, or any of the milder steels, can, however, be welded to wrought 
iron with ease, care being taken to raise the iron to a higher temperature than the steel, 
as the welding point of the latter is lower in consequence of its greater fusibility. 

WELDING OTHER MetaLs.—It is not certain that other metals do not become pasty 
before fusion, but the range of temperature through which it occurs is so small that it 
would be scarcely possible to hit upon it with any certainty in practice. 


116 parts borax, 1 part sal-ammoniac, boiled over a slow fire, and when cold 
ground to powder, may be used. 

2 Mr. James Christie, M.A.S.C.E., in his remarks on the treatment of mild 
steel (Transactions, Am. Soc. C.H., vol. xxx.) says, ‘‘ No welding should be allowed 
on any steel that enters into structures.” 

3 Percy’s Metallurgy. 


CORROSION & PRESERVATION OF IRON & STEEL. 333 


CORROSION AND PRESERVATION OF CAST IRON 
WROUGHT IRON, AND STEEL. 


Corrosion.—The different varieties of iron and steel will not oxidise in dry 
air, or when wholly immersed in fresh water free from air, but they all rust 
when exposed to the action of water or moisture and air alternately. 

“ Very thin iron oxidises more rapidly than thick iron, owing to the scales 
of rust on the former being thrown off as soon as formed in consequence of 
the expansion and contraction from alterations of temperature. 

“Tron plates are more durable when united in masses than when isolated. 
The oxidation of iron is to a great extent arrested by vibration. 

“The comparative liability to oxidation of iron and steel in moist air, 
according to Mr. Mallet, is—* 


Cast iron ; : : : : 100 
Wrought iron > : ‘ , : 129 
Steel ‘ ‘ ; . ‘ ; 133.” 


Cast Iron does not rust rapidly in air. When immersed in salt water, however, it 
is gradually softened, made porous, and converted into a sort of plumbago.* 

Mr. Mallet found that the rate of corrosion decreased with the thickness of the casting, 
being from 75 to x45 inch during a century in depth for castings 1 inch thick. Mr. D. 
Stevenson found the decay to be more rapid than this. 

Wrought Iron oxidises in moist air more rapidly than cast iron. 

The evidence as to its rate of corrosion in salt water is rather contradictory. 

Mr. Rennie found that it corroded less quickly than cast iron, but Mr. Mallet’s experi- 
ments showed that it corroded more quickly. 

Steel rusts very rapidly in moist air, more quickly but more uniformly than wrought 
iron, and far more quickly than cast iron. Low shear steel corrodes more quickly than 


hard cast steel.* 
Recent experiments show that steel immersed in salt water is at first corroded more 


quickly than wrought iron, but that its subsequent corrosion is slower, and the total 
corrosion after a long period of immersion is less than that of wrought iron. 


Preservation.—Galvanising consists in covering the iron with a thin coat- 
ing of zine. 

The iron is cleaned by being steeped for some eight hours in water con- 
taining about 1 per cent of sulphuric acid, then scoured with sand, washed, 
and placed in clean water. 

After this the iron is heated, immersed in chloride of zinc to act as a 
flux, and then plunged into molten zine, the surface of which is protected 
by a layer of sal ammoniac. 

The process differs slightly according to the size and shape of the article. 
It is a simple one, and may be applied to small articles in any workshop. 

Mr. Kirkaldy found that galvanising does not injure iron in any way. 

The zinc protects the iron from oxidation so long as the coating is entire ; 
but if the sheet iron be bad, or cracked, or if the zinc coating be so damaged 
that the iron is exposed, a certain action is set up in moist air which ends 
in the destruction of the sheet. 

“The sheets are generally galvanised before they are corrugated ; but as in process of 


corrugation the sheets, especially the thicker ones, sometimes crack slightly on the surface 


(unless the iron is of the very highest quality), it is an advantage with all sheets thicker 
ee eee NE TS aE SRS RSE 


1 Proceedings Inst. Civ. Eng.,vol. xxvii. 2 Hurst. 
3 A form of carbon known as graphite or blacklead. 
4 Mr. Mallet in Proceedings Inst. Civ. Eng.,vol. ii. 
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than 20 gauge (see p. 353) to galvanise after corrugation, so as to fill up with zine any 
cracks that may have occurred. As, moreover, a larger quantity of zinc adheres to the 
corrugated than to the flat sheets, they have, when so coated, a distinctly higher value.” } 


PAINTING is an effectual method of preserving iron from oxidation, if the paint 
is good and properly applied, and the iron in a proper condition to receive it. 

In order that the protection by painting may continue, the surface should 
be carefully examined from time to time, so that. all rust:may be removed. 
The paint may be renewed directly it is necessary (see Chap. x., Part II.) 

The following hints on the subject are condensed chiefly from the emi- 
nently practical book entitled Works in Iron, by Mr. Matheson. 


Cast Iron should be painted soon after it leaves the mould, before it has time to rust. 
The object of this is to preserve intact the hard skin which is formed upon the surface of 
the metal by the fusing of the sand in which it is cast. After this a second coat should 
be applied, and this should be renewed from time to time as required.. In any case, all 
rust upon the surface of castings should be carefully removed before the paint is applied. 
Small castings are often japanned (see p. 433). 

Wrought lron.—Before painting wrought iron care must be taken to remove the hard 
skin of oxide formed upon the surface of the iron during the process of rolling, and which, 
by the formation of an almost imperceptible rust, becomes partly loose and detached 
from the iron itself. An attempt to prevent this rusting is sometimes made by dipping 
the iron, while still hot, in oil. This plan, however, is expensive, and not very successful. 
The scale is sometimes got rid of by “ pickling,” the iron being first dipped in dilute acid, 
to remove the scale, and then washed in pure water.? “If the trouble and expense were 
not a bar to its general adoption, this is the proper process for preparing wrought iron 
for paint, and it is exacted occasionally in very strict specifications.” ‘‘ But somewhat 
the same result may be obtained by allowing the iron work to rust, and then scraping off 
the scale preparatory to painting. Ifsome rust remains upon the iron the paint should not 
be applied lightly to it, but by means of a hard brush should be mixed with the rust.” 
Ordinary lead paints, especially red lead, are often used for protecting iron work, but they 
are objected to on the ground that galvanic action is set up between the lead and the iron. 

Mr. Matheson recommends oxide of iron paints for iron work generally, and bituminous 
paints for the inside of pipes or for ironwork fixed under water. The precautions to be 
taken in using these paints, and the objections to ordinary lead paints, are given in 
chapter VI. The ironwork for roofs, bridges, and similar structures, generally receives 
one coat of paint before it leaves the shops, and two or three more after it is fixed. 

Dr. Angus Smith's process is an admirable means for preventing corrosion in cast-iron 
pipes. The pipes having been thoroughly cleaned from mould, sand, and rust, are heated to 
about 300° Fahr. They are then dipped vertically into a mixture consisting of coal-tar, pitch, 
about 5 or 6 per cent of linseed oil, and sometimes a little resin, heated to about 300° Fahr.? 
After remaining in the mixture, the pipes are gradually withdrawn and allowed to cool 
in a vertical position. Perfect cohesion should take place between the coating and the 
pipe, and the former should be free from blisters of any kind. 

In practice the heating of the pipes before immersion is found to be very expensive, and 
is usually omitted. However, some engineers consider it essential for really good work.* 

The Bower-Barff processes® protect the surfaces of iron and steel by covering 
them with a coating of black magnetic oxide. In the original process, invented 
by Professor Barf, this was effected by subjecting the articles to be coated in a 
heated muffle to the action of superheated steam. The heated metal decomposes the 
steam and combines with some of its oxygen to form the coating of magnetic oxide. 

A similar effect is produced by Mr. Bower’s patent, under which the gas from a 


1 Matheson. This process is also adopted for mild steel plates, 

3 Specification of Robert Angus Smith, Application and Preparation of Coal Tar, 
A.D. 1848, No. 12,291. 

4 For further remarks on the alternative processes of dipping pipes when hot, and 
dipping them when cold, see Humber, Water Supply of Cities and Towns ; Burton, 
Water Supply of Towns; Fanning, Water Supply Engineering ; Wegmann, Water 
Supply of the City of New York ; Report of the American Waterworks Association, 
Philadelphia, 1891 ; Report of Committee on Specification for Cast Iron Water Pipes. 

> Proceedings Soc. Engineers, 1884, p. 59, Mr. Bower’s paper. 
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producer is burnt with a slight excess of air, and taken into a brick chamber, in which 
the articles to be coated are placed, a red coating of sesquioxide is produced soon after the 
articles are red, but after about 40 minutes the air is shut off, and the producer gases 
only admitted, when, in 20 minutes more, the sesquioxide is.converted into magnetic oxide. 

“This alternate treatment goes on for different periods, depending upon the nature of 
the articles and the purpose for which they are required. 

‘‘ For indoor work 4 hours are suflicient, but the time varies from 4 to 8 hours, or 
about half that necessary for coating by the aid of steam.’’} 

Both processes are now worked by Mr. Bower, Prof. Barff’s process being better for 
wrought iron, and that of Mr. Bower, which is much cheaper, for cast iron. 

These processes are said not to impair the strength or other qualities of the iron, and 
to protect it thoroughly against oxidation or corrosion from damp earth, salt-water, or 
other causes. 

BricgHt IRonworkK.—The portions of ironwork that have been turned or 
fitted, and all tooled surfaces, should be protected by a.coating of tallow; mixed 
with white lead to prevent it from easily melting and running off the metal. 

“Dr, Percy recommends for the same purpose common rosin melted with a little 
Gallipoli oil and spirits of turpentine. The proportions, which may easily be found by 
trial, should be such as will make it adhere firmly and not chip off, and yet admit of 
being easily detached by cautious scraping.” * 

Bronzing is done with bronze powder, paint, or varnish, but does not 
stand the weather well. 

Gilding has to be done with special care, or the gold will be destroyed by 
rust. The surface of the iron, having been very carefully cleaned, is painted 
with two coats of iron oxide paint, then with two coats of lead paint of light 
colour as a basis for the “oil gold size” upon which the gold leaf is placed. 


os 


When properly done the gilding will last fifteen or twenty years.® 


CHARACTERISTICS AND USES OF IRON AND STEEL. 


The student will have perceived that the products of the iron manufac- 
turer may be divided into three classes—cast iron, wrought iron, and steel, 
the differences in which are caused partly by the amount of carbon they 
respectively contain, and also by the processes they have undergone. 

The following Table, from Bauermann’s Metallurgy, gives the proportion 
of carbon in different varieties of iron and steel according to Karsten :— 


PERCENTAGE 


NAME. aOnaN: PROPERTIES. | 
ce a Pa i Albee ae OS oD 
1. Malleable iron . : : 0:25 Is not sensibly hardened by 
sudden cooling. 
2. Steely iron , : é 0°35 Can be slightly hardened by 
quenching. 
3. Steel. 3 ; ? : 0°50 Gives sparks with a flint when 
| hardened. 
| 4, Do. 1:00 to 1°50 | Limits for steel of maximum 
| | hardness and tenacity. 
b: Do, 175 Superior limit of welding steel. 
Gia Do. 1°80 Very hard cast steel, forging | 
with great difficulty. 
iis) DO; é ; oy 1:90 Not malleable hot. 
8. Cast iron . : o : - 2°00 Lower limits of cast-iron can- 
{ not be hammered, 
9. Do. 6°00 Highest carburetted compound 
| obtainable. 


EP CE. (888, p. 59. 2 Pole. 3 Matheson. 
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The great differences in the characteristics of cast iron, and wrought iron 
and steel, are briefly recapitulated below, and these determine the uses to 
which they are respectively applied. 

Cast Iron has little tensile strength, but affords great resistance to com- 
pression. 

It is hard, brittle, wanting in toughness and elasticity, and gives way with- 
out warning, especially under sudden shocks or changes of temperature. It 
is easily melted and run into various shapes. 

The castings thus produced are liable to air-holes and other flaws, which 
reduce their strength. Small castings are stronger in proportion to their size 
than large ones. 

Cast iron can be cut or turned with edge tools, but is not malleable either 
when cold or hot, nor is it weldable. 

It is not so easily oxidised in moist air as wrought iron. In salt water, 
however, it is gradually softened and converted into plumbago, 

Cast iron is peculiarly adapted for columns, bedding plates, struts, chairs, 
shoes, heads, and all parts of a structure which have to bear none but steady 
compressive strains ; also for gutters, water pipes, railings, grate fronts, and 
ornamental work of nearly every description. 

It has been much employed for girders, but is an untrustworthy material 
for those of large size, or in important positions. It is liable to crack and 
give way without warning under sudden shocks, and also under extreme 
changes of temperature, such as occur in the case of buildings on fire, where 
the girders may become highly heated, and then suddenly cooled by water 
being poured on them. 

MALLEABLE Cast [Ron possesses originally the fusibility of cast iron, and 
eventually acquires some of the strength and toughness of wrought iron. 
It may be used for heads, shoes, and other joints in roofs, and for all articles 
in which intricacy of form has to be combined with a certain amount of 
toughness, 

Wrought Iron has many most valuable qualities, though these differ con- 
siderably as to degree in different varieties of the material. 

Its tensile strength is three or four times as great as that of cast iron, but 
it offers not half the resistance to compression. 

It is, however, very tough and ductile, and therefore gives way gradually 
instead of suddenly snapping. 

Its elastic limit is equal to about half its ultimate strength, and it will 
bear repeated loads below that limit without injury. 

Wrought iron is practically infusible, is malleable hot and cold, is weldable 
at high temperatures, and can be forged into various shapes. 

It is subject to “ hot and cold shortness” produced by impurities, and to 
other defects, Large sections are more likely to contain flaws than small 
ones, Bars are, as a rule, stronger than plates, and plates are stronger with 
the grain than across it. 

Malleable iron rusts quickly in moist air, but under certain conditions 
stands salt water better than cast iron. 

The great tensile strength of wrought iron leads to its employment for tie- 
rods, bolts, straps, and all members of any structure which are exposed to tensile 
stress. Prior to the introduction of Mild Steel it was employed in compression 
members such as columns and struts, for all important beams and girders, 
especially those exposed to sudden shock, and was largely used in roofs, 
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braced girders, and other iron structures. Its use is still maintained in the 
manufacture of corrugated sheets for roof coverings, and in other ways. 

Steel differs even more than wrought iron in the characteristics of its 
several varieties. 

It has a high tensile strength, much greater than that of wrought iron, 
Its resistance to compression is also much greater. Moreover, it has a harder 
surface, and is better able to resist wear and tear. 

Hard steels, containing a large proportion of carbon, are fusible, easily 
tempered, have a high tenacity and elastic limit. Their resistance to compres: 
sion is enormous, especially when they are tempered, but they cannot be 
easily welded or forged, are brittle, and very uncertain in quality. 

Soft mild steels have a tenacity and resistance to compression, and an 
elastic limit somewhat higher than wrought iron. They can be hardened and 
tempered, but not easily, They are weldable and easily forged, and afford a 
very reliable and ductile material adapted for structures subject to sudden 
shocks, 

Steel is more easily oxidised than wrought iron, and far more easily than 
cast iron. 

The importance of Mild Steel or “Ingot Iron” in various branches of con- 
struction has already been alluded to, Examples of its successful application 
are to be found in many of the largest engineering structures in existence, 
while in building construction its use in the form of rolled joists, columns, 
and other structural details has superseded that of wrought iron. 


COPPER. 


UsEs.—Copper is used by the builder chiefly for slate nails and 
bell wires, sometimes for rain-water pipes and gutters, for covering 
roofs, for lightning-conductors, and for dowels ; also for bolts and 
fastenings in positions where iron would be corroded or oxidised. 
Moreover, it forms most useful alloys with other metals. 

Copper wire cord is sometimes used for sash lines, and also for 
lightning-conductors. 


Orus.—lIt is frequently found in the metallic slate, and is also obtained 
from copper pyrites, grey and red copper ores, from copper glance, and other 
ores, by roasting, calcining, refining, and melting them with certain fluxes 
and oxidising agents, 


The presence of sulphur and antimony decreases the malleability and ductility of copper. 
Small quantities of arsenic and phosphorus increase its toughness, but large quantities 
injure it. 


PRoOPERTIES.—The red colour of copper is familiar to all. The 
metal is peculiarly malleable, and can be hammered or rolled into 
very thin sheets. 

In tenacity it is inferior to wrought iron, but is superior to 
most other metals. The tensile strength of rolled copper annealed 


is about 13 to 14 tons per square inch with an elongation of 30 per 
B.C.—III Z 
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cent in 4 inches, that of cast copper being 84 tons. It can be 
drawn into moderately fine wire with a tenacity when hard of 26 
tons per square inch, or of 20 tons per square inch when annealed.’ 

It can be worked either cold or hot—in the latter case it is 
easily oxidised—but it cannot be welded. 


OXIDATION AND CoRRosIonN.—Copper oxidises very slowly in air, being 
covered with a film of carbonate, commonly called verdigris.? The appear- 
ance of this film is well known to all ; it forms a protective coating which 
preserves the surface of the copper from further oxidation. 

Copper is corroded by salt water if at the same time air has access to it ; 
the presence of a small proportion of phosphorus is said to retard the cor- 
rosion. 

Market Forms.—Sheet Copper.—The most useful form for the builder 
in which copper is sold, is in sheets measuring about 4 feet by 2 feet (in Scot- 
land 4 feet by 3 feet 6 inches), and described according to their thickness (by 
the Birmingham Wire Gauge), and their weight per foot superficial, or their 
weight per sheet. 

The gauges of the sheets vary from No. 1 to 30 W.G. The weights of a 
few of the most useful thicknesses are given in the Table below :— 


TABLE of WEIGHT of SHEET COPPER. 


Weight per | | Weight per 
Birmingham | Weight per foot sheet, 4 feet |! Birmingham Weight per foot sheet, 4 feet 
Wire Gauge. superficial in by 2 feet, || Wire Gauge. superficial in by 2 feet, 
ounces. in lbs. ounces. in lbs. 


13 34 | 
10 | 
a | 


Sheet copper, weighing from 12 to 20 oz. per square foot, is used for roofs, 
flats, and gutters. Copper wire from 17 to 19 B.W. gauge for bell-hanging. 
When used for roofing, copper is laid in a way somewhat similar to zinc 
(see p. 209, Part I.). 
Copper Wire Cord.—The following are the working loads * for the different 
sizes :— 
Circumference in inches . . Da RS dy os Ape epee ey lease as 
Working load in lbs. 3 : 448, 336, 224, 168, 112, 75, 50, 34. 
Copper Wire-covered Steel Ribbon Sash Line is also made under Hookham’s 
patent in three sizes, having a breaking strain in ewt. as follows :— 
No. 1 2 3 
3cwt. 42h cwt. 7 cwt. 


1 Wertheim. 2 Verdigris, properly so called, is a basic acetate of copper. 
3 Sheffield Standard List. 
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UsxEs.—Lead is much used by the builder for cisterns, pipes, 
flat roofs, etc.,and from it is prepared white lead, the basis of most 
ordinary paint. The engineer requires it as a bedding for the 
ends of girders, and for other minor purposes. 


Orus.— Lead is not found in the metallic state, but is reduced chiefly from 
the ore called galena (the sulphide) by roasting or smelting in a reverberatory 
furnace, furnished with long flues to catch the particles of lead, which would 
otherwise be carried away in the smoke. 


PROPERTIES.—Lead is extremely soft and plastic, very malle- 
able, fusible, heavy, and very wanting in tenacity and elasticity. 


Market Forms.—Lead may be purchased in cast pigs, sheets, or pipes. 

SHEETS are either “ cast,” or “milled,” and are described according to their 
weight per foot superficial. 

Cast lead is made in sheets from 16 to 18 feet long, and 6 feet wide ; it is 
thicker and heavier than milled lead, and has a harder surface. 

It is, however, liable to flaws and sand holes, and is irregular in thickness, 
on account of which it should not be used of a lighter substance than 6 lbs. 
per square foot. 

Cast lead is often made by the plumber himself out of the old lead waste 
pieces and clippings that accumulate in the course of his work. 

Milled lead is rolled out thinner than the other, is more uniform in thick- 
ness, bends easily, and makes neater work, but cracks if much exposed to the 
sun, The sheets are from 25 to 35 feet long, and from 6 feet to 74 wide, 
Sheet lead is always described according to its weight in lbs. per foot 
superficial. 

The following Table shows the thickness of sheet lead for different 
weights per square foot. 


TABLE giving WrrIcHT and Taickness of SHret Leap. 


eight j wane Jear | Weight i . i Jeares 
| per superficial | Thickness | ‘Simple || per superfieial | Thickness | ‘Simple 
| foot. | ia fraction. foot. | | fraction. 
1 O07 315. a, 7 oc gee ele 2 
2 07084 1 ae 8 le S185 } 
3 0-051 | as 9 | 0152 & 
4 e068 i a | 0 f Otee 2 
5 be OS os Gey 11 | 0-186 44 
6 | 0-101 | Be Ns ae 0 tr 
| | Bo oe eG 
Pee a iz ee 


The weights of sheet lead generally used are as follows (see Chap. xiv., 
Part I.) :—-For aprons, 5 lb. lead ; for roofs, flats, and gutters, 7 or 8 lbs.; 
for hips and ridges, 6 or 7 lbs.; thicker if much exposed. 
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Laminated Lead is a very thin description ot sheet used, made for covering 
damp walls, 

Action of Water upon Lead.—Soft water, especially when full of air, 
or when containing organic matter, acts upon lead in such a way that some 
of it is taken up in solution, and the waiter is poisoned. 

This makes lead a dangerous material to use in many cases for cisterns 
and pipes connected with the supply of water for drinking purposes, or for 
roofs and flats whence that supply may be drawn. 

Vitiated or impure air acts upon lead in a somewhat similar manner. 


There has been a good deal of discussion with regard to the action of different kinds 
of water upon lead, as the subject is an important one, the following remarks are inserted. 
They are chiefly founded upon the valuable standard work on hygiene by the late Pro- 
fessor Parkes. 

Pure water, not containing air, does not act upon pure lead. 

When the water contains much oxygen, the lead is oxidised; and oxide of lead, a 
highly poisonous substance, is to some extent soluble in water. 

If there is much carbonic acid present it converts some of the oxide into carbonate of 
lead, which is almost insoluble and therefore comparatively harmless. 

The waters which act most upon lead are the purest and most highly oxygenated, 
also those containing organic matter—nitrites, nitrates, and chlorides. 

The waters which act least upon lead are those containing carbonate of lime and 
phosphate of lime, in a less degree sulphate of lime. Some of these form a coating on 
the inside of the pipe which protects it from further action. 

Some vegetable substances contained in water, peaty matter for example, also protect 
the pipe by forming an internal coating upon it. 

It appears therefore that hard waters, containing (as they generally do) carbonate of 
lime, do not readily affect lead. 

Soft waters, such as rain water, and water obtained by distillation—water polluted 
with sewage—water in tanks having a muddy deposit—may all become poisoned when in 
contact with lead. 

“The mud of several rivers, even the Thames, will corrode lead, probably from the 
organic matter it contains, but it does not necessarily follow that any lead has been 
dissolved in the water. Bits of mortar will also corrode lead.” } 

Vegetables and fatty acids arising from fruit and vegetables, cider, sour milk, etc., 
also act upon lead. 

The poisonous effects of lead show themselves in other materials connected with 
building. 

For example, white lead, the basis of most paints, is a highly poisonous substance, and 
leads to serious diseases among the workmen who manufacture the white lead, and 
among the painters who use it (see p. 404). 


Lead Pipes are much used in connection with water supply, etc. 

Pipes of large diameter are generally made by the plumber out of sheet 
lead. 

Smaller pipes used to be cast in short lengths of considerable thickness, and 
then drawn out to the proper dimensions, 

Now, however, they are generally formed by forcing the molten metal, by 
hydraulic pressure, through a die of the section required. 

Soil pipes should always be “drawn,” and are thus made of from 34 to 5 
inches diameter, and of thicknesses equal to those of sheet lead varying in 
weight from 5 to 10 lbs. per square foot. 

Water pipes—The thickness and consequently the weight of lead pipes 
used for water supply should be regulated by the pressure of water they are 
intended to bear. 


1 Parkes’ Hygiene. 
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The following Table shows the sizes and weights per yard run of pipes 
usually made and the heads of water to which they can be safely subjected 
in practice :— 


Heads about | Heads about Heads about 


j 


Sa aed | Giameae ot Overflows. 50 feet. | 300 feet. 500 feet. 
Feet. 2ipe in 
inches. Weight in lbs. per yard run. 
15) 43 } a Po e oh Varese 
Are 3 Rs 3° | 389 | 48 
e l % 4 27) 13s 36 | 39 | 45) 48 | 57 | 60 
mA E 8 m s 36 | 45 | 60 
» | a i £5 [48 Go| be ee for | 84 | Oe 
pues 1 Gs eee | eee We 19-On | 2eN8 
ote | | 

12\ So 14 90 | 105 | 12:0 | 129 | 15:0 
see 14 | 90 | 120 | 141 | 18-0 | 21-0 | 24:0 
las 12 | 180 | 210 | 260 

re ew: 2 90 | 14:1 | 180 | 21-0 | 24:0 | 27-9 | 30°0 

ce | | 
19 24 pe .. | 108 | 21:0 | 25:2 | 28:8 | 336 | 36-0 
~ 3 126 | 180 | 24:0 | 30°0 | 33°6 | 360 | 39-0 | 42°0 
+5 34 168 | 27-0 | 83°6 | 360 | 39-0 | 45:0 | 48-0 | 54:0 
s 4 16°8 | 21:0 | 24:0 | 33°6 | 42°0 | 48-0 | 51:0 | 60:0 
5 44 19°8 | 25:2 | 386 | 42:0 | 51:0 | 60:0 | 66-0 
. 5 |.510 | 60-0 | 702 | 76-2 | 84-0 
| j | 
Number of Column Ib RS) Se 3 4 Boe | (i 8 
| { | 


The above are reduced from the price list of Messrs. John Bolding and Sons, manu- 
facturers. 


Coatina LEAD PIPES TO PREVENT Porsonrine.—Several methods have been 
proposed for coating and lining the insides of lead pipes to prevent the water 
conveyed by them from being poisoned. 

All of these are condemned by Professor Parkes as being objectionable, 
except the following :— 


M‘Dougal’s Patent consists in applying an internal bituminous coating, which is said 
to have been successful. 

Schwartz's Patent.—The pipe is boiled in sulphide of soda for fifteen minutes, by 
which the interior is coated with sulphide of lead (a substance insoluble in water). 

Lead Encased Pipes.—Tin pipes, and copper pipes, lined with tin, have been pro- 
posed as substitutes for lead pipes, but they are too expensive. 

The lead encased pipe, made under Haines’s patent, has, however, been found to be 
perfectly successful. 

This consists of an inner pipe of block tin, encased in a lead pipe 
as shown in section, Fig. 146. The two metals are so united that no 
joint between them is perceivable, and they cannot be separated by 
any amount of bending or twisting. 

In consequence of the tin melting at a lower temperature than 
the lead it is somewhat difficult to make a soldered joint in these 
pipes. However, it may be done with care, or Heap’s mechanical 
joints may be used, in which the union is effected by means of 
screwed couplings. 
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Weight of Lead-encased Pipe-—As the lead-encased pipe is stronger than ordinary 
lead pipe, it may be of less weight per yard for water supply under any given pres- 
sure, To meet the case in which water companies require pipes to be of a certain 
regulated weight according to the head, a special lead-encased pipe is made with a 
smaller proportion of tin. The weights of pipes of this class are shown in cols. 9, 10, 
11 of the Table below. They are heavier and cheaper than the pipes with full propor- 
tion of tin, whose weights are given in cols. 6, 7, 8. 


TABLE of WricuHts of LEaAD-ENCASED PIPES IN LBS. PER YARD Roun.) 
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Strength of Lead Pipes and Lead-Encased Pipes——Mr. Kirkaldy found the 
strength of lead pipes and of lead-encased pipes to be respectively as follows :—! 


Lead Pipe. Lead-encased Pipe. 
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The tearing strength of lead pipe was 2159 lbs. per square inch, of lead-encased pipe 
3759 Ibs. per square inch. 

rlass lined pipes may be mentioned here, though they are iron pipes lined with glass 
tubes. They are stated to be safe against lead poisoning, to require no soldering, to be 
rat proof, to have but little internal friction, and to be not liable to choke from corrosion 
like iron pipes. They are made from 4 to 24 inches in diameter, in various lengths up 
to 6 feet, with ends screwed into sockets, and with asbestos washers. 


Fret Lead, for glazing, is made (as described in Chap. x., Part II.) in cames, 
ie. long strips, of H section, the width of the groove (ie. the length of the 
cross bar of the H): the width of the face (i.e. the side of the H), and the 


1 Lead Poisoning of Water and its Prevention, by A. M‘Callum Gordon. 
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shape of the face differ, the latter is made flat or round. There are three 
classes of fret lead, known as ordinary, narrow, and broad. 

The following Table, from Seddon’s Builder's Work, gives a general idea 
of the sizes as obtained in the market :— 


Width of 
Grooves 
in inches. 


Shape of Width of Face 
Face. in inches. 


| Remarks. 


{ve for ordinary 


Ordinary . - 2 Flat. ts lead lights up to 


21 oz. sheet glass. 


Narrow Flat. 5 widths from # to 4 Paoditowicntaiial 


Narrow ‘ | Round. #5 to 4 and thick antique 


Broad Flat. 3; to 4 glass, according 
| to its thickness. 
Broad 


Round. zz to 4 


ZINC. 

Usrs.—Zinc is much used for roofs, for light gutters and pipes, 
for cisterns, chimney pots, ornaments, ventilators, etc.; for slating 
nails, for tubing, and for covering iron to protect it from oxida- 
tion. It also forms a component part of several useful alloys, 
and the oxide of the metal is used as a basis for zinc paint. 

Orxes.—The metal is produced frem the ores known as “calamine” (the 
carbonate), “ blende ” or “ black jack” (the sulphide),and red zincore (the oxide). 

The ore is roasted, mixed with charcoal, and heated in peculiar retorts. 
The zinc is converted into vapour, condensed, and then fused. Most of the 
zinc used in this country comes from Belgium. 

Properties.— Zine is easily fusible. Cast zinc is brittle when 
cold. If pure it becomes malleable at about 220° F., and can be 
rolled into sheets, which retain their malleability. At very high 

* temperatures, such as 400° F., it becomes very brittle again. 

The presence of lead makes zinc too brittle to roll at any temperature. 

Zinc should be cast at a low temperature, or the metal will become very 
hard, and some of it will pass off in vapour. 

Zinc is easily acted upon by moist air; a film of oxide is soon 
formed, which, however, protects the metal from further action. 

If, however, the air contains acid, as it does near the sea and 
in large towns, the zinc is destroyed. 

Soot is very destructive to zinc, forming with it a galvanic couple, which 
is brought into action by the moisture and acid in the air." 

Good sheet zinc is of an uniform colour, tough, and easily bent 
backwards and forwards without cracking. 

Inferior zinc is of a darker colour than the pure metal, and of a blotchy 


1 Proceedings Inst. Civ. Eng. vol. xxvii. 
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appearance, caused by the presence of other metals, which set up a galvanic 
action and soon destroy the zinc. 

There is no practical engineer’s test for the quality of zinc. Good zine 
should, however, be as free from iron as possible. The following is an 
analysis of Vielle Montagne zinc, which shows that it is practically pure :— 

Zine : : 0°995 


lron : ; 0°004 
Lead, etc. : 0:001 


1:000 
Zinc containing more than about 1 per cent of lead should be rejected. 
Market Forms.'—Zinc is sold in sheets 7 feet by 2 feet 8 inches, 7 feet 
by 3 feet, or 8 feet by 3 feet, described by their thickness and weight in 
ounces per foot superficial (according to a special gauge which varies with 
different manufacturers). 


Zinc Gavucy.—The following Table shows the weight of zinc per square foot for the 
various numbers of the Zine Gauge, properly so called. This gauge originated in Bel- 
gium, and is sometimes called the Belgian Zinc Gauge, but it is known in the trade as 
the Zine Gauge, and is used by Messrs. F. Braby and Company, the English agents of the 
Vieille Montagne Zine Company, whose zinc, obtained from mines in Belgium, Sweden, 
and Spain, is of excellent quality and extensively used in this country. 

The thickness of the sheets is also given in the Table; those from Nos. 10 to 21 
(except 18) have been accurately measured and kindly furnished by Messrs. Braby ; the 
others are calculated. 


Approximate Weight 
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Approximate Weight 
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Lbs. Lbs. | Oz 


— 
Lee \O-2) 


om WwW bP et 


— 


OWMDONADoe RW DD HE 
a 
O Oo HM bp CO PR HE BP 


(— 
oS 


ee SAN Sea SY aay ay cies) (Sy es) SS) 
co CO & 
wWwwow wp © pe we Hw ee eS Ee 


OURO EO Oe RON ic 


i 
i— 
eo 


Of the above sheets, Nos. 1 to 5 are rolled only to order and of special dimensions. 
The remaining gauges are made in sheets of all the three sizes mentioned above. 


There are several other zinc gauges given in various Price Books, etc., but they are 
generally based upon the above, the range of numbers being smaller and the weight not 
so accurately given. 


1 The commercial name for zinc before it is converted into sheet and other useful 
forms is Spelter. 
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The thicknesses of zinc recommended for roofing purposes are given in 
Chap. xii., Part I. 

The expansion and contraction of this metal with changes of temperature 
are greater than of any other, and should be carefully guarded against by 
laying sheets on roofs without rigid fastenings as described in Part I. 

Zine should not be allowed to be in contact with iron, copper, or lead. In 
either case voltaic action is set up, which destroys the zinc. This occurs 
especially, and more rapidly, when moisture is present. 

Zinc should also be kept clear of lime or calcareous water, and of any wood, 
such as oak, which contains acid. 

Zinc laid on flats or roofs where cats can gain access is also soon corroded. 

An objection to zinc for roofs is that it catches fire at a red heat and blazes 
furiously.’ 


TIN. 


Uses.—Tin is used in building for lining lead pipes, occasion- 
ally as a protective covering for iron plates, and for small gas 
tubing. 


OrEes.—The metal is obtained from an ore called “ tin-stone””—the bin- 
oxide, and also from tin pyrites. The ore is stamped; roasted to expel 
sulphur and arsenic ; washed, mixed with flux, and smelted in a reverberatory 
furnace, whence the liquid metal is run into a basin, and thence into moulds, 
The ingots thus produced are refined and boiled. 


Properties.—Tin is very soft, more easily fused than any other 
metal, very malleable, and very slowly oxidised, but its tensile 
strength and ductility are very low. 


Tin may be distinguished from other metals by its crackling when bent. 
Its purity is tested by its extreme brittleness at high temperatures. 

Tin Tubing is made of diameters varying from } to 1 inch, and of light 
section, for the conveyance of gas, but is now not much used, having been 
superseded by the composition tubing described below. The cost of the metal 
makes it too expensive, if made strong enough, for water supply. 


Composition Tubing is made from a mixture of tin, lead, and antimony. It is exten- 
sively used for the smaller branches of gas supply, being much less expensive than tin 
tubing, is easily bent to suit any position, and can be attached to connections by soldering 


1 Bloxam. 
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WEIGHT in Ounces per YARD Run of Tin and of ComposiT10n TUBING. 


Weight per Yard | Weight per Yard 
| in ounces. | in ounces. 
Internal | Internal 
Diameters ae meas Se ed moter: a 5; eee 
Composi- || | Tin | Composi- 
tion. | : tion. 


iy 29 to 34 
a 36 

23 44 to 52 
30 =|: «552 to 68 


59 

8 
11 to 18 
14 to 16 
18 to 21 
23 to 26 


of 


38 | 64 to 76 
47 to 48 | 80 to 88 
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Tin Plate is Siemens or Bessemer steel plate covered with a coating of tin 
by a process similar to that of galvanising, described at page 333, molten 
tin being used instead of zine. 

The terms charcoal plate and coke plate are still used to signify various 
qualities of tin plate, when made in steel, although having originally reference 
to the process of manufacture of iron, when that material was more largely 
used in the tin plate trade than it now is. 

A good grade of steel for plates from which stamped articles are to be 
manufactured, is stated to have a chemical composition as follows: carbon 
0°08 to 0°10 per cent; sulphur below 0°05; phosphorous below 0°02; 
manganese 0°25 to 0°35; silicon a trace. 


Terne Plate is described at page 289. 

Block Tin or Doubles consists of tin plate with a much thicker coating of tin upon it. 
It is used for the best tin ware. 

Crystallised Tin Plate is made by heating the surface of ordinary tin plate with hydro- 
chloric and nitric acids, which gives it a variegated appearance. This is sometimes known 
as Moiré metallique. 

Tinned Copper is often used for kitchen utensils. The surface of the copper is cleaned 
before tinning with sal-ammoniac. 


ALLOYS. 
Alloys are mixtures formed by melting two or more metals 
together. 
They are not, however, mere mechanical mixtures, for they 
often exhibit properties different from those possessed by the 
metals in the mixture. 


For example, copper and tin are both very malleable metals. 

Two parts of copper with one of tin form a white alloy (speculum metal) so 
hard that it cannot be cut with steel tools, and as brittle as glass, 

The tensile strength of this alloy is only 4 that of tin and 4, that of copper. 

Nine parts of copper to one of tin make a tough, rigid gun metal, harder 
and more fusible than copper, but which cannot be rolled or drawn. 

By adding tin (a softer metal than copper) to gun metal its hardness is 
increased ! 


In preparing alloys the most infusible metal should be melted first, and the others 
subsequently added. 

If the metals are of different specific gravities they must be continually stirred while 
fluid, or the heavier will sink to the bottom and the alloy will not be homogeneous. 
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The specific gravity of an alloy is seldom equal to the mean of the specific gravities of 
the metals in the mixture. It is sometimes more and sometimes less dense. 

The tensile strength of an alloy is generally much greater than that of the metals 
ecmposing it. 

Brass is an alloy composed of copper and zinc, the proportions of which 
vary according to the purpose for which the metal is required. 

The zinc is melted first, and the copper added in small quantities. A little 
old brass in the crucible will facilitate the union of the metals. The crucible 
must be covered with charcoal powder and a close lid, or the zine will pas: 
away in vapour. 

Colour.—The colour depends upon the proportions. 

Common yellow brass contains 2 parts of copper to | of zinc. If the copper 
be in greater proportion than 4 to 1, the alloy is reddish ; if less than 3 to 
1, it becomes of somewhat the colour of zinc. 

Properties, —Brass is tough, as a rule, but is rendered brittle by continued 
vibration. The presence of iron injures its tensile strength and malleability. 

It is more malleable than copper when cold, but cannot be forged at a red 
heat, because the zinc melts at a low temperature. 

The fusibility of brass increases in proportion to the quantity of zinc it con- 
tains. The addition of a little phosphorus makes it very liquid and easily run 
into fine castings. 

The proportions of the constituents for the different kinds of brass, and the 
uses to which these are applied, are shown in the Table on p. 348. 

The name Brass is frequently given to all alloys of copper. Those con- 
taining tin should properly be called Bronze. 

Muntz metal or sheathing is cheaper than common brass and more easily rolled. It is 


much used for sheathing ships, as it keeps cleaner than copper, and is sometimes 
employed as a covering for small roofs. 


Muntz metal made, as it usually is, of 60 parts copper and 40 zinc, has been found to be 
attacked by salt water and to lose its zinc. An alloy is therefore used instead of 68 parts 
copper and 32 zinc. 

DELTA Merat, sometimes called Dick’s metal, is an improved brass, which can be 
rade tough and hard; it can be forged or rolled hot, or worked and drawn into wire when 
cold. It makes sound fine castings, is of the colour of gold alloyed with silver, and when 
exposed to the atmosphere tarnishes less than brass. 
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Bronze is a mixture of copper and tin, the proportions being varied for 
different purposes, as shown in the Table below. 

The different specific gravities of the metals make it difficult to melt 
them together. The tin is first melted into twice its weight of copper to 


1 From Patentee’s Circular. 
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make hard metal, which is then added to the proper proportion of copper 
separately melted. 

Large castings in bronze are often not homogeneous throughout their mass, 
in consequence of the difference in fusibility of the copper and tin. 

Gun Merat also differs in the proportions of its constituents according to 
the purpose for which it is intended. 

At one time it was much employed for casting ordnance, from which it 
derives its name. 

It is harder, more fusible, and stronger than copper, and is used for pump 
valves and parts of machines. 

Brett Merat consists of copper and tin, in the proportion of from 3 to 1 
to 5 to 1. Small house bells contain 5 copper to 1 tin. Large bells 4 
copper to 1 tin. Large church bells 34 copper to 1 tin. The metal, after 
being cast, is heated to redness and quenched, then again heated and allowed 
to cool slowly. 


ALUMINIUM BRONZE contains from 90 to 95 per cent copper and 10 to 5 per cent 
aluminium. 
It may be cast or turned in a ye also forged cold or hot, but it cannot be welded. 
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* The lead prevents the filings fore sticking to the tool, but renders the brass unfit 
for hammering. 

® An inferior alloy, used for very common taps, etc., and called also cock metal. 

° Composition varies between 50 copper and 50 zinc, and 63 copper and 87 zinc. 
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It is light, very malleable, ductile, and not easily tarnished, but its expense prevents it 
from being used for anything but instruments. 

PHosPHoR Bronze is any bronze or brass alloy, together with a small proportion of phos- 
phorus. Its qualities may be made to vary by altering the proportions of its constituents. 

It wears longer than gun metal in bearings, is very tough, and is useful in positions 
where it is subject to shocks. 

The phosphorus preserves the metal from the effects of the atmosphere. 

MANGANESE BRONZE is an alloy (usually white) of pure copper with from 2 to 30 per 
cent of manganese. It is made in different qualities for casting and for rolling. The latter 
has a tensile strength of some 80 tons per square inch, with an elongation of from 25 to 
45 per cent ; it combines the strength and toughness of steel with resistance to oxidation. 

STERRO-METAL varies in composition as shown in the Table p. 348. 

This alloy has great tensile strength, and may be used instead of wrought iron. 

Baseir’s Mera is used for bearings of machinery. It is very soft, wears smooth, 
and reduces friction. If the journal becomes heated, the alloy melts. 

Wuire Brass is a name given to various alloys used for bearings, and intended to 
work smooth. These are made of various composition besides those given in the Table. 


Pewter should consist of 4 or 5 parts of tin and one of lead. 


It is used for drinking cups and other purposes, also sometimes for covering counters 
where liquor is sold. 

It should be remembered, however, that cheap pewter generally contains an excess of 
lead, and in that case is apt to poison any liquid in contact with it. 

Pewter consisting of 4 tin and 1 lead “has the specific gravity 7°8, so that specimens 
having a higher specific gravity than this will be known to contain more lead.” } 


Solder is the name given to several different alloys used for 
the purposes of making joints between pieces of metal. 

The effect is not merely mechanical, for the solder itself com- 
bines with the metal to be united, and forms a fresh alloy. 

The composition of the solder used in connection with the different 
metals varies immensely, and the proportions in which each different 
kind of solder is mixed also varies according to circumstances. 

Every solder must be more fusible than the metals it is 
intended to unite. 


Hard Solders are those which fuse only at a red heat, and which can be 
therefore used only to metals which will endure that temperature. 

Soft Solders melt at very low degrees of heat, and may be used for nearly 
all the metals. 

The more nearly the solder agrees with the metal in hardness and malle- 
ability, the stronger will be the joint. 

Thus brass or copper united with soft solder could not be hammered with- 
out breaking the joint, whereas a joint in lead or tin, made with soft solder, 
can be safely hammered. 

SoLDERING.—It is not proposed here to describe the operations connected with solder- 
ing of different kinds, but one or two points may be noticed with advantage.” 

The surfaces to be united must be perfectly clean, and freed from oxide, which would 
prevent adhesion and the formation of an alloy between the solder and the metal. 

As the surfaces when heated are very easily oxidised they must be protected at the time-— 


this is done by means of a flux which covers the surface and protects them from the air. 
The materials used for fluxes are mentioned at p. 351. 


1 Bloxam’s Metals. 

2 Every particular connected with soldering of all kinds is fully described in 
Holtzapffel’s Mechanical Manipulation, whence much of the information here given 
has been taken. 
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Harp SorpEers—Of these there are two kinds in common use. 

Spelter Solder made of copper and zine in proportions which differ accord- 
ing to circumstances (see Table, below). 

It is generally granulated by pouring it when melted through a bundle of 
twigs into water. 

This solder is used for making joints in iron, copper, brass, and gun-metal ; 
the process is known as brazing. 

Selver Solder is a mixture of silver with copper, or brass in varying pro- 
portions (see Table). 

It is used for making fine and neat joints in iron, steel, brass, and gun- 
metal—to prepare the surface of metals for welding, also for joints in silver 
and other light-coloured metals. 


Brazinc.—The process of brazing is conducted as follows :— 

Granulated spelter and borax, ground together in water, are spread over the carefully 
cleaned surfaces of the joint, and exposed gradually to the heat of a clean open fire ; the 
borax fuses first, and then the solder. 

With silver solder the joint is covered with borax and water, or dry powdered borax, 
and the solder, cut into little square plates, is laid along the joint. 


Sort SoLpERs are mixtures of tin and lead. The proportions vary as 
shown in the table. 

Tin makes the solder fusible, but as it iz more expensive than lead, only 
so much tin should be included in a solder as will make it fit for the 
purpose for which it is intended. 

The addition of a little bismuth makes the solder still more fusible. 

The more fusible solders are known in the trade as fine, and those containing 
less tin as coarse solders. 


“Any zine getting into plumber’s solder will ruin it, by making it too brittle to work. 

“Solder may be purified of any foreign matter, such as zinc, if only present in small 
quantity, by burning it out on the fire, letting the pot get red hot till it goes off in 
vapour and scum, which can be skimmed off the top.’’4 

‘In making solder the proportions of the metals can be judged of from the appear- 
ance of the alloy. When it contains a little more than one-third of its weight of tin, its 
surface on cooling exhibits circular spots due to a partial separation of the metals ; but 
these disappear when the alloy contains two-thirds its weight of tin.” ? 

“Tt is never advisable to buy ready-made solder, as you cannot depend upon the alloy; 
too much lead and too little tin, which is the dearer of the two, is almost sure to be put 
into plumber’s solder ; besides which there is always plenty of scrap lead about, which 
can be used for the purpose. 

“When a good deal of soldering is to be done, the plumber will often start with a 
little excess of tin in his solder, as by degrees it will pick up lead from the lead work on 
which it is used, which will decrease its fusibility.” 4 

Sorr SOLDERING.—Soft solder is applied in several different ways. 

For joints in lead the surfaces to be soldered are carefully cleaned and covered with 
tallow—the space around is smeared with a mixture of size and lampblack, called soid, 
to prevent the solder from adhering—melted solder is then poured on and the excess 
wiped off with a cloth or in other ways. 

In joining thin sheets of tinned iron, zinc, copper, and other metals, the edges are 
cleaned and sprinkled with powdered rosin ; a tinned copper bolt or soldering iron is made 
hot and applied so as to heat the edges of the plates; the stick of solder is at the same 
time forced against the bolt, and the solder as it melts is dropped into the joint. 

The copper bolt is also used to supply the heat in soldering light work in lead, such as 
lattices. The soldering iron cannot be used for thick pieces of metal, as it will not im- 
part sufficient heat to their edges. 

When joints are to be made between thicker pieces, the latter must have their surfaces 
first tinned separately and then the solder run in between them. 

A blowpipe flame is sometimes used as the source of heat in soldering the metals. 


1 Seddon. 2 Bloxam. 
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Solder for use with the copper bolt is cast in strips called “ strap-solder,” or in thin 
cakes for gasfitter’s work.? 


Taste showing the Proportions of Ivereprents of different SoLDERS— 
Me.tinc Pornts—Purposes for which used, 


Constituents and their melting points. | | 
Description of : 3 ph ae Be Recep) Use 
solder. : oa eee O)) [ar St eer an ses. 
Tin.| $ |Zine| Copper. @ | & |ae Fane 
4 Q nm | . 
446° | 617° | 773° | 2000° | 507° | 1873°) 1150°| 
HARD SOLDERS. 
Brazing— | 
Very fine 2 oe 1 
Fine. eed iis al eae eso an Cae eg 
Spelter—soft . |... |... | 1 ee For ordinary brass 
| | | | work. 
Do. Tears vee lls il somesd ce all eo GUO Olas itt | Wenuiors sual ech ao For copper, iron, and 
Silver solders— | | steel. 
A SET ett rere ete he PM | For silver, copper, 
| | and brass. 
me ie bese cae Pascale ean per re tea | 
Be ee er ee ieee | 
| | | | | 
Sorr SOLDERS. | | 
Plumber’s— | | 
Fine. Res eget Gade ewes Coscia dane cay ae scelaney Oo. soil 
Ordinary.’ | 1). 224... a ee ale 4aTS | Blom, dead. work, (¢1s= 
| | terns, jointing pipes. | 
Woanse:solder| Wen) Be yee. ey Ut Sar |... |... | 482° | Used with copper 
Tinman’'s— | | | soldering bolt. 
Ordinary sol- | | 
der eh ge ame aeeo arnrea een een Uae | 340° 
Werte de, 4 5 BP 6 ce aah eerie 
Pewterer’s | | 
Fine Decleelese| jo | 201° | Used by pewterers. 
\ 


« The brass is put into the melted silver, or the zine would evaporate. One brass 
wire instead of one copper with 2 silver is used for soldering silver. 

> Also called “pot metal;” is assayed by the Plumbers’ Company, stamped as 
genuine, and sold in ingots, hence called “ Plumber’s sealed solder.” 


Friuxrs,—-The fluxes used are as follows :— 
For hard soldering—Lorax. 
For soft soldering—(with solders of about 2 tin, 1 lead)-—the flux is varied 


according to the metals to be united, as shown below :—1 
Metals. Pluses. 
Cast-iron, malleable iron, steel . . Borax or Sal ammoniac,” 
{ Sal ammoniac, chloride of 
Copper, brass, gun-metal . ; ‘ 1 : : 
zine, or rosin. 
Tinned iron . 2 : : : Chloride of zinc or rosin. 
Zine : : ; ‘ Chloride of zine. 
Pewter. : : : . Gallipoli oil. 
Lead with coarse solder . : ; Tallow. 
fine solder ; : : Rosin. 


”? 


Soldering fluid is a concentrated solution of chloride of zine. 


2 Ammonium chloride. 


1 Seddon 
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TABLES. 


Tables showing the properties of metals, and giving the weights of plates, 
wires, tubes, angles, tees, and sections of various kinds, are to be found in 
Molesworth’s, Hurst’s, and other engineering pocket-books, and would be too 
voluminous for these Notes. 

Only one or two tables are therefore inserted, giving the most necessary 
information in its simplest form :— 


Properties of Metals—Tas ie showing some of the Properties of 
useful Mrtats. 


Resistance in 
tons per sq. inch. 


g point, 
grees Fahr. 


foot in Ibs. 


Meltin 


de 
Expansion between 


with Wrought Iron. 
32° and 212° Fahr. 


Specific gravity. 
Weight as compared 


| Weight of a cubic 
Tension. 
Compression 
Modulus of 
elasticity 


lbs. per 


Aluminium | sq. inch, 


Bell metal . 
Bismuth 


“I 
pe 
for) 
Woon) 
HS 


oOo Corn 
DOD 
Or 
Oo 
~o) 


Brass, ordin- 
ary—2 cop- 
per, 1 zinc 


9,170,000 


oo 
oo 


Copper, cast. 
' 


3) Sheet ba ane ie) 
», Wrought : ... {15,000,000} 1990° 


Gun-metal, 9 


copper to 1 
tine: a ets LO Ie 9,900,000} 1900° 


Wrought iron 
Bar 5 : 29,000,000 
Plate... ; 24,000,000 
Cast 5 ‘ : 17,000,000} 2700° 


Lead, Cast oe Be 
Sheet . f % a 720,000 G22 


3280° 


Phosphor 
bronze 2 ie ... {14,000,000 


Platinum. : ne 5a a 3280° 
Steel, Mild . : ‘ 2 2} ... {30,000,000} 3300° 
Tin, cast ; 2 } "95 ‘0 SMe ae 442° | 
Zinc, cast . : 428 ; ; ae ee 770° | 
Muntz metal 611 | 4:06 i 


The above Table is compiled from the works of Rankine, Pole, Anderson, Unwin, Moles- 
worth, and others, who have extended the results of the best experiments up to the present 
time. The figures given are merely approximate averages—liable to be materially altered 
by slight alteration in the composition of the metal and other circumstances. 

It will be understood that there is great variation in the strength of different descrip- 
tions of the same metal. Particulars regarding these are given for the more important 
metals, such as iron and steel, in the Tables, pp. 315-328. 
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Contraction of Metals in Cooling.— Melting Points of Alloys of 
TABLE showing the ContRaction of Lead and Tin.1 
different Mzrats in Castine. Degrees Fahr. 

@ CONTRACBION, Temp. |Lead.| Tin. | Temp. Lead.| Tin. 
' a | In parts of an 

ues ta Soto unit per inch of 400 | 11 8 | 490 | 14] 4 
sions. ine 410 25 16 500 33 8 

w A BN aot 420 | 7| 4] 510 | 19] 4 
Cast iron 38 4 430 | 15] 8 | 520 | 25} 4 
Copper ww 4 440 Sete 4 | 5S0" 8 30) [o£ 
Zine dy + 450 | 17 | 8 | 540 | 88] 4 
Gun metal hy $ 460 | 9/| 4] 550 | 48} 4 
Yellow brass ak as 470 | 10 | 41] 558 | 25} 1 
Lead yes ps 480 23 wie: 630 1 0 


Gauges.—ImprriAL StanparD Wire Gaueun—tThe following Table gives 
the thicknesses of the Standard Wire and Sheet Metal Gauges—sometimes 
described as the SWG—approved by Her Majesty’s order in Council Ist 
March 1883 to be Board of Trade standards from 1st March 1884 :— 


New IMPERIAL StanDARD WirE GavGE—Denominations of Standards. 


Deserip- |Equivalents| Descrip- |Equivalents| Descrip- |Equivalents| Descrip- Equivalents] 
tive in parts of tive in parts of tive in parts of tive in parts of 
Number. | aninch. | Number. | aninch. | Number. | aninch. | Number. | an inch. 
7/0 0°500 9 0-144 24 0-022 39 | 0°0052 
6/0 464 10 128 25 20 40 48 
5/0 432 11 116 26 18 41 44 
4/0 400 12 104 27 0°0164 42 40 
3/0 372 13 @-002 .| 28 148 43 36 
2/0 348 14 80 29 136 44 32 
0 824 15 72 30 124 45 28 
u 300 16 64 31 116 46 24 
2. 276 17 56 2 108 47 20 
3 252 18 48 33 100 48 16 
4 232 19 40 34 0°0092 49 12 
5 212 20 36 35 84 50 0°0010 
6 192 21 32 36 76 
7 22 28 37 68 
8 160 23 24 38 60 


THE BIRMINGHAM WiRE GauGg, known also as the Birmingham Iron Wire 
Gauge, the Sheet Iron Gauge, and the Wire Gauge, was at one time used for 
sheet iron, steel, hoop iron, tubes, and wire, but is now reserved for the three 
latter, and is generally expressed by the initials BWG or WG. The following 
Table gives the thicknesses as carefully measured by Mr. Holtzapffel, and 
given in his Mechanical Manipulation. The mark 00000 is not shown in 
his list, but is frequently added :— 


1 Extracted from Box On Heat. 


Lo 
> 
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Mark or No.|Thickness in|Mark or No.|Thickness in}Mark or No.|Thickness in}Mark or No.|Thickness in 
| of Guage. inches. of Gauge. inches. of Gauge. inches. of Gauge. inches. 


00000 0500 0-180 18 0:049 0013 
0000 0°454 0°165 19 0:042 0°012 
0°425 0°148 20 0-035 0:010 
0380 0°184 Bl 0032 0-009 
0°340 0°120 22 0°028 0°008 
0:300 0°109 23 0:025 0°007 
0284 0095 24 0022 0005 
0259 0°083 25 0:020 0004 
0238 0°072 26 0:018 
0-220 0°065 27 0:016 
0:208 Ly 0:058 28 0-014 


“ Although this gage seems only to possess 40 terms, in reality not less than 
60 sizes of wire are made, as intermediate sizes are in many cases added, 
and occasionally, though the sizes are retained, their numbers are variously 
altered,”! 

WHITWORTH'S STANDARD WIRE GAUGE is given below. It will be seen 
that the number or mark of the gauge is the number of thousandths of an inch 
in the thickness :— 


ay OF Thick- INGtOr Thick- Now on! Thick- 


ness. é ness. ne ness. 
Mark. Inch. Mark. Inch, Mark, Inch. 


‘001 
002 
‘008 
004 
005 
006 
‘007 
008 
009 
‘010 
‘O11 
012 
013 


omMmAnNtR Oo PWD 


et bt 
we SO 


e 
(J\) 


The BrruincHaM Mutat Gauas, also called the Metal Gauge or the Plate 
Gauge, is intended for sheet metals—except sheet iron and steel—such as 
copper, brass, gold, silver, etc. 

Copper is, however, frequently sold by the Birmingham Wire Gauge given 
above, and by the special gauges of manufacturers. 


1 Holtzapffel. 
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BIRMINGHAM PLATE GAUGE. 


| oar oe 7 
Mark | Thick-| yrark | THICK | wore | Pack | work | Thick 
or No. | inches. | OT No- | inches, | °F No- | inches. | °F NO- | inches. 

1 004 10 *024 19 "064 28 120 
2 005 11 "029 20 067 29 124 
S 008 12 034 Palit 072 30 126 
4 010 13 “036 22 074 31 ABE 
5 012 14 *041 23 OVE 32 143 
6 013 15 047 24 082 33 145 
i 015 16 “051 25 095 34 148 
8 | :016 aly 057 26 103 35 158 
9 ‘019 18 ‘061 27 LS 36 21617; 


The Sheet and Hoop Iron Gauge, BG, was issued by the South Staffordshire Iron 
Masters’ Association for the use of sheet and hoop iron makers, 1st March 1884, and is 
adopted by the trade. It is important that in all transactions in sheet and hoop iron 
the initial letters BG should appear, to distinguish the Sheet and Hoop Iron Gauge from 
the Imperial Standard Wire Gauge.? 


Number} Thick- 
of ness. 
Gauge. | Inch. 


Number] Thick- |Number|} Thick- 
of ness. of ness. 
Gauge. | Inch. | Gauge. | Inch. 


7/0 | 6666 | 10 | 1250] 22 | 0312 
1/0 | 3964] 16 | -0625 | 24 | -0247 
1 | 3582 | 18 | 0495 | 26 | 70196 
4. |.*9500 |. 20- |. -0399' |: 28° "|: 0156 


The more useful part of the Table is given above, The numbers continue to gauge No. 
50, which has a thickness of ‘0010 inch, 


Weight of Metals.—WEIGHT in LBs. of a SquaRE Foor of DIFFERENT 
Merats, in Thicknesses varying by ;’,th of an Inch. 


B af a=] 8 5 K : | un 3 5 
BA eo E mM S N Q z Et | =| 
de | Bu | Mee PQ BO eee ee oie) eee Be 
BO eb ee ae et ae I ae we 
ee PRE HO: fe i Be MAO Bae Some be eae te 
4 | 10-0 | 9-4 | 10-2 | 11°6 | 94 | 11-0 | 10°9 | 9-6 | i4-9 
he: (Nace 10:7 | 1e°8.| tae, | er | aS ey | La) 186 
g | 15-0 | 14:1 | 15°38 | 17-2 | 14-0 | 16-4 | 16-4 | 14-4 | 22:3 
se | 17°56 | 16-4 | 17°9 | 20°0 | 16-4 | 19°23 | 19°1 | 16°8 | 26-0 
4. | 20'0 | 18-7 | 20-4: | 22-01 187 | 219) O19 193 | 207 
fs | 22°5 | 21:1 | 25°0 | 25-7 | 211 | 24°6 | 24-6 | 21-7 | 33-4 
R | 25-0 | 28°5 | 25°5 | 28°6 | 23-4 | 27°4 | 27°83 | 24-1 | 87-1 
44 | 27-5 | 25°8 | 28-1 | 81-4 | 25°7 | 380-1 | 80-0 | 26°5 | 40-9 
g | 30°0 | 28°1 | 80°6 | 34:3 | 281 | 82-9 | 32°8 | 28-9 | 44-6 
48 | 32°5 | 30-5 | 33-2 | 37-2 | 80-4 | 35:6 | 35:0 | 81:3 | 48°3 
% | 85°0 | 82°8 | 85:7 | 40°0 | 82°8 | 38°3 | 38-2 | 33-7 | 52-0 
45 | 87-5 | 35-2 | 88°3 | 42°9 | 85-1 | 41-2 | 41°0 | 86-1 | 55-7 
1 | 40-0 | 87-5 | 40°8 | 45°8 | 87°5 | 43-9 | 43°7 | 88-5 | 59-4 


The weight per square foot to any gauge can easily be obtained from the above Table 
by multiplying the weight of a square foot of the metal 1 inch thick by the thickness of 
the gauge in inches or parts of an inch. 


1 Hutton’s Works Manager's Handbook, where very useful Tables of the weight of 
iron according to this and the Imperial Standard Gauge are given. 


CHAPTER V. 


TIMBER. 


A THOROUGH knowledge of the nature and properties of 
different kinds of timber is very important to the engineer 
or architect. 

Before entering upon a description of the different varieties of 
timber under the forms in which they generally come into the 
market, it will be advisable to make a few remarks on the growth 
of trees. A very slight knowledge of this branch of the subject is 
necessary in order that other points more intimately connected 
with the practical use of timber may be clearly understood. 


Growth of Trees.—The timber used in building and engineering work is 
obtained from trees of the class known by botanists as “ Evogens,’ or outward 
growers. 

In trees of this class the stem grows by the deposit of successive layers of 
wood on the outside under the bark, while at the same time the bark becomes 
thicker by the deposit of layers on its under side. 

Upon examining the cross section of such trees (see Fig. 147) we find 
that the wood is made up of several concentric layers or rings, each ring con- 
sisting in general of two parts—the outer part being generally darker in 
colour, denser, and more solid than the inner part, the difference between 
the parts varying in different kinds of trees. 

These layers are called “annual rings,” because one of them is, as a rule, 
deposited every year, in a manner which will be presently explained, 

In the centre of the wood is a column of pith, p, from which planes, seen 
in section as thin lines, m m (in many woods 
not discernible), radiate toward the bark, and 
in some cases similar lines, mm, converge from 
the bark toward the centre, but do not reach 
the pith. 

These radiating lines are known as “ medud- 
lary rays” or “ transverse septa.” When they 
are of large size and strongly marked, as in 
some kinds of oak, they present, if cut obliquely, 
a beautiful figured appearance, called “ silver 
grain” or “ felt.” 

The wood is conaposed of bundles of cellular 

Fig. 147. tubes, which serve to convey the required 
nourishment from the earth to the leaves. 


| 
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The process of growth in a temperate climate is as follows :— 

In the spring the root absorbs juices from the soil, which are converted 
into sap, and ascend through the cellular tubes to form the leaves. 

At the upper surface of the leaves the sap gives off moisture, absorbs carbon 
from the air, and becomes denser ; after the leaves are full grown, vegetation is 
suspended until the autumn, when the sap in its altered state descends by 
the under side of the leaves, chiefly between the wood and the bark, where 
it deposits a layer of new wood (the annual ring for that year), a portion at 
the same time being absorbed by the bark. During this time the leaves 
drop off, the flow of sap then almost stops, and vegetation is at a standstill 
for the winter. 

With the next spring the operation recommences, so that year after year 
a distinct layer of wood is added to the tree. 

The above description refers to temperate climates, in which the circula- 
tion of sap stops during winter ; in tropical climates it stops during the dry 
season. 

Thus, as a rule, the age of the tree can be ascertained from the number 
of annual rings, but this is not always the case. Sometimes a recurrence 
of exceptionally warm or moist weather will produce a second ring in the 
same year. 

As the tree increases in age, the inner layers are filled up and hardened, 
becoming what is called “ duramen,” or “ heartwood.” ! The remainder is called 
“ alburnum,” or “ sapwood.” The sapwood is softer and lighter in colour than 
the heartwood, and can generally be easily distinguished from it. 

In addition to the strengthening of the wood caused by the drying up of 
the sap, and consequent hardening of the rings, there is another means by 
which it is strengthened—that is, by the compressive action of the bark. 
Each layer, as it solidifies, expands, exerting a force upon the bark, which 
eventually yields, but in the meantime offers a slight resistance, compress- 
ing the tree throughout its bulk.? 

The sapwood is generally distinctly bounded by one of the annual rings, 
and can thus be sometimes distinguished from stains of a similar colour 
which are caused by dirty water soaking into the timber while it is lying 
in the ponds (see p. 388). These stains do not generally stop abruptly 
upon a ring, but penetrate to different depths, colouring portions of the 
various rings. 

The heartwood is stronger and more lasting than the sapwood, and should 
alone be used in good work. 

The annual rings are generally thicker on the side of the tree that has 
had most sun and air, and the heart is therefore seldom in the centre. 

Felling.— While the tree is growing the heartwood is the strongest, but 
after the growth has stopped the heart is the first part to decay. It is 
important, therefore, that the tree should be felled at the right age. 

The proper age varies with different trees, and even in the same tree 
under different circumstances, The induration of the sapwood should have 
reached its extreme limits before the tree is felled, but the period required 
for this varies with the soil and climate. ; 

Trees cut too soon are full of sapwood, and the heartwood is not fully 


hardened. 


—— 


1 Sometimes called the ‘‘ Spine.” 2 Laslett. 
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The ages at which the under-mentioned trees should be felled are stated 
by Tredgold to be as follows :— 


Oak : : 60 to 200 years; 100 years the best. 
Ash : : 

luareh: ; | rom 50 to 100 years. 

Elm 


Spruce Bis a 
Scotch Fir. f From 70 to 100 years. 


Oak bark, which is very valuable, is sometimes stripped in the spring, when 
it is loosened by the rising sap. The tree is felled in the winter, at which 
time the sapwood is found to be hardened like the heart. This practice is 
said by Tredgold to improve the timber. 

Mr. Laslett says that “to select a healthy tree for felling we must seek for 
one with an abundance of young shoots, and the topmost branches of which 
look strong, pointed, and vigorous, this being the most certain evidence 
that it has not yet passed maturity.” 

The best season for felling timber is at midsummer or midwinter in tem- 
perate, or during the dry season in tropical climates, when the sap is at rest. 

Squaring.—Directly the tree is felled it should be squared, or cut into 
scantling, in order that the air may have free access to the interior. 


Characteristics of Good Timber.— The quality of timber 
depends greatly upon the treatment the tree has received, the time 
of felling, and, above all, on the nature of the soil in which it has 
grown. 

These branches of the subject do not fall within the province 
of the engineer or builder, and will not here be entered upon; it 
will be sufficient to point out some of the characteristics by which 
good timber may be known. 

Good timber should be from the heart of a sound tree—the sap 
being entirely removed, the wood uniform in substance, straight in 
fibre, free from large or dead knots, flaws, shakes, or blemishes of 
any kind. 

If freshly cut it should smell sweet; “the surface should not be 
woolly, or clog the teeth of the saw,” but should be firm and bright, 
with a silky lustre when planed; a disagreeable smell betokens 
decay, and “a dull chalky appearance is a sign of bad timber.” 

The annual rings should be regular in form; sudden swells are 
caused by rind-galls; closeness and narrowness of the layers indi- 
cate slowness of growth, and are generally signs of strength. 
When the rings are porous and open, the wood is weak, and often 
decayed. 

The colour of good timber should be uniform throughout ; when 
it is blotchy, or varies much in colour from the heart outwards 
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or becomes pale suddenly towards the limit of the sapwood, it is 
probably diseased. 

Among coloured timbers darkness of colour is said by Rankine 
to be in general a sign of strength and durability. 

Good timber is sonorous when struck. A dull heavy sound 
betokens decay within (see p. 391). Among specimens of the 
same timber, the heavier are generally the stronger. 

Timber intended for use in important work should of course be 
free from the defects mentioned in page 386. The knots should 
not be large or numerous, and on no account should they be loose. 

The worst position for large knots is when they are near the 
centre of the balk required, and more especially when they are so 
situated as to form a ring round the balk at one or more 
points. 

The sap should be entirely removed. According to Mr. Laslett, 
however, the heart of trees having the most sapwood is generally 
stronger and better in quality than the heart of trees of the same 
species that have but little sapwood. 

The strongest part of the tree is generally that which contains 
the last-formed rings of heartwood, so that the strongest scantlings 
are obtained by removing no more rings than those containing the 
sap. 

Timber that is thoroughly dry weighs less than when it was 
green (see p. 386); it is also harder, and consequently more diffi- 
cult to work. 


Defects in Timber.—There are several defects in timber caused by the 
nature of the soil upon which the tree was grown, and by the vicissitudes to 
which it has been subjected while growing. 

Heartshakes ave splits or clefts occurring in the centre of the tree. They 
are common in nearly every kind of timber. The splits are in some cases 
hardly visible ; in others they extend almost across 
the tree, dividing it into segments. 

When there is one cleft right across the tree it does 
not occasion much waste, as it divides the squared 
trunk into two substantial balks, Two clefts cross- 
ing one another at right angles, as in Fig. 148, make 
it impossible to obtain scantlings larger than one- 
fourth the area of the tree. 

The worst form of heartshake, however, is one in 
which the splits twist in the length of the tree, thus 
making it impossible to convert the tree into small scantlings or planks. 

Starshakes are those in which several splits radiate from the centre of the 
timber, as in Fig. 149. 

Cupshakes are curved splits separating the whole or part of one annual 


Fig. 148. 


~ 
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Fig. 150. 


ring from another (see Fig. 150). When they occupy only a small portion of 
a ring they do no great harm. 

Find-Galls are peculiar curved swellings, caused generally by the growth of 

, layers over the wound remaining after a branch has been imperfectly 

lopped off. 

Upsets are portions of the timber in which the fibres have been injured by 
crushing. 

Foxiness is a yellow or red tinge caused by incipient decay. 

Doatiness is a speckled stain found in beech, American oak, and other 
timbers. 

Twisted Fibres are caused by the action of a prevalent wind, turning the 
tree constantly in one direction. Timber thus injured is not fit for squaring, 
as so many of the fibres would be cut through. 


CLASSIFICATION OF TIMBER. 


The following classification of timber is a modification by 
Professor Rankine and Mr. Hurst of that originally proposed by 
Tredgold :— 

Crass I.—PInE Woop (natural order Conifcre). 
Characteristics. Examples. 
Annual rings very distinct; pores] Pine, Fir, Larch, Cowrie, Cedar, 
filled with resinous matter; one Cypress, Yew, and Juniper. Of 


part of each ring hard and dark, these the first six only are in ordi- 
the other soft and light coloured. | nary use, and will be described. 


Ciass Il.—Harp Woop or Lear Woop (non-resinous and non-coniferous). 
Characteristics. Examples. 


“Subdiv. I. Annual rings distinct ; one 
With distinct side oo“ the other Oak. 
Driv. I. { large medullary pa Aiea 


le | Subdiv. IT. Annual rings not distinct ; 


texture nearly uniform. 


Beech, Alder, 
Subdiv. I. Annual rings distinct ; ie} 

if 

L 


Plane, Sycamore. 


Chestnut, Ash, 
Eln. 


Mahogany, 
Walnut, Poplar, 
Teak, Green- 
heart. 


side porous, the other 
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With regard to the above Table Professor Rankine remarks :— 

“The chief practical bearings of this classification are as follows. 

“Fir wood, or coniferous timber, in most cases contains tur- 
pentine. It is distinguished by straightness in the fibre and regu- 
larity in the figure of the trees ; qualities favourable to its use in 
carpentry, especially where long pieces are required to bear either 
a direct pull or a transverse load, or for purposes of planking. 
At the same time the lateral adhesion of the fibres is small, so 
that it ig much more easily shorn and split along the grain than 
hardwood, and is therefore less fitted to resist thrust or shearing 
stress, or any kind of stress that does not act along the fibres. 
Even the toughest kinds of firwood are easily wrought. 

“In hard wood, or non-coniferous timber, there is no 
turpentine. The degree of distinctness with which the struc- 
ture is seen, whether as regards medullary rays or annual rings, 
depends upon the degree of difference of texture of different 
parts of the wood. Such difference tends to produce unequal 
shrinking in drying, and consequently those kinds of timber in 
which the medullary rays and the annual rings are distinctly 
marked are more liable to warp than those in which the texture 
ig more uniform. At the same time, the former kinds of timber 
are, on the whole, the more flexible, and in many cases are very 
tough and strong, which qualities make them suitable for struc- 
tures that have to bear shocks.” * 

The classification shown above is that made by botanists and 
given by most writers on timber. 

For many practical purposes, however, the timber used upon 
engineering and building works may be divided into two classes :-— 

Sorr Woop, including firs, pines, spruce, larch, and all cone- 
bearing trees. 

Harp Woop, including oak, beech, ash, elm, mahogany, etc. 


Classification of Fir Timber.—The different trees included under the general head 
of ‘‘ Fir Timber ” are divided by botanists into the pines and firs, which produce timber 
of very different quality, and are distinguished in the growing tree by the leaves, the 
shape of the cones, and by other peculiarities. 

The Pine (Pinus) has slender green needle-shaped leaves, growing in clusters of 
from two to six (according to the species) from the same stalk. It has one straight tap 
root, the trunk does not taper much, the wood is close grained, fibrous, very durable, 
full of resinous matter, and of a high bright colour. The cones have thick woody scales 
that do not fall away from the axis. 

The Fir or Spruce (Abies) has straight short leaves, which come off singly from the 
stalks. The roots are ramified, the trunk tapers more than that of the pine, the shape of 
the tree is more pyramidal, the wood is of a much lighter colour, and not nearly so dur- 


1 Rankine, Civil Engineering, p. 440. 
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able. The cones are long and pendulous, with thin woody scales that do not fall away 
from the axis, 


No attention is, however, paid to these botanical distinctions in the classi- 
fication adopted on building or engineering works, 

The carpenter generally gives the name fir to all red and yellow timber 
from the Baltic, somewhat similar timber from America he calls pine, whereas 
all white wood from either place is known as spruce. 


Market Forms of Timber.—Before proceeding further, it will 
be well to describe the different forms to which timber is con- 
verted for the market, 


A Log is a trunk of a tree with the branches lopped off. 

A Balk is obtained by roughly squaring the log. 

Fir timber is imported in the forms and under the designations mentioned 
below, : 

Hand Masts are the longest, soundest, and straightest trees after being 
topped and barked. 

The term is technically applied to those of a circumference between 24 and 
72 inches. “ They are measured by the hand of 4 inches, there being also a 
fixed proportion between the number of hands in the length of the mast and 
those contained in the circumference taken at 4 the length from the butt end.” ! 

Spars or Poles have a circumference of less than 24 inches at the base. 

Inch Masts are those having a circumference of more than 72 inches, and 
are generally dressed to a square or octagonal form. 

Balk Timber consists of the trunk, hewn square, generally with the axe, 
(sometimes with the saw), and is also known as square timber. 

Planks are parallel-sided pieces from 2 inches to 6 inches thick, 11 inches 
broad, and from 8 to 21 feet long. 

Deals are similar pieces 9 in. broad and not exceeding 4 in. in thickness, 

Whole Deals is the name sometimes given to deals 2 in. or more in thickness. 

Cut Deals are less than 2 in. thick. 

Battens are similar to deals, but only 7 in. broad. 

Ends are pieces of plank, deal, or batten less than 8 feet long. 

Scaffold and Ladder Poles are from young trees of larch or spruce. They 
average about 33 feet in length, and are classed according to the diameter of 
their butts, 

fiickers are about 22 feet long, and under 23 in. diameter at the top end. 
The smaller sizes are called Spars? 

Oak is supplied as follows in her Majesty’s dockyards. 

Rough Timber, consisting of the trunk and main branches rouchly hewn to 
an octagonal section. 

Sided Timber, being the trunk split down and roughly formed to a poly- 
gonal section. 

Thick Stuff.—Not less than 24 feet long, and of an average length of at 
least 28 feet, from 11 to 18 inches wide between the sap in the middle of 
its length, and from 44 inches to 84 inches thick. 

Planks.—Not less than 20 feet long, and of an average length of at least 
28 feet, the thickness from 2 to 4 inches, and the width (clear of sap) required 


1 Laslett. 2 Seddon’s Notes. 3 Laslett. 
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at the middle of the length varying according to the thickness, z.¢. between 
9 and 15 inches for 3, 34, and 4 inch planks, between 8 and 15 inches for 2 
and 24 inch planks. 

Waney Truper is a term used for logs which are not perfectly square. The 
balk cut being too large fur the size of the tree, the square corners of the 
balk are wanting, and their place is taken by flattened or rounded angles, often 
showing the bark, and called wanes. 

Compass TIMBER consists of bent pieces, the height of the bend from a 
straight line joining the two ends being at least 5 inches in a length of 
12 feet. 


DESCRIPTIONS OF DIFFERENT KINDS OF TIMBER.’ 


PINE WOOD OR SOFT WOOD. 


Northern Pine (Pinus sylvestris).—This timber, frequently 
known as “red or yellow fir,” is from the “Scotch fir” tree. 


The term Northern Pine has been introduced by Mr. Hurst for the reasons 
given in the following remarks, extracted from his Handbook :— 

“Much confusion has arisen among architects and builders owing to the 
absurd practice of naming this timber after the ports of shipment, and also 
from confounding the pines (Pinws) with the firs (Abies), although they belong 
to distinct genera. . . . The P. sylvestris is essentially a wood of north- 
ern climates, and will thrive at greater elevations and in higher latitudes 
than even the fir; hence the term ‘northern pine’ given to it by the author 
in his edition of Tredgold’s carpentry, and also adopted throughout this work.” 


This tree grows in Scotland, and also in the Baltic and Russia, 
whence most of the timber used in this country is imported, both 
in balks, and also in planks, deals, and battens. 

Tredgold gives the following description of the appearance of 
this timber :— 


“The colour of the wood of different varieties of Scotch fir differs consider- 
ably. It is generally of a reddish yellow, or a honey yellow of various 
degrees of brightness. 

“Tt consists in the section of alternate hard and soft circles ; the one part 
of each annual ring being soft and light coloured, the other harder and dark 
coloured. It has no larger transverse septa, and has a strong resinous odour 
and taste. It works easily when it does not abound in resin ; and the foreign 
wood shrinks about #sth part of its width in seasoning from the log. 

“In the best timber the annual rings are thin, not exceeding ts inch in 
thickness. The dark parts of the rings are of a bright and reddish colour, 


1 Taken chiefly from the works of Tredgold, Hurst, Newland, Laslett, and Rankine. 
These works contain a great deal of information regarding various foreign timbens 
not used in this country, and also as to the less common varieties of home growth, 
which it is unnecessary here to enter upon. 
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the wood hard and dry to the feel, neither leaving a woolly surface after the 
saw nor filling its teeth with resin. * * * 

“The inferior kinds have thick annual rings—in some the dark parts of 
the rings are of a honey yellow, the wood heavy, and filled with soft resinous 
matter, feels clammy, and chokes the saw. 

“Timber of this kind is not durable nor fit for bearing strains, Mar 
Forest timber is often of this kind. In other inferior kinds the wood is 
spongy, contains less resinous matter, and presents a woolly surface after the 
saw. 

“Swedish timber is often of this kind, and is then inferior in strength and 
stiffness,” 

Mr, Fincham, quoted by Mr. Hurst, says further— 

“If the timber is good, its parts, on being separated, appear stringy and 
. Oppose a strong adhesion, and the shavings from the plane will bear to be 
twisted two or three times round the fingers ; whereas if the stick is of bad 
quality, or in a state of decay and has lost its resinous substances, the chips 
and shavings come off short and brittle, and with much greater ease.” 


VARIETIES IN GENERAL USE. 


Balk Timber.—The best balks of northern pine are imported 
from Dantzic, Memel, Riga. 


Dantzic Timper is grown chiefly in Prussia, and takes its name from the 
port where it is shipped. 

A ppearance.—lts general appearance answers to the description given above, 
though in colour it is rather whiter than other varieties, 

Characteristics——This timber is strong, tough, elastic, easily worked, and 
durable if well seasoned. 

It contains, especially in small trees, a large proportion of sapwood, which 
in fresh timber can hardly be distinguished from the heartwood, and it fre- 
quently contains large and dead knots. The heart is often loose and “ cuppy.” 

Market forms.—Dantzic balks are from 18 to 45 feet long, and generally 
14 to 16 inches square. 

The deals vary from 2 to 5 inches in thickness, and in length from 18 to 
50 feet. 

The classification of this timber, and of that from Memel, as to qualities, 
etc,, is given at pp. 382, 383. 

MerMEL TrmMBER is very similar to that from Dantzic, but is considered 
hardly so strong. The scantlings of the balks are rather smaller, being from 
13 to 14 inches square, 

Rica Trtper is like the other varieties just described, but the annual 
rings are closer. 

It is slightly inferior to Dantzic in strength, is remarkable for its straight 
growth, for the small proportion of sap it contains, and for its freedom from 
knots. It is, however, frequently a little shaky at the centre, and is therefore 
not so fit for conversion into deals as other varieties. 

This timber is only once sorted for masts before it is exported, and is 
placed in the market without the brands described on p, 382. 
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Norway Tuer is of small size, tough, and durable, but it generally con- 
tains a good deal of sapwood. 

The balks are only about 8 or 9 inches square. 

SwEDISH TIMBER somewhat resembles that from the Prussian ports, but 
the balks are generally tapering in form, of small size, and not of good 
quality. 

Appearance.-—The wood is of a yellowish-white colour, soft, clean, and 
straight in grain, with small knots and very little sap, but the balks are 
generally shaky at the heart, and therefore unfit for conversion into deals. 

Mr. Laslett says— There is little to recommend the Swedish fir to favour- 
able notice beyond the fact of its being cheap and suitable for the coarser 
purposes in carpentry.” 

It is used chiefly for scaffolding. 

Market forms—The balks are generally from 20 to 35 feet long, and from 
10 to 12 inches square. 

The classification of Baltic timber is given at pp. 382, 383, in connection 
with the description of the marks upon it. 


Planks, Deals, and Battens.—Planks, deals, and battens from 
the Baltic, when cut from the northern pine (Pinus sylvestris) 
are known as yellow deal or red deal. When cut from the 
spruce (Abies) (see pp. 361° and 369), they are called white deals. 


It would be very difficult to give a list of all the different varieties of 
planks, deals, and battens of northern pine to be found in the market, with a 
detailed description of each. 

The minute distinctions which exist in appearance and quality could 
not be described on paper, and any attempt to point out these differences 
would not be of any practical value. 

Mr. Laslett says that taking deals, battens, etc., “in a general way, the 
order of quality would stand first or best with Prussia; then with Russia, 
Sweden, and Finland ; and lastly with Norway.” 

Yellow Deals.—The following list mentions only a few of the principal 
ports from which manufactured timber is imported, and the salient or most 
marked characteristic, if any, which is peculiar to each kind :— 

Prusstan.—Memel, Dantzic, and Stettin.—-The deals imported are very 
durable and adapted for external work, but they are chiefly used for ship- 
building, 

The export of deal from the Prussian ports of Dantzic, Memel, Stettin, etc., is almost 
entirely confined to yellow planks and deck deals, called also red deals, 2 to 4 inches 
thick, used for shipbuilding.” 

“The reason for this is that the timber from the southern ports being coarse and wide 


in the grain, could not compete in the converted form, as deals, etc., with the closer- 
grained and cleaner exports from the more northern ports.” ? 


Russtan.—Petersburg, Onega, Archangel, Narva,—These are the best deals 
imported for building purposes. They are very free from sap, knots, shakes, 
or other imperfections ; of a clean grain, and hard well-wearing surface, which 
makes them well adapted for flooring, joinery, etc. 

The lower qualities are, however, of course subject to defects. 


1 Seddon. 
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Petersburg deals are apt to be shaky, having a great many centres in the planks and 
deals, but the best qualities are very clean and free from knots,” 1 

These deals are very subject to dry rot. 

All the Russian deals are said 1 to be unfit for work exposed to damp. In those from 
Archangel and Onega “ the knots are often surrounded by dead bark, and drop out when 
the timber is worked.” 2 

Wyborg deals are sometimes of very good quality, but often full of sap. 


FINLAND and Nyanp are stated by Newland to be 14 feet long, very 
durable, but fit only for the carpenter. 

Norweaian.—Christiania, Dram.—Yellow deals (as well as white, see p. 
367) and battens are imported from Christiania, together with battens from 
Dram, They used to bear a high character, being clean and carefully con- 
verted, but are now very scarce. 

A good deal of the Norwegian timber is imported in the shape of prepared 
flooring and matched boarding. 

Dram battens are often found to be suffering from dry rot, especially when 
they are badly stacked. 

SweEpDIsH.—Gefle, Stockholm, Holmsund, Soderham, Gottenburg, Hernosand, 
Sundswall_— The greater portion of the Swedish timber is coarse and bad, 
but some of the very best Baltic deal, both yellow and white, comes from 
Gefle and Soderham.” 


“The best Swedish deals run more sound and even in quality than the Russian ship- 
ments, from the different way in which the timber is converted. 

“A balk of Russian timber is all cut into deals of one quality, hence the numerous 
hearts or centres seen amongst them, which are so liable to shake and split ; whereas in 
Swedish timber the inner and the outer wood are converted into different qualities of 
deals. Hence the value of first-class Swedish goods. 

“‘4-inch deals should never be used for cutting into boards as they are cut from the 
centres of the logs. 38-inch deals, the general thickness of Russian goods, are also open 
to the same objection. Swedish 24 and 2-inch deals of good quality are to be pre- 
ferred to 38-inch, since they are all cut from the sound outer wood; although, being a 
novelty in the market, and their value not understood, they are cheaper.” 1 


It will be seen from the above quotation that the first qualities of Swedish 
deals have a high character for freedom from sap, etc. The lower qualities 
have the usual defects, being sappy, and containing large coarse knots. 

Mr, Newland considers Swedish deals fit for ordinary carcase work, and 
Mr, Hurst says that from their liability to warp they cannot be depended 
upon for joiners’ work. 

Uses.—-Swedish deals are commonly used for all purposes connected with 
building, especially for floors. 


American Pine.—There are three or four descriptions of this 
timber in the market, which will now be described. 

As a rule American pine is in many respects inferior to that 
from the Baltic. It is generally weaker, and comparatively 
wanting in durability. On the other hand, it is clean, free from 
defects, and easily worked. 


American Red Pine (Pinus rubra), also Pinus resinosa, takes its name 
from the red colour of its bark, and is known generally as Canada Red Pine. 


1 Seddon. * Newland. 
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Where found.— Canada. 

Appearance,—Reddish white, clean fine grain. Very like Memel, but with 
larger knots. 

Characteristics——Small timber, very solid in centre, not much sap or pith, 
tough, elastic, does not warp or split, moderately strong, few large knots, 
very durable where well ventilated, adheres well to glue, not much loss in 
conversion. 

Uses.—By cabinetmakers for veneering, sometimes for internal fittings of 
houses. 

Market forms—Logs 16 to 50 feet long, 10 to 18 inches square, and 
about 40 cubic feet in content ; classed as “ large,” “ mixed,” and “ building ” 
sizes, 

American Yellow Pine (Pinus strobus) is produced from a straight and 
lofty tree found in North America ; used to be sometimes known as  Wey- 
mouth Pine,” because it was first introduced into this country by Lord Wey- 
mouth, In America it is called white pine from the colour of its bark. 

Its leaves grow in tufts of 5, The cones are very long, with loosely arranged 
scales, 

Appearance.—The wood when freshly cut is of a white or pale straw colour, 
but becomes of a brownish yellow when seasoned. The annual rings are not, 
very distinct, the grain is clean and straight ; the wood is very light and 
soft, when planed has a silky surface, and is easily recognised by the short 
detached dark thin streaks, like short hair lines, which always appears run- 
ning in the direction of the grain. 

Characteristics—The timber is as a rule clean, free from knots, and easily 
worked, though the top ends of logs are sometimes coarse and knotty ; it is 
also subject to cup and heart shakes, and the older trees to sponginess in the 
centre. It adheres to glue, but does not hold nails well. This timber often 
arrives in this country in an incipent state of dry rot, and it is very subject 
to that disease. 

It lasts well in a dry climate, such as that of America, but is not durable 
in England. 

Uses.—Yellow pine is much used in America for carpenters’ work of all 
kinds ; it is also used for the same purpose in Scotland, and in some large 
English towns, but in London and the neighbourhood it is considered inferior 
in strength to Baltic timber. 

The great length of the logs and their freedom from defects causes this 
timber to be extensively used for masts and yards whose dimensions are so 
great that they cannot be procured from Baltic timber. 

For joinery this wood is invaluable, being wrought easily and smoothly 
into mouldings and ornamental work of every description. It is parti- 
cularly adapted for panels on account of the great width in which it may 
be procured, and it is also extensively used for making patterns for castings. 

Market forms.—The best is imported as inch masts roughly hewn to an 
octagonal form. 

Next come logs hewn square from 18 feet to 60 feet long, averaging 
about 16 inches square, and containing about 65 cubic feet in each log. A 
few pieces are only 14 inches square, and short logs may be had exceeding 
even 26 inches square. Some is imported as “ waney timber ” (see p. 363), 

A few 3-inch deals are imported, varying in width from 9 to 24 inches, and 
even as wide as 32 inches. 
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Classification..American yellow deals are classed as follows :— 


Brights. ; : Ist, 2d, and 3d quality, 
Dry floated : : ” ” 
Floated 5 . : ” ” 


their order of merit being first quality brights, first quality dry floated, first 
quality floated, then second quality brights, and so on. 

Brights are sawn from picked logs and have not been discoloured by 
being floated down the rivers, and are therefore of a much cleaner and 
brighter yellow. 

Floated deals, etc., have been floated or rafted down the rivers from the 
felling grounds. 

Dry floated implies that the deals, etc. have been stacked and dried before 
shipment. 

First quality yellow deals of each kind should be clean, straight grained, 
and quite free from shakes and knots. Second quality are a little inferior 
in these respects, and third quality are inferior again. 

Floating the deals damages them considerably, besides discolouring them. 
The soft and absorbent nature of the wood causes them to warp and shake 
very much in drying, so that floated deals should never be used for fine work. 

« he best ports are Quebec for yellow deals, and St. John for spruce deals. 
Goods from the more southern ports, such as Richibucto, Miramichi, Shedac, 
etc., are of an inferior quality. 

Rafted or floated deals are shipped from all the Canadian ports except 
St. John, hence the superiority of St. John deals, which are always bright or 
unwatered. 

Quebec Yellow Pine (Pinus variabilis) is imported chiefly from the 
place after which it is named. It is used for masts and yards of large ships, 
but not much for other purposes. 


Pitch Pine (Pinus rigida) has its leaves in threes, scales of 
cones rigid, sharp edges, rough bark. 

The best of this timber comes from the southern states of North 
America, chiefly from the ports of Savannah, Darien, and Pensacola. 

Appearance.—The wood has a reddish-white or brown colour ; 
the annual rings are wide, strongly marked, and form beautiful 
figures when the wood is wrought and varnished. 

Characteristics—The timber is very full of resinous matter, 
which makes it extremely durable, but sticky and difficult to 
plane. It is hard, heavy, very strong, hard to work, free from 
knots, but containing a large proportion of sapwood. It is subject 
to heart and cup shake, and soon rots in a moist atmosphere. 
The wood is brittle when dry, and its elasticity, strength, and 
durability are often reduced by the practice of “bleeding” or 
tapping the tree for the sake of the turpentine it contains. It is 
too full of resin to take paint well. 

Uses.—Pitch pine is used for the heaviest timber structures in 

1 From Seddon’s Builder's Work. 
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engineering works, where great strength and lasting properties are 
required; also by shipbuilders for deep planks; by builders for floors 
(being very durable under wear), for window sills, and for orna- 
mental joinery of all kinds. The heartwood is good for pumps. 

Market forms——Logs 11 to 18 inches square (averaging 16 
inches square) and 20 to nearly 80 feet long; planks 3 to 5 inches 
thick, 10 to 15 inches wide, and 20 to 45 feet long. As it is 
subject to heart-shakes and cup-shakes, it is more economical to 
purchase it in the form of planks when it is required to be used 
in that form. 

White Fir or Spruce (Abies excelsa).—This timber is from trees 
found in Norway, in most of the mountainous parts in the 
north of Europe, in North America, and also in this country. 

The peculiarities of the tree, leaves, etc., are given at page 361. 

The wood is generally known in this country as white deal. 

Appearance.—The wood is of a yellowish-white, or sometimes 
of a brownish-red colour, becoming of a bluish tint when exposed 
to the weather. The annual rings are clearly defined, the surface 
has a silky lustre, and the timber contains a large number of 
very hard glossy knots, by which it may be easily recognised. 

The sapwood is not distinguishable from the heart. 

Characteristics—This timber is tough, sometimes fine grained, 
light, and elastic, difficult to work, especially where the knots 
occur, shrinks but little, and takes a fine polish. 

It, however, shrinks and twists, and warps very much, unless 
restrained when seasoning, and is wanting in durability. 

It is moreover knotty; inferior in strength to the red and 
yellow pine, not so easily worked, and is apt to. snap under a 
sudden shock. 

Uses—The deals are used for the coarser descriptions of 
joinery, cheap flooring boards, etc., for panels, also for packing- 
cases and other common work where cheapness is the first object. 

“White deal” is a nice wood for tops of dressers, shelves, and 
common tables, but being liable to warp it should not be cut too 
thin, not under an inch if possible. For sticking mouldings and 
the finer kinds of joiners’ work it is not fit, as the hard knots turn 
the plane iron.”? 

The trees being generally straight, strong, and elastic, are used 
for small spars for ships and boats, for ladders and scaffold poles. 


Baltic Spruce comes chiefly from Norway, also Sweden, Russia, and Prussia. 


1 Seddon. 
B.C.—III 25 
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WHITE DgaL.— Some of the best white deal comes from Christiania; but that from the 
other Norwegian ports is not to be relied upon, being apt to warp and split in drying.” } 

Both good and bad qualities are sent from Dram. The deals from the upland are 
more free from shakes than the other. 

Spruce from Frederikstadt contains loose black knots. 

“Gottenburg white deals are hard and stringy,” only fit for packing-cases and 
temporary work. ‘The same remark applies in greater degree to those from Hernosand 
and Swndsvall.” ? 

The best Russian white deal is shipped from Onega. Very good deals come from 
Narva, Petersburg ; white deals are fine and close in grain, but expand and contract 
with changes of weather. 

Riga deals are coarser and more open-grained than the other Russian descriptions. 


American Spruce.—There are at least four varieties of the tree from 
which this timber is produced:—The white spruce (Abies alba), which 
flourishes in the colder parts of North America; the black spruce (Abies 
nigra), and the Wenlock spruce (Abies Canadensis), found chiefly in Lower 
Canada; and the red spruce (Abies rubra), imported from Nova Scotia. 

The red spruce is sometimes known as “ Newfoundland red pine.” 

Appearance—The timber greatly resembles the spruce from the Baltic, 
having the same characteristic glassy knots. The wood of the black and 
white varieties is the same in appearance—the difference of colour being 
only in the bark of the tree ; the black produces the largest and best timber. 

Characteristics American spruce is inferior to that from Norway—it is 
not so resinous or so heavy—is tougher, warps and twists very much, and 
soon decays. 

The Canadian spruce is better than that from New Brunswick. 

Uses—This timber is used for the same purposes as Baltic spruce. 

The Larch (Larix Europea) is found in various parts of Europe ; the 
finest varieties being in Russia. 

Appearance,—The wood is honey yellow or brownish white in colour, the 
hard part of each ring being of a redder tinge, silky lustre. 

There are two kinds in this country, one yellowish white, cross-grained, 
and knotty ; the other (grown generally on a poor soil or in elevated positions) 
reddish brown, harder, and of a straighter grain. 

Characteristics, —‘ Decidedly the toughest and most lasting of all the coni- 
ferous tribe,” very strong and durable—shrinks very much—straight and 
even in grain, and free from large knots, very liable to warp, but stands weli 
if thoroughly dry—is harder to work than Baltic fir—but surface is smoother, 
when worked. Bears nails driven into it better than any of the pines, 

Uses—Chiefly for posts and palings exposed to weather, railway sleepers, 
ete.; also for flooring, stairs, and other positions where it will have to 
withstand wear. 

American Larcues are the black variety (Larix pendula) known as Hack- 
matack or as Tamarak ; and also the red variety (Laria microcarpa). 

The timber from these trees resembles that from the European larch. 

The Cedar (Cedrus Libani) properly so called, comes from Mount Lebanon, 
and Asia Minor, and is not much known in this country. 

The wood generally known as cedar is from trees of the genus Juniperus. 

These trees are found in Virginia, Bermuda, Florida, and also in India, 
Australia, ete. 


4 Seddon. 2 Newland. 3 Brown’s Forester, p. 278. 
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Appearance.—The heartwood is a reddish brown, sapwood white, straight- 
grained, and porous. 

Characteristics. —Very light and brittle, and wanting in strength ; Tredgold 
says it is about # the strength of the best red pine ; is easily worked ; does 
not shrink much ; is very durable when well ventilated. Has a pungent odour 
which often unfits it for internal joinery, but protects it from being attacked 
by insects. A resinous substance exudes from the timber when freshly cut, 
and makes it difficult to work. 

Uses.—For pencils, furniture, toys, carvings ; and in Bermuda for ship and 
boat building, for doors, window frames, sashes, and internal joinery. It is 
the best kind of wood to veneer upon. 

Market forms.—Imported in logs from 6 to 10 inches square. 

The Cypress (Cupressus sempervirens) furnishes a timber sometimes known 
as cedar, 

It is found in Cyprus, Asia Minor, Persia, ete. 

The wood is strong, very durable, has a strong odour, resists worms 
and insects, and is much used in Malta aud Candia for building purposes. 

The Oregon Pine or Dowglus Pine (Abies Douglasit) is found in N.W. 
America. 

It resembles Canadian red pine in appearance, but is slightly harder. 

The Oregon pine from Puget Sound is stated to be obtainable in sizes so 
exceptional as 120 feet in length and 30 inches square, 

The Kawrie, Cowrie, or Cowdie Pine (Dammara Australis) is found only in 
New Zealand. 

Appearance-—The heartwood is yellowish white, fine and straight in grain, 
with a silky lustre on surface. 

Charactertstics—Generally very free from defects ; may be obtained per- 
fectly clean ; is very light, strong, and elastic ; has an agreeable odour when 
worked ; is less liable to shrink than most firs and pines, except when cut into 
narrow strips ; unites well with glue, and is very durable. 

Uses,—Makes first-rate masts and spars; is used for parts of military 
bridges ; is good for joinery. 


HARD WOOD OR LEAF WOOD. 


The varieties of timber of this class most in use for building 
purposes are oak, beech, ash, elm, mahogany, teak. These, with 
a few others, will now be described in more or less detail, ac- 
cording to their importance. 

Oak.—Of this timber there are several varieties found, both in 
this country, and also in America, Holland, the Baltic, Austria, 
and Hungary. 

British Oak.—The principal British varieties are— 

The Stalk-fruited or Old English Oak (Quercus robur or Quercus 
pedunculata), in which the acorns have long stalks, and the leaves 
short stalks. 

The Cluster-fruited or Bay Oak (Quercus sessiliflora), of which 
the acorns grow in close clusters with very short stalks, and the 
leaves have longer stalks, some nearly an inch long, 
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Durmast Oak (Quercus pubescens) has short stalks for the acorns 
and long stalks for the leaves, like the bay oak, but is distin- 
guished by “ the under side of the leaves being somewhat downy.” ? 

Appearance-—Good oak is of a light brown or brownish-yellow 
colour, with a hard, firm, and glossy surface. A reddish tinge and 
dull surface are signs of decay. ‘The annual rings are very nar- 
row and regular, each having a compact and a porous layer, the 
pores in the latter being very small. Wide rings and large pores 
are signs of weakness. The medullary rays are hard and compact; 
where they are small and indistinct the wood is stronger. 

When the timber is cut obliquely across, beautiful markings of 
silver grain appear, being caused by the cropping out of the large 
medullary rays. 

Characteristics—Sound heart of oak is very durable in earth 
or water. It has been known to last 1000 years when well ven- 
tilated. 

The timber is very strong, hard, and tough, warps in seasoning. 
[t is very elastic, easily bent to curves when steamed or heated. 
It is not easily splintered, but is rather liable to the attacks of 
insects. 

It contains gallic acid, which makes it more durable, but cor- 
rodes iron fastenings. 


Young oak is tougher, more cross-grained, and harder to work 
than old oak. 

Uses.—Oak is used for all purposes where strength and dura- 
bility are required in engineering structures. 

The builder employs it for window and door sills, treads of 
steps, keys, wedges, trenails, etc., in common work, also for supe- 
rior joinery of all kinds, for gateposts, etc. 


Comparison of the Different Varieties—It is generally considered that the 
timber from the stalk-fruited oak is superior to that from the Bay oak. 

The respective characteristics of the two varieties, as given by Tredgold, 
Rankine, and other observers, are as follows :— 

The wood of the stalk-fruited oak is lighter in colour than the other, It 
has a straight grain, is generally free from knots, has numerous and distinct 
medullary rays, and good silver grain ; it is easier to work and less liable to 
warp than the timber of the Bay cak, and is better suited for ornamental 
work, for joists, rafters, and wherever stiffness and accuracy of form are 
required ; it splits well and makes good laths. 

The timber of the cluster-fruited oak is darker in colour, more flexible, : 
tougher, heavier, and harder than that of the stalk-fruited oak ; it has but 
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few large medullary rays, so that in old buildings it has been mistaken for 
chestnut ; it is liable to warp, and difficult to split ; it is not suited for laths 
or ornamental purposes, but is better than the other where flexibility or resist- 
ance to shocks are required. 

Mr. Britton says that dry rot was introduced into ships by using the Bay oak. 

Mr, Laslett says that the timber of the sess¢liflora is a little less dense and 
compact than that of the pedunculata, but they so much resemble each other, 
that “few surveyors are able to speak positively as to the identity of either.” 

The Durmast oak is decidedly of inferior quality. 

Felling—Oak is sometimes felled in the spring for the sake of the bark 
(instead of being stripped in the spring and felled in the winter as described 
at p. 358). The tree being then full of sap, the timber it yields is not of a 
durable character. 

American Oak.—There are many varieties of this timber, but that chiefly 
imported into this country is the White Oak (Quercus alba), so called from 
the white colour of its bark. It is this variety that is generally known in 
this country as American Oak, or Pasture Oak. It is found from Canada to 
Carolina; the best comes from Maryland. 

Appearance.—The wood has a pale reddish-brown colour, with a straighter 
and coarser grain than English oak. 

Characteristics,—The timber is sound, hard, and tough, very elastic, shrinks 
very slightly, and is capable of being bent to any form when steamed. It is 
not so strong or durable as English oak, but is superior to any other foreign 
oak in those respects. 

Uses.—This timber may be used for shipbuilding, and for many parts of 
buildings in which English oak is used. 

Market forms.—It is imported in very large sided logs varying from 25 to 
40 feet in length, and from 12 to 28 inches in thickness, also in 2 to 4 inch 
planks, and in thick stuff of 44 to 10 inches. 

Other varieties of American oak are— 

The Canadian or Red Oak (Quercus rubra) has wood of a brown colour, light and 
spongy in grain, moderately durable; is used for furniture and cask staves, but is unfit 
for work requiring strength and durability. 

The Live Oak (Quercus virens), with wood of a dark brown or yellow colour, fine 
grain, minute pores, distinct medullary rings, twisted grain. ‘The logs are crooked, very 
strong and durable, suitable for ships. This wood makes good mallets and cogs for 
machinery. It is difficult to obtain in this country. 

The Iron Oak (Quercus obtusiloba). is of great strength and durability, but of small 
size, and is chiefly used for posts and fencing. 

The Baltimore Oak, with wood of a reddish-brown colour, is generally weak, and soon 
decays. 

There are several other varieties of American oak, generally inferior to the above men- 
tioned, and seldom met with in this country. 

Dantzic Oak is grown chiefly in Poland, and shipped at the port after 
which it is named, also at Memel and Stettin. 

Appearance,—It is of a dark brown colour, with a close, straight, and com- 
pact grain, bright medullary rays, free from knots, very elastic, easily bent 
when steamed, moderately durable. 

Uses.—It is used for planking, shipbuilding, etc. 

Market forms.—The timber is carefully classified as crown and crown brack 
qualities. 

The planks are classed in the same way, the crown and crown brack marked 
respectively W and WW. 
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It is imported in logs from 18 feet to 30 feet long, 10 to 16 inches square, 
and in planks averaging 32 feet long, 9 to 15 inches wide, and 2 to 8 
inches thick.! 

French Oak is stated by Mr. Laslett to closely resemble British cak in 
colour, quality, texture, and general characteristics. 

Riga Oak is grown in Russia, and is like that shipped from Dantzic, but 
with more numerous and more distinct medullary rays. It is valued for its 
silver grain, and is imported in logs of a nearly semicircular section. 

Italian Oak—Sardinian Oak.—This timber is formed from several varie- 
ties of the oak tree. It is of a brown colour, hard, tough, strong, subject to 
splits and shakes in seasoning, difficult to work, but free from defects. It is 
extensively used for shipbuilding in her Majesty’s dockyards.? 

Austrian and Hungarian Oak is shipped from Fiume or Trieste in the 
Adriatic in large logs and wide planks of fine quality. 

African Oak, known also as African Teak or Mahogany, is brought from 
Sierra Leone, and has many of the characteristics both of oak and teak. 

It is of a dark red colour, hard, close grained, difficult to work, free from 
splits or defects. 

It is much used for shipbuilding, but is too heavy for architectural purposes. 

Wainscot is a species of oak, soft and easily worked, not liable to warp or 
split, and highly figured. 

This last-mentioned characteristic is obtained by converting the timber so 
as to show the silver grain (see p. 356). It makes the wood very valuable 
for veneers, and for other ornamental work. 

Wainscot is imported chiefly from Holland and Riga, in semicircular logs, 

Clap Boarding is a description of oak imported from Norway, inferior to 
wainscot, and distinguished from it by being full of white-coloured streaks, 


Beech (Fagus sylvatica) is known as black, brown, or white 
beech, all procured from the same species of tree, the difference in 
the wood being caused by variety in soil and situation. 

This tree is found throughout England and Scotland, in the 
temperate parts of Europe, in America, and Australia. 

Appearance—Has remarkably distinct medullary rays; the 
annual rings are visible; each is a little darker on one side than 
the other, and is full of very minute pores. The colour is a 
whitish brown, darker or lighter according to the variety; the 
wood has considerable beauty, especially when the silver grain is 
exposed. 

Characteristics—The wood is of quick growth, light specific gra- 
vity, close texture; hard,compact,and smooth surface; is of fine grain, 
may be cut into thin plates, cleaves easily, is not difficult to work. 

It is durable if quite dry or wholly submerged in water, but if 
subjected to alternate wet and dry becomes overspread with 
yellowish spots and soon decays. It rots quickly in damp places. 
It is very subject to the attacks of worms, and contains juices 
which corrode metal fastenings. 
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The white variety is the hardest, but the black is tougher and 
more durable. 

Uses—This timber is not much used by the engineer except 
for piles under water, and wedges; also for mallets, carpenters’ 
planes, and other tools, for cogs of machinery, cabinet work, and 
chairs. 


Alder (Alnus glutinosa) is from a tree found in both Europe and Asia, 
generally near swamps or the low banks of rivers. 

Appearance.—The wood is white when first cut, then becomes deep red on 
the surface, and eventually fades to reddish yellow of different shades. The 
roots and knots are beautifully veined. 

Characteristics. —Very durable in water when wholly submerged, but when 
used above ground must be kept perfectly dry. Is soft, light, uniform in tex- 
ture, with a smooth fine grain, and very easily worked, It is wanting in ten- 
acity, and shrinks considerably, 

Uses, —The wood is useful for piles, pumps, patterns, sides of stone carts, 
packing cases, etc, ; also used for wooden bowls, turnery, and furniture. The 
roots and heart are used for cabinet work. The bark is valuable to tanners, 
and charenal from the wood is used for making gunpowder. 

Sycamore (Acer pseudo-platanus) is from a tree “ generally called the 
plane tree in the north of England,” It is very common in Great Britain, 
and is found in Germany. 

Appearance,—The wood is white when young, but becomes yellow as the 
tree grows older, and sometimes brown near the heart. 

The texture is uniform, and the annual rings not very distinct. 

There are no large medullary rays, but the smaller rays are distinct. 

Characteristics. —Compact, firm, not hard, durable when dry, does not warp, 
liable to be attacked by worms. In large trees the wood is generally tainted 
and brittle. 

Uses.—For furniture, turnery, and wooden screws. 

Chestnut (Castanea vesca)—This tree flourishes in sandy soils, and is found 
in most parts of England, in the south of Europe, in Africa, and North 
America. 

Appearance-——The wood resembles that of oak in appearance, but can be 
distinguished from it, as chestnut has no distinct large medullary rays. The 
annual rings are very distinct, and the wood of a dark brown colour. The 
timber is of slow growth, and there is no sapwood. 

Characteristics—Is remarkably durable, easier to work than oak, does not 
shrink or swell so much; the young wood is hard and flexible, the old wood 
brittle. 

Uses, Formerly much used for roofs and other carpenters’ work, and still 
valuable to coachmakers, wheelwrights, etc. ; also for posts, hoops, etc. 


Ash (Fraxinus excelsior)—This tree flourishes throughout Great 
Britain, in Asia, and America. 

Appearance.—The colour of the wood is brownish white, with 
longitudinal yellow streaks; each annual layer is separated from 
the next by a ring full of pores. 


376 NOTES ON BUILDING CONSTRUCTION. 


Characteristics—The most striking characteristic possessed by 
ash is that it has apparently no sapwood at all—that is to say, no 
difference between the rings can be detected until the tree is very 
old, when the heart becomes black. 

The wood is remarkably tough, elastic, flexible, easily worked ; 
very durable if felled in winter, well seasoned, and kept dry, but 
soon rots when exposed to alternate wet and dry. Is subject to 
the attacks of worms. 

The timber is economical to convert, in consequence of the 
absence of sap. “ Very great advantage will be found in reducing 
the ash logs soon after they are felled into plank or board for 
seasoning, since, if left for only a short time in the round state, 
deep shakes open from the surface, which involve a very heavy 
loss when brought on later for conversion.” ! 

Uses. —This wood is too flexible for most building purposes, but 
is very useful for tool handles, shafts, felloes and spokes of wheels, 
wooden springs, and wherever it has to sustain sudden shocks, 

CANADIAN AND AMERICAN ASH, of a reddish-white colour, is imported to 
this country chiefly for making oars, These varieties have somewhat the 
same characteristics as English ash. They are darker in colour. The 
Canadian variety is the better of the two. 

Elm (U/mus).—No less than five varieties of this tree are found 
in Great Britain, besides which it flourishes in many parts of 
Europe and in America. 

The principal varieties of this timber are as follows :— 

THE ComMon ENGLIsH or ROUGH-LEAVED Etm (Ulmus cam- 
pestris), found in England, France, and Spain. 

Appearance—The colour of the heartwood is a reddish brown. 
The sapwood is of a yellowish or brownish white, with pores 
inclined to red. The medullary rays are not visible. The wood 
is porous and very twisted in grain. 

Characteristics.—The wood is very strong across the grain ; bears 
driving nails very well; is very fibrous, dense, and tough, and offers 
a great resistance to crushing. It has a peculiar odour, and is 
very durable if kept constantly under water or constantly dry, but 
will not bear alternations of wet and dry. Is subject to attacks of 
worms. None but fresh-cut logs should be used, for after expo- 
sure, they become covered with yellow doaty spots, and decay 
will be found to have set in. The wood warps very much on 
account of the irregularity of its fibre. For this reason it should 
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be used in large scantling, or smaller pieces should be cut just 
before they are required; and for the same reason it is difficult 
to work. One peculiar characteristic of elm is that the sapwood 
withstands decay as well as the heart. 

If elm timber is stored it should be kept under water to prevent 
decay. 

The timber is very free from shakes, but frequently contains 
large hollow places caused by rough pruning and subsequent decay. 

Uses—Elm is used in many situations where it is subjected to 
continual wet—namely, for piles, parts of pumps, pulley blocks, 
keels and planks under water in ships, heavy naval gun carriages, 
coffins, naves and felloes of wheels, stable fittings, etc.; also for 
various purposes by carpenters, turners, and cabinetmakers. 


Tus Wyrcu Exm, of which there are two varieties, the broad-leaved (Ulmus 
montana), and the smooth-leaved wych elm (Ulmus glabra), is found chiefly 
in the north of England, Scotland, and Ireland. 

The wood is of a somewhat lighter colour than the common elm, It is 
clean and straight in grain, tough and flexible, and used for the naves of 
wheels and for boatbuilding. 

Tae DurcH Erm (Ulmus major) and the Corkbarked Elm (Ulmus suberosa) 
both furnish inferior timber. 

The Canada Rock Elm (Ulmus racemosa) is grown in North America, 


and imported chiefly from Canada. 


The wood is of a whitish-brown colour, with very close annual rings. It 
is very tough, flexible, free from knots and sap, with a fine smooth grain, 
durable under water, but liable to shrink and warp unless kept immersed, and 
to shakes if exposed to the sun and wind. 

Uses.—Being flexible, it is used for boat building, also, on account of its 
clean appearance, for ladder steps, gratings, etc., on board ship.’ 

The sap is not durable like that of common elm, but subject to decay. 

In selecting this wood only those logs should be taken which have an 
uniform whitish colour, any with dark annular layers full of moisture being 
left for inferior purposes.’ 

Common Acacia (Robinia pseudo-acaciz) is found in America. 

Appearance.—The wood is of a greenish-yellow colour, with reddish- 
brown veins, Its structure is alternately nearly compact and very porous, 
which marks distinctly the annual rings, It has no large medullary rays. 

Characteristics,—It is very durable, heavy, hard, and tough, rivalling the 
best oak in these respects. The timber is generally of small size. 

Uses, —It makes first-rate trenails, and very excellent durable posts for 
fencing, sills for doors, etc. 

Saprcu (Acacia formosa), or the true acacia, is found in the West Indies 
and Cuba, 

Appearance,—It resembles mahogany, but is darker, and is generally well 


figured. 


378 NOTES ON BUILDING CONSTRUCTION. 


Characteristics.--The wood is very heavy, weathers admirably ; is very 
free from sap and shakes, 

Mr. Laslett says that the fibres are often broken during the early stages of 
the tree’s existence, and that the defect is not discovered until the timber is 
converted, so that it is seldom used for weight-carrying beams. 

This timber is much used in shipbuilding, and also by the cabinetmaker, 
but not in engineering works. 

Poplar (Populus).—Of this tree there are several species common in Eng- 
iand. The black and the common white poplar are the most esteemed, The 
Lombardy poplar is inferior. 

Appearance—The colour of the wood isa yellowish or brownish white. 
The annual rings are a little darker on one side than the other, and therefore 
distinct. They are of uniform texture, and without large medullary rays. 

Characteristics.—The wood is light and soft, easily worked and carved, 
only indented, not splintered, by a blow. 

It should be well seasoned for two years before use. When kept dry it is 
tolerably durable, and not liable to swell or shrink. 

Uses.—The wood not being easily splintered is used for the sides of carts 
and barrows, for large light barn doors, for packing-cases, floors, ete. 


Mahogany is imported from Honduras (“ Bay-wood ”), Cuba 
(“Spanish”), and St. Domingo; formerly the chief sources of its 
supply ; also from Mexico, Yucatan, Tabasco, Panama, and 
Africa. 


Honduras Mahogany is found in the country round the Bay of Honduras, 
the trees being of considerable size, 

Appearance.—The wood is of a golden or red-brown colour, of various 
shades and degrees of brightness; often very much veined and mottled. 
The grain is coarser than that of Spanish mahogany, and the inferior qualities 
often contain a large number of grey specks. 

Characteristics, —This timber is very durable when kept dry, but does not 
stand the weather well. It is seldom attacked by dry rot; contains a resin: 
ous oil which prevents the attacks of insects ; it is also untouched by worms. 
It is strong, tough, and flexible when fresh, but becomes brittle when dry. It 
contains a very small proportion of sap, and is very free from shakes and 
other defects, The wood requires great care in seasoning, does not shrink or 
warp much, but if the seasoning process is carried on too rapidly it is liable to 
split into deep shakes externally. It holds glue very well, has a soft silky 
grain, contains no acids injurious to metal fastenings, and is less combustible 
than most timbers, 

It is generally of a plain straight grain and uniform colour, but is some- 
times of wavy grain or figured. 

Uses,—The builder uses this timber chiefly for handrails, to a small extent 
for joinery, and for cabinet work. It has sometimes been used for window 
sashes and sills, but is not fit for external work. “It has been largely used 
in shipbuilding, for beams, planking, and in many other ways as a substitute 
for oak, and found to answer exceedingly well.” ! 
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Market forms.—Logs from 2 to 4 feet square, and 12 to 14 feet in length. 
Sometimes planks have been obtained 6 or 7 feet wide. 

‘Mahogany is known in the market as ‘plain, ‘veiny, ‘ watered,’ 
‘mottled,’ ‘ velvet-cowl,’ ‘ bird’s-eye,’ and ‘ festooned,’ according to the appear- 
ance of the vein-formations,” + 


Cuba or Spanish Mahogany, from the island of Cuba, is distinguished from 
Honduras mahogany by a white chalk-like substance which fills its pores. The wood is 
very sound, free from shakes, with a beautiful wavy grain or figure, and capable of re- 
ceiving a high polish. It is used chiefly for furniture and ornamental purposes, handrails, 
etc., and also for shipbuilding. : 

Mexican Mahogany shows the characteristics of Honduras mahogany. Some varie- 
ties of it are figured. It may be obtained in very large sizes, but the wood is spongy in 
the centre, coarse in quality, and very liable to starshakes. 

It was imported in balks 15 to 36 inches square, and 18 to 30 feet in length, but 
latterly of smaller sizes. 

St. Domingo and Nassau Mahogany are hard, heavy varieties, of a deep red colour, 
generally well veined or figured, and used for cabinet works. 

They are imported in very small logs from 3 to 10 feet long, and from 6 to 12 inches 
square.” 

African Mahogany is of recent introduction. It is imported in logs 12 to 36 inches 
square, and up to 36 feet in length. It is shipped from Axim, Assinee, etc. 


Jarrah, or Australian Mahogany (Eucalyptus marginata), comes from West 
Australia. 

Appearance.—The wood is of a red colour, and close, wavy grain, with 
occasionally figure enough for ornamental purposes, 

Characteristics, —Trees decay at centre ; wood is very brittle ; when sound 
contains a pungent acid repellent to the teredo, which is said never to pene- 
trate beyond the sap. The Dutch Commission referred to at page 393 made, 
however, no exception in favour of this wood. It is also said to resist the 
white ant. It is full of defects like cupshakes, but filled with resin. 

Uses.—It is admirably adapted for piers, jetties, dock gates, piles, and for 
shipbuilding, and has been extensively adopted for wood-block paving. 

Market forms.—Imports to this country are increasing. The sound trees 
yield timber from 20 to 40 feet long and 11 to 24 inches square.” 


Teak (Zectona grandis), sometimes called Indian Oak, is 
found in Southern India, Pegu, Java, Siam, and Burmah. 

The lightest, cleanest, and most flexible comes from Moulmein ; 
the heaviest and strongest from Johore; and the most handsomely 
figured variety from the Vindhyan forests. The Malabar teak forests 
are nearly exhausted. The timber from these forests is darker and 
stronger than that from Moulmein, but very full of shakes. 

Appearance-—The wood has a fine straight grain. It some- 
what resembles English oak in appearance, but has no visible 
medullary rays. The annual rings are very narrow and regular. 

The colour varies from brownish yellow to dark brown. The 
texture is very uniform, though porous. 

Characteristics—The timber is stronger and stiffer than Eng- 
lish oak, light, and easily worked, but splinters very readily, so 
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that it must be worked with care. It contains a resinous aro- 
matic oil, which makes it very durable, and enables it to resist the 
white ant and worms. It does not corrode, but rather preserves 
iron fastenings. 

There are seldom shakes on the surface, but it is subject to 
heartshake, and is often worm-eaten. 

The resinous oil which exists in the pores often oozes into and 
congeals in the shakes, and will then destroy the edge of any 
tool used in working the timber. 

This oil is a preservative against rust, and teak is therefore 
used for backing armour plates and other iron structures. 

The oil is sometimes extracted while the tree is growing by 
“girdling;” that is, cutting away a ring of bark and sapwood. 
This practice makes the timber brittle and inelastic, and reduces 
its durability. 

Uses—This timber is used extensively for shipbuilding, for 
armour-plated forts, and would be fit for many purposes for 
which oak is used in ordinary buildings, but that it is too expen- 
sive. 

Market forms,—Teak is sorted in the markets according to size, not quality. 


The logs are from 23 to 40 feet long, and their width on the larger sides 
varies according to the class, as follows :—! 


Class A. 15 inches and upwards, 
B, 12 and under 15 inches, 
C. Under 12 inches, 
D. Are damaged logs, 


Greenheart (Nectandra rodicei) is found in British Guiana and 
in the N.E. portion of South America. 

Appearance.—The section of this timber has a peculiar appear- 
ance, being of a fine grain, and very full of fine pores like the 
section of a cane. The annual rings are rarely distinguishable. 
The heartwood is of a dark-green or chestnut colour; the centre 
portion a deep, brownish purple, often nearly black. The sap- 
wood is dark green, and often not distinguishable from the heart 

Characteristics—Greenheart is the strongest timber in use. 
Its resistance to crushing is enormous, but when it gives way it 
does so suddenly. It is also apt to split and splinter, and there- 
fore requires great care in working. The timber is clean and 
straight in grain, very hard and heavy. It contains an essential 
oi], and many authorities state that on account of this it is 
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entirely free from the attacks of worms. The Dutch Commission 
that experimented some years ago on this subject reported that 
this ig not the case,! and Mr. Laslett considers it doubtful. It 
appears, however, that in any case worms will only penetrate the 
sapwood. ‘The presence of the oil above mentioned causes the 
wood to burn freely, so that it is known in Demerara as “ torch- 
wood,” ? 

Uses—Greenheart is much used for shipbuilding, also for piles, 
jetties, piers, and other marine structures, and posts of dock gates. 


Market forms.—The timber comes into the market roughly hewn, a great 
deal of bark being left upon the angles, and the ends of the butts are not cut 
off square The logs are from 12 to 24 inches square, and up to 50 feet in 
length. 

Mora (Mora excelsa).—This timber comes from Guiana and Trinidad. 

Appearance.—The wood is of a chestnut-brown colour, sometimes beauti- 
fully figured. 

Characteristics. —The timber is very tough, hard, and heavy; the grain is 
close, generally straight, but sometimes twisted so that the wood is difficult to 
split. An oil in the pores makes the wood very durable, It is free from 
dry rot, but subject to starshake. 

Uses. —It is admirably adapted for shipbuilding. 

Market forms.—Logs 18 to 35 feet long, and 12 to 20 inches square. 

Hornbeam (Carpinus betula) is from a British tree. 

Appearance,—The wood is white and close. The medullary rays are 
plainly marked, and there is no sap. 

Characteristics,—The timber is hard, tough, and strong. When subjected 
to vertical pressure the fibres double up instead of snapping ; it stands ex 
posure well, If cut from old or unseasoned trees the wood is worthless. 

Uses.—This wood makes the best mallets, It is very good for turned 
articles, agricultural implements, cogs for wheels, ete, etc. 


MARKS AND BRANDS UPON TIMBER. 


There are several distinguishing marks used by the shippers 
and importers of timber. Some of them refer merely to the num- 
ber of the balk and to its cubic content, others refer to the 
quality. 

In general terms it may be said that Russian balk timber is 
marked with a scribe, ze. letters or marks are cut upon it in thin 
scooped-out lines. 

Russian deals are either unmarked or are stamped with small 
indented letters on their ends. 


1 Dent. 2 Haslett. 
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Swedish deals are marked with large red or black stencilled 
letters on their ends. 

Inferior qualities are frequently without marks at all. 

American deals are not generally branded, but are sometimes 
marked with one, two, or three red chalk marks, to indicate quality. 

The letters used to indicate quality are liable to change year 
by year. A list of the principal marks in use is published 
annually in Laxton’s Price Book, and other similar works. 


Nearly all the information contained in the following remarks is taken 
from Colonel Seddon’s Builder’s Work, 


“ Shippers’ and Quality Marks.—The different qualities of Memel and Dantzic 
timber are known as crown, first or best middling, second or good middling, third or 
common middling ; whilst inferior balks are classed as “short and irregular.” 

“‘Memel balks of first, second, and third qualities are almost always scribe-marked at 
one end of the balk ; but these marks must not be mixed up with the number of float or 
raft, which is also scribed at one end of each balk, and the distinguishing number of balk 
in the float, which, with the cubic content, is scribed about the centre of every balk 
floated in the docks, where timber of the same shipment and quality is roped together in 
separate floats or rafts, and an accurate registry kept of the cubic content, and what be- 
comes of each piece. 

“The scribe marks on Baltic timbers are often very numerous and perplexing, most of 
them being private marks put on by those through whose hands the timber has passed 
after being squared. On Dantzic they are much more numerous than on Memel or Riga 
timber ; but with these marks of ownership we have nothing to do ; all we care about are 
the bracker’s or sorter’s marks, distinguishing the different qualities from each other, 

“The following are the recognised marks for the middling qualities. Very little crown 
timber is imported, being rarely used by builders, except perhaps for special Government 
purposes, Memel crown timber is marked as below, but with only a single stroke :— 


Quatity Marks on Bartic Trrper. 


Port oF First or Brest SECOND OR GOOD THIRD OR COMMON 
SHIPMENT, | MIDDLING. MIDDLING. MIDDLING. 


Riga. 
(Seribed at 
centre. ) 


Memel. 
(Scribed at 
end. ) 


Dantzic. 
(Seribed at 
centre. ) 


Stettin. 
(Seribed at 
end. ) 


a 


‘Stettin timber is seldom marked unless to distinguish different qualities in the same cargo. 

‘Some Riga shippers always use the quality marks for best and good middling, and others 
only when different qualities are shipped in the same cargo, The common middling 
quality is rarely shipped from Riga. 
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“‘There is no absolute uniformity about these quality marks, as all shippers from the 
same port do not adopt them, many using private marks of their own, either alone or in 
addition to the ordinary marks, the latter being seldom omitted on Memel or Dantzic balks. 
The safest plan, in the case of large and important works, is to order the timber direct 
from the. broker, selecting it out of shipments from houses who have earned a reputation, 
from the care with which their timber is bracked or sorted ; for there is a great difference 
in the same market quality of timber from different shippers ; one shipper’s good middling 
being often nearly equal to another’s best middling. 

‘*Tf, amongst a lot of good middling logs, one or two marked as common middling or 
best middling, as the case may be, are found, it does not always follow that any deception 
has been practised, since the timber may have changed hands ; a balk here and there may 
have been considered by the last owner as too good for common, or too bad for best middiing, 
and been shifted into a good middling float.” + 


The following private marks used by a well-known firm of shippers are 
given as an example :— 


Crown : 4 SK K SKK R 
Best Middling SK SK R 

Good do. 3 SK | SK|R 
Common do. SK ISK IR 


As the letters are very roughly marked with the scribe, it will require some 
practice to recognise the marks. . . . 

The addition of R to the SK marks indicates Russian timber shipped by 
the same firm (S. Kcehne),’ 


‘* Baltic Planks, Deals, and Battens are, speaking in general terms, classed in the 
market as Crown, Crown Brack, First Quality, Second Quality, etc., down to even Fifth 
Quality. 

“Very few crown, or crown brack, goods come into market, there being little or no 
demand for them for building purposes. The different classes of deals, etc., will be found 
to vary very much in quality, one shipper’s second quality being often equal to another’s 
first quality. Hence some shippers have become well known for the greater care with 
which their goods are bracked or sorted, and their names or trade marks may be safely 
taken as a guarantee of a high standard in the different qualities into which they are 
classed.” 

Among the marks for Dantzic crown deck deals are—CSC, EH. EB.EB.EB. 


MK.MK.MK. HP.HP.HP. 4 W Some Dantzic crown brack deck deal marks 


GCB_ FGF. 
are—FGF, MK. G® RJ. 

“Russian and "inland Deals, which are chiefly first and second quality, or accord- 
ing to the shippers prima and secunda, generally come unmarked into the market, or only 
dry stamped or marked at their ends with the blow of a branding hammer, such marks 
being also termed hard brands. Some good shipments from Uleaborg (Finland) are dry 
stamped U S§ for “ mixed” (first and second quality unsorted) and U S in red paint for 
third quality goods. Onega and Archangel deals are dry stamped thus with the shipper’s 
initials, or private mark, and often with a number in addition, which, however, does not 
denote the quality, but merely the number of the yard in which they were stored before 
shipping. 

“In some cases, when the goods are not branded, the second quality have a red mark 
across the ends ; third being easily distinguished from first quality goods. 

“The well-known Gromoff Petersburg deals are, however, marked with C. and Co., the 
initials of the shippers, Clarke and Company. Another good Petersburg brand is P B 
(Peter Belaieff) for best, and P B 2 for second quality. 

‘Swedish Goods are never hammer-marked, but invariably branded with letters or 
devices stencilled on the ends in red paint, which makes it difficult to judge of their 
quality by inspection, as they are stacked in the timber yards with their ends only showing. 
Some of the common fourth and fifth quality Swedish goods are left unmarked, but they 
may generally be distinguished from Russian shipments by the bluer colour of the sapwood. 

“In the English market the first and second qualities, in Swedish deals, are classed 


1 Seddon. 
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together as ‘mixed,’ being scarcely ever sorted separately ; after which we get third, 
down to fifth quality goods. 

“The French class the mixed as first, and our third as second quality, and so on.” 

“Except for temporary purposes, or for rough work such as slate boarding, no deals ot 
a lower quality than mixed Swedish, or, as the timber merchants and contractors would 
call them, dest Swedish, should be used on Government works.” 

The few brands on p. 884 are taken from the Timber Trades Journal List,’ and are 
given merely as characteristic examples. As before mentioned, the marks are constantly 
changing, and any information regarding them should be renewed from year to year. A 
long list is published annually in Laxton’s Price Book, and at intervals in the Timber 
Trades Journal Lists. 

“To give an idea of the value of the different qualities, the mixed are worth from 15 to 
20 per cent more than third, and third from 12 to 15 per cent more than fourth quality. 

‘¢Tt may be noticed in the above brands that three similar letters, when used, generally 
denote the shipper’s third quality ; but a merchant would call these second quality goods, 
for it must be clearly understood that the term ‘mixed’ is confined to the shippers and 
brokers. Timber merchants always call the mixed ‘best,’ and the third quality second 
quality, and so on, or one class higher than that at which they were shipped. 

** The Norwegian marks are very numerous, but, as the chief import is of cheap and 
very inferior battens (mostly 24 x 64), they are not worth enumerating. 

‘‘ From Christiania, however, some of the very best white deals come, marked H M H 
for first quality, and H M M for second quality. 

‘¢Battens from Dram have several marks, among which are for Ist class HK JB, for 
2d class HK and Co. I OO, for 3d class IW B, ete. etc. 

‘* Norway also exports large quantities of cheap boards for flooring and other purposes, 
match or grooved and tongued boarding, mouldings, doors, window sashes, etc., all ready 
for fixing, which may often be used with advantage for inferior or temporary purposes. 

“ American Goods are not branded as a rule, though some houses use brands in 
imitation of the Baltic marks already described, though without following any definite 
rules. The qualities may, however, very often be known by red marks I II III upon the 
sides or ends, but the qualities of American yellow deals are easily told by inspection, the 
custom in the London Docks being to stack them on their sides, so as to expose their 
faces to view, and allow of free ventilation.” 


The following are marks upon some Quebec deals :— 
Ist. 


Hamilton’s bright dry floated deals © Gi " @) in red on flat 


Gilmour and Co., pine deals, etc. do. and on end. 

Mahogany, Colne and other imported oe are ae fae with letters, a long 
list of which is given in Richardson’s Timber Importer’s Guide. 

The following extract, from a valuable article in the Building News, shows the im- 
portance of the subject. 

‘* From these remarks it will be seen that brands upon timber is a great and important 
subject. It is one in the hands of asmall community of our traders, and is, consequently, 
a class of knowledge over which they are strict conservators. It isa subject new te 
authors, and that portion of our tradesmen whose office it is to buy and consume timber. 
This is somewhat strange, as the meaning of brands is well known on other goods that 
people engaged in trade are called upon to purchase. With architects, clerks of works, 
and builders generally, brands upon timbers are looked upon with perfect indifference. 
The current remarks are, ‘I can tell a bit of good wood when I see it,’ etc., and, as 
builders generally pursue the old-fashioned system of buying from inspection, the ques- 
tion carries but little importance. 

“Were brands upon timber better known, architects would get better work and 
builders would obtain greater credit. The cheap builder would find his place, and what 
are termed ‘ old-fashioned builders’ would again occupy the position they so richly merit.” 

Value of Timber, Deals, etc., and Method of Measuring.—The prices of dif- 
ferent descriptions of timber, deals, etc., vary at the different ports. They are published 
weekly in the engineering and building journals, and also annually in the builders’ price- 
books. The method in which timber is measured and the “standards”? under which 
deals are sold, are described in Seddon’s Builder's Work, Hurst’s Pocket Book, and in 
works devoted to the subject of measuring and estimating. 


1 Published by W. Rider and Son, London, E.C. 
B.C.—III 
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NOTES ON BUILDING CONSTRUCTION. 


SELECTION OF TIMBER. 


In consequence of the great number of marks used in the timber trade, the 
difficulty of ascertaining what they mean, and the frequent changes that take 
place in them, the practical engineer or builder, as a rule, judges of the quality 
of the timber more by its appearance than by the way in which it is marked. 

The characteristics of good timber and the defects to be avoided are given 
in general terms at p. 358, but a few remarks on selecting balks and deals 
may be useful. It should be remembered that most defects show better when 
the timber is wet. 

Balk timber is generally specified to be free from sap, shakes, large or dead 
knots and other defects, and to be die-square. 

In the best American yellow pine and crown timber from the Baltic there 
should be no visible imperfections of any kind. 

In the lower qualities there is either a considerable amount of sap, or the 
knots are numerous, sometimes very large, or dead. The timber may also 
be shaken at heart or upon the surface. 

The wood may be waterlogged, softened, or discoloured by being floated. 

Wanes also are likely to be found which spoil the sharp angles of the 
timber, and reduce its value for many purposes. 

The interior of the timber may be soft, spongy, or decayed, the surface 
destroyed by worm holes, or bruised. 

The heart may be wandering—that is, at one part on one side of the balk, 
at another part on the other side. This interrupts the continuity of the fibre, 
and detracts from the strength of the balk. If on the same side of a balk 
sap is visible at one end and heart at the other, it shows that the heart is 
wandering; in good timber the “spine” or heartwood should be visible on 
all four sides. Again, the heart may be twisted throughout the length of the 
tree. In this case the annual rings which run parallel to two sides of the 
balk at one end run diagonally across the section at the other end. This 
is a great defect, as the wood is nearly sure to twist in seasoning. 

Some of these defects appear to a certain degree in all except the very best 
quality of timber. , The more numerous or aggravated they are, the lower is 
the quality of the timber. 

Deals, planks, and battens should be carefully examined for freedom (more 
or less according to their quality) from sap, large or dead knots, and other de- 
fects, also to see that they have been carefully converted, of proper and even 
thickness, square at the angles, etc. As a rule, well-converted deals are from 
good timber, for it does not pay to put much labour upon inferior material. 

The method in which the deals have been cut should be noticed, those from 
the centre of a log, containing the pith, should be avoided, as they are likely 
to decay (see p. 398). 


SEASONING TIMBER. 


The object of seasoning timber is either to expel or to dry up the sap 
remaining in it, which otherwise putrefies and causes decay. 

One effect of seasoning is to reduce the weight of timber, and this reduction 
of weight is, to some extent, an indication of the success of the process. 

Tredgold calls timber seasoned when it has lost % of its weight, and says 
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that it is then fit for carpenters’ work and common purposes. He calls it 
dry, fit for joiners’ work and framing, when it has lost + of its weight. 

The exact loss of weight must depend, however, upon the nature of the 
timber and its state before seasoning. 

Timber should be well seasoned before being cut into scantlings. The 
scantlings should then be further seasoned, and after conversion the wood 
should be left as long as possible to complete the process of seasoning before 
being painted or varnished. 


Mr. Britton states that logs season better and more quickly if a hole is 
bored through their centre. This also prevents splitting. 

There are several different methods of seasoning timber, the principal of 
which will now be briefly described. 


Natural Seasoning is carried out by stacking the timber in such a way 
that the air can circulate freely round each piece, at the same time protecting 
it by a roof from the sun, rain, draughts, and high winds, and keeping it 
clear of the ground by bearers. 


The great object is to ensure regular drying. Irregular drying causes the 
timber to split. 


Timber should be stacked in a yard, paved if possible, or covered with ashes, and free 
from vegetation. 

The bearers used should be damp-proof, and should keep the timber at least 12 inches 
off the ground. They should be laid perfectly level and out of winding, otherwise the 
timber will get a permanent twist. 

If possible, the timber should be turned frequently so as to ensure equal drying all round 
the balks. 

When a permanent shed is not available, temporary roofs should be made over the 
timber stacks, 

Logs are stacked with the butts outwards, the inner ends being slightly raised so that 
the logs may be easily got out. Packing pieces are inserted between the tiers of logs, so 
that by removing them any particular log may be withdrawn. 

Some authorities have stated that timber seasons better when stacked on end. ‘This, 
however, seems doubtful, and the plan is practically difficult to carry out. 

Boards may be stacked in the same way, laid flat and separated from one another by 
pieces of dry wood an inch or so in thickness and 3 or 4 inches wide. Any that are 
inclined to warp should be weighted or fixed down to prevent them from twisting. 

Boards are, however, frequently stacked vertically, or inclined at a high angle. 

Mr. Laslett recommends that they should be seasoned in “a dry cool shed, fitted with 
horizontal beams and vertical iron bars, to prevent the boards, which are placed on edge, 
from tilting over.” 

The time required for natural seasoning differs according to the size of the pieces, the 
nature of the timber, and its condition before seasoning, 

Tredgold gives some algebraic formule for calculation of the time required, and a table 
deduced therefrom. 

Mr. Laslett has, however, compiled a table from practical observation. 

He says: “ My experience of the approximate time required for seasoning timber under 
cover and protected from wind and weather is as follows :— 


Oak. Fir. 
Months. Months. 

Pieces 24 inches and upward square require about . ‘ 26 13 
», Under 24 inches to 20 re : : 22 Tal 

Rs i AD) aS 16 ; : : 18 9 

ee) ” 16 ” 12 Ue : ° 14 7 
ty pres Ms 8 % : ; 10 5 
9 ” 8 ” 4 ” . . 6 3 


** Planks from 4 to § the above time according to the thickness,” 
Mr. Laslett further states that if the timber is kept longer than the periods above named 
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the fine shakes which show upon the surface in seasoning ‘ will open deeper and wider 
until they possibly render the logs unfit for conversion. ” 
Tredgold says that the time required under cover is only $ of that required in the open. 


Water Seasoning consists in totally immersing the timber, chaining it 
down under water, as soon as it is cut, for about a fortnight, by which a 
great part of the sap is washed out. It must then be carefully dried, with 
free access of air, and turned daily. 

Timber thus seasoned is less liable to warp and crack, but is rendered 
brittle and unfit for purposes where strength and elasticity are required. 

Care must be taken that the timber is entirely submerged. Partial 
immersion, such as is usual in timber ponds, injures the log along the water 
line. 

Timber that has been saturated should be thoroughly dried before use ; 
when taken from a pond, cut up and used wet, dry rot soon sets in. 

Salt water makes the wood harder, heavier, and more durable, but it 
should not be applied to timber for use in ordinary buildings, because it gives 
the wood a permanent tendency to attract moisture. 

Boiling and Steaming.—Boiling water quickens the operation of season- 
ing, and causes the timber to shrink less,’ but it is expensive to use, and 
reduces the strength and elasticity of the timber. 

The time required varies with the size and density of the timber, and 
according to circumstances ; one rule is to allow an hour for every inch in 
thickness. 

Steaming has very much the same effect upon timber as boiling, but the 
timber is said to dry sooner after the former process,' and it is by some con- 
sidered that steaming prevents dry rot. 

Mr. Britton says, however, “no doubt boiling and steaming partly remove 
the ferment spores, but may not destroy the vitality of those remaining.” 

Hot-air Seasoning, or desiccation, is effected by exposing the timber in 
an oven to a current of hot air, which dries up the sap. 

This process takes only a few weeks, more or less, according to the size of 
the timber. 

When the wood is green the heat should be applied gradually. 

Great care must be taken to prevent the timber from splitting, the heat 
must not be too high, and the ends should be clamped. 

Desiccation is useful only for small scantling ; the expense of applying it to 
larger timber is very great ; morever, “‘ as wood is one of the worst conductors 
of caloric, if this plan be applied to large logs the interior fibres still retain 
their original bulk, while those near the surface have a tendency to shrink, 
the consequence of which would be cracks and splits of more or less depth.” ? 

Desiccated wood should not be exposed to damp before use. 

Mr. Laslett says that during this process ordinary woods lose their strength, 
and coloured woods become pale and wanting in lustre. 

M‘Neile’s Process is one that has been some few years in operation. 

It consists in exposing the wood to a moderate heat in a moist atmosphere 
charged with various gases produced by the combustion of fuel. 

The wood is placed in a brick chamber, in which there is a large surface of 
water to produce vapour. 

The timber should be stacked in the usual way, with free air-space round 


! Tredgold. 2 Britton. 
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every piece ; about 4 of the whole content of the chamber should be air 
space, 

Under the chamber is a fireplace, 

The fire having been lighted, the products of combustion (among which ig 
carbonic acid gas) circulate freely in a moist state around the pieces of timber 
to be seasoned. 


The time required varies with the nature of the wood, 

Oak, ash, mahogany, and other hard wood planks 3 inches thick, take about 8 weeks. 

Oak wainscot planks 2 inches thick take from 5 to 6 weeks. 

Deals 3 inches thick something less than a month. 

Flooring boards and panelling about 10 days or a fortnight. 

‘* The greener the wood when first put into the stove the better. Asa rule, if too great 
heat be not applied, not a single piece of sound wood is ever split, or warped, or opened 
in any way. The wood is rendered harder, denser, and tougher, and dry rot is entirely 
prevented. The wood will not absorb by subsequent exposure to the atmosphere nearly 
so much moisture as does wood dried by exposure in the ordinary way, hence it is better 
for all purposes than air-dried wood.” ? 


The process seemed to have no injurious effects upon the appearance or 
strength of the timber. 

It has been adopted by some of the principal firms in London and else- 
where. 

Smoke-drying.—It is said that if timber be smoke-dried over a bonfire of 
furze, straw, or shavings, it will be rendered harder, more durable, and proof 
against the attacks of worms. In order to prevent the timber from splitting 
and to ensure the moisture drying out from the interior, the heat should be 
applied gradually. 

Second Seasoning.—Many woods require a second seasoning after they 
have been worked. 

Floor boards should, if possible, be laid and merely tacked down for 
several months before they are cramped up and regularly nailed, 

Doors, sashes, and other articles of joinery should be left as long as 
possible after being made, before they are wedged up and finished. 

Very often a board that seems thoroughly seasoned will commence to warp 
again if merely a shaving is planed off the surface. 


DECAY OF TIMBER. 


lo preserve timber from rot or decay it should be kept con- 
stantly dry and well ventilated. It should be clear of the influ- 
ence of damp earth or damp walls, and free from contact with 
mortar, which hastens decomposition. 

Wood kept constantly submerged is often weakened and ren- 
dered brittle, but some timbers are very durable in this state (see 
elm, beech, acacia, etc.) 

Timber that is constantly dry is very durable. However, it 
also becomes brittle in time, though not for a great number of 
years. 


1 Patentee’s Circular. 
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“When timber is exposed to alternate moisture and dryness it 
soon decays.” * 

The general causes of decay in timber are the presence of sap, 
exposure to alternate wet and dryness, or to moisture accompanied 
by heat and want of ventilation. 

Rot in timber is decomposition or putrefaction, generally occa- 
sioned by damp, and which proceeds by the emission of gases, 
chiefly carbonic acid and hydrogen. 

There are two kinds of rot generally known to practical men 
—dry rot and wet rot. 

The chief difference between them seems to be that wet roi 
occurs where the gases evolved can escape. By it the tissues of 
the wood, especially the sappy portions, are decomposed. Dry 
rot, on the contrary, occurs in confined places, where the gases 
cannot get away, but enter into new combinations, forming fungi 
which feed upon and destroy the timber. 

Tredgold says that wet rot may take place while the tree is 
standing, whereas dry rot takes place only when the wood is 
dead. 


Dry Rot is generally caused by want of ventilation. Confined air, with- 
out much moisture, encourages the growth of the fungus, which eats into the 
timber, renders it brittle, and so reduces the cohesion of the fibres that they 


are reduced to powder. It generally commences in the sapwood. 

An excess of moisture prevents the growth of the fungus, but moderate 
warmth, combined with damp and want of air, accelerates it. 

“In the first stage of rottenness the timber swells and changes colour, is 
often covered with fungus or mouldiness, and emits a musty smell.” 


“When the fungus first appears on the sides and ends of timbers it covers the surface 
with a fine delicate vegetation called by shipwrights a mildew. 

“These fine shoots afterwards collect together, and the appearance may then be com- 
pared to hoar-frost, and increases rapidly, assuming gradually a more compact form, like 
the external coat of a mushroom, but spreads alike over wood, brickwork, stone, and 
plastering in the form of leaves, being larger or smaller, most probably, in proportion to 
the nutriment the wood affords. The colours of the fungus are various, sometimes white, 
greyish white with violet, often yellowish brown, or a deep shade of fine rich brown.” ? 


The positions in which dry rot occurs are, as already mentioned, those where 
the timber is exposed to warmth and damp stagnant air. 

The principal parts of buildings in which it is found are— 

In warm cellars, under unventilated wooden floors, or in basements, parti- 
cularly in kitchens or rooms where there are constant fires. “All kinds of 
stoves are sure to increase the disease if moisture be present.” 

The ends of timbers built into walls are nearly sure to be affected by dry 
rot unless they are protected by iron shoes, lead, or zinc, The same result is 
produced by fixing joinery and other woodwork to walls before they are dry. 


1 Tredgold. 2 Britton On Dry Rot. 
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Oilcloth, kamptulicon, and otherimpervious floorcloths, by preventing access 
of air and retaining dampness, cause decay in the boards they cover. Carpets 
do the same to a certain extent. 

Painting or tarring cut or unseasoned timber has the same effect. 

Sometimes the roots of large trees near a house penetrate below the flears 
and cause dry rot. 

It is said that if two different kinds of wood—as, for example, oak and fir 
-—are placed so as to touch end to end, the harder of the two will decay at 
the point of junction. 

“There is this particular danger about the dry rot—viz., that the germs of the fungi 
producing it are carried easily, and in all directions, in a building where it once displays 
itself, without necessity for actual contact between the affected and the sound wood.”’ 

“Before dry rot has time to destroy the principal timbers in a building it penetrates 
behind the skirtings, dadoes, and wainscotings, drawing in the edges of the boards and 
splitting them both horizontally and vertically. When the fungus is taken off they 
exhibit an appearance similar, both in back and front, to wood that has been charred ; a 
slight pressure with the hand will break them asunder, even though affected with the rot 
but a short time, and in taking down the wainscot the fibrous and thin-coated fungus 
will generally be seen closely attached to the decayed wood. In timber of moderate 
length the fungus becomes larger and more distinctive in consequence of the matter con- 
genial to its growth affording a more plentiful supply.” ? 


Wet Rot occurs, as before mentioned, in the growing tree, and in other 
positions where the timber may become saturated with rain. 

If the wood can be thoroughly dried by seasoning, and the access of further 
moisture can be prevented by painting or sheltering the timber, then wet 
rot can be prevented. 

“The communication of the disease resulting from the putrefactive fer- 
mentation or the wet rot only takes place by actual contact,” not by the dis- 
semination of the germs of fungi as with dry rot. 

Detection of Dry Rot.—In the absence of any outward fungus, or other 
visible sign, the best way is to bore into the timber with a gimlet or 
augur, A log apparently sound, as far as external appearances go, may be 
full of dry rot inside, which can be detected by the appearance of the dust 
extracted by the gimlet, or more especially by its smell. 

If a piece of sound timber be lightly struck with a key or scratched at one 
end, the sound can be distinctly heard by a person placing his ear against the 
other end, even if the balk be 50 feet long; but if the timber be decayed, 
the sound will be very faint, or altogether prevented from passing along 
the balk. 

Imported timber, especially fir, is often found to be suffering from inci- 
pient dry rot upon arrival. This may have originated in the wood of the 
ship itself, or from the timber having been improperly stacked, or shipped 
in a wet state, or subjected to stagnant, moist, warm air during the voyage. 

Sometimes the rot appears only in the form of reddish spots, which, 
upon being scratched, show that the fibres have been reduced to powder. 
After a long voyage, however, the timber will often be covered with white 
fibres of fungus. 

Canadian yellow pine is very often found in this state. 

The best way of checking the evil is to sweep the fungus off the timber, 
and restack it in such a way that the air can circulate freeiy round each 
piece,! 
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PRESERVATION OF TIMBER. 


The best means for preserving timber from decay are to have it 
thoroughly seasoned and well ventilated. 

Several processes have, however, been introduced at different 
times with a view of preventing decay in timber by excluding 
moisture, or by drying up or expelling the sap within it. 

A few of these processes will now be described. 

Painting preserves timber if the wood is thoroughly seasoned 
before the paint is applied. Otherwise the filling up of the outer 
pores only confines the moisture and causes rot. The same may 
be said with regard to Tarring. 

Sometimes before the paint is dry it is sprinkled with sand, 
which is said to make it more durable. 


Tredgold says—“For timber that is not exposed to the weather, the 
utility of paint is somewhat doubtful, . . . Wood used in outdoor 
work should have those parts painted only where moisture is likely to find 
a lodgment, and all shakes or cracks and joints should be filled up with white 
lead ground in oil, or oil putty, previous to being painted over.” 

Charring Timber.—The lower ends of posts put into the ground are gener- 
ally charred with a view of preventing dry rot and the attacks of worms, 

Care should be taken that the timber to which this process is applied is 
thoroughly seasoned, otherwise by confining the moisture it will induce 
decay and do more harm than good. 


It may here be mentioned that posts should be put in upside down, with regard to the 
position in which they originally grew. The sap valves open upwards from the root, and 
when thus reversed they prevent the ascent of moisture in the wood. 


Mr. Britton recommends that the charring process should be applied to the 
embedded portions of beams and joists, to joists of stables, wash-houses, etc., 
to wainscoting of ground-floors, to flooring beneath parquet work, to the joints 
of tongues and rebates, and to railway sleepers. 

Mons. de Lapparent applied the method on a large scale by the use of a gas 
jet passed all over the surface of the timber, but Mr. Laslett, who experimented 
on timbers thus treated, says— 

“T should not myself be inclined to use it on timber for works of con- 
struction, except as a possible means of preventing the generation of moisture 
or fungus where two unseasoned pieces of wood are placed in juxtaposition.” 


Creosoting, known also as Bethell’s process, is effected by 
extracting the moisture and air from the tubes of the timber, and 
then forcing in kreasote (oil of tar), generally called creosote, at a 
high pressure. 


The timber after being dried is placed in a closed wrought-iron cylinder. 
The air is then extracted from the cylinder and pores of the wood by a 
pump. 
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Creosote (see p. 452) at a temperature of about 120° is then forced into 
the cylinder, and penetrates the wood under a pressure of about 170 lbs. per 
square inch. 

The creosote should be thick, rich in naphthaline, and free from ammonia.’ 

The amount of creosote pumped in depends upon the nature of the timber 
and the purpose for which it is intended. The sapwood absorbs it more 
readily than the heart. 

Fir timber or other soft wood will take from 10 to 12 lbs. per cubic foot. 

Mr. Bethell recommends 7 lbs. per cubic foot for railway works and 10 
lbs. for marine works. 

Somewhat larger quantities than these are now generally used. 

Into oak and other hard woods it is diffieult to force more than 2 or 3 lbs, 
per cubic foot." 

To soft woods an imperfect form of this process may be applied by dry- 
ing the timber over fires, and placing it while warm in hot creosote. 


Of all the preservative processes at present known, creosoting 
seems to be the most successful ; it coagulates the albumen of the 
wood, fills its pores with an oily liquid, destroys insects and 
fungi, repels worms, excludes moisture, and prevents dry rot. 

Experience seems to show that creosote will, to a certain extent, 
render timber proof against sea-worms, and even the white ant. 


Several years ago a Commission was appointed by the Dutch Government 
to report upon the best method of protecting timber from the attacks of the 
sea-worm, known as the teredo (see p. 399). 

This Commission tried every preservative means then known, including, 
among others—charring the surface, covering with paraffin, with sheet metals, 
nails ‘see p. 400), impregnation with all sorts of chemical substances, creo- 
soting, and kyanising. 

The conclusion they arrived at was that “the only process that could be 
relied upon for protecting wood from the attacks of the teredo was that of 
ereosoting, and that this fails if not properly carried out.” * 

Kyan’s Process consists in injecting corrosive sublimate (bichloride of mercury) in the 
»roportion of 1 pound of sublimate to 15 gallons of water. 

The Dutch experiments showed that this process did to a certain extent, though not 
altogether, repel the sea-worm, and it is said that it has some effect in retarding dry rot. 
It is now, however, seldom if ever used, 


Boucherie’s Process consists in impregnating the timber with sulphate of 
copper by a very simple process. 

A reservoir filled with the solution (about 1 lb. of sulphate copper to 124 
gallons of water) is placed at a height of from 20 to 30 feet above the 
ground. 

From this reservoir leads a pipe into a deep incision in the wood, so 
arranged that the liquid may reach the centre of the log. Thence it forces its 
way (under the pressure caused by the height of the tank) along the sap 
tubes, forces the sap out, and takes its place. 

To see if the solution has passed right through the timber the far end is 
rubbed with prussiate of potash, which upon coming in contact with the 
sulphate of copper makes a brown stain. 
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Gardner’s Process is one that has been lately introduced. 

It is said’ to season timber more rapidly than any other process, to pre 
serve it from decay and from the attacks of all kinds of worms and insects. 
It is also found to strengthen the timber, and render it uninflammable, and 
by it the timber may be permanently coloured to a variety of shades. 

The process takes from 4 to 14 days according to the bulk and density of 
the timber. It consists in dissolving the sap (by chemicals in open tanks), 
driving out the remaining moisture, leaving the fibre only. 

A further injection of chemical substances adds to the durability, or will 
make the timber uninflammable. 

The process has been satisfactorily tested in mine props, railway sleepers, 
logs of mahogany for cabinet work, and in smaller scantlings of fir and pine. 

The experiments showed that the sap was removed, that the resistance 
of the timber to crushing was augmented from 40 to 90 per cent, and its 
density was considerably increased. 


Margary’s Process was to soak the wood in acetate or sulphate of copper. It does 
not seem to have been successful. 

Sir William Burnet’s System consists in steeping the timber in a solution com- 
posed of 1 Ib. of chloride of zinc to 4 gallons of water. 

Payne’s Process involved two injections into the pores of the timber, the first being 
sulphate of iron, the other sulphate of zinc. It is said to make the timber incombustible 
but brittle. 

Combined Process.—In cases where the complete preservation of the timber is of 
vital importance, and expense no object, Mr. Britton recommends that the timber should 
first be injected with metallic salt (as in Burnett’s system), dried, and then creosoted. By 
this means the whole is preserved; the salts protect the heart, and the creosote the sapwood. 

Oak Casings may be preserved from injury done by weather by two coats of boiled 
oil applied cold. 


Preservation from Fire.—Several methods for preserving timber from fire have been 
proposed from time to time. 

It is said that timber that has been thoroughly Burnetised will only become charred 
and not burnt by fire. 

Some years ago the following means of protection was recommended by Sir F. Abel. 

The wood having a smooth and clean surface is first painted over with a dilute solution 
of the silicate, then with slaked fat lime of the consistency of cream, then with a stronger 
solution of silicate. 

Cyanite is a fireproof solution, probably containing a soluble silicate, which has 
been frequently tried lately, and apparently with success. It is stated that it will cover 
twice as much as an equal quantity of priming. 

Asbestos Paint (see p. 420) affords some slight protection against fire. 

Tungstate of Soda imparts fireproof qualities to timber or fabrics covered with repeated 
coats of the solution. 


CONVERSION OF TIMBER. 


In reducing timber from the log or baulk to scantlings, the 
dimensions and form that the timber ought to possess when actually 
in use should be borne in mind, in order that proper allowance 
may be made for the alteration that will take place in conse- 
quence of the action of the atmosphere, which has an influence 
more or less even upon well-seasoned timber. 


‘ Paper read before the Philosophical Society of Glasgow, by Jas. Deas, Esq., M.1.C.E. 
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Atmospheric Influence.—In straight-grained woods the changes in length 
caused by the effects of the atmosphere are very slight ; but the variations in 
width and depth are very great, especially in new timber, 

Rondelet found that the usual changes of weather produced the following 
expansion and contraction in wood of average dryness :— 

In fir from 3¢v to 7s of width ; mean riz. 
In oak from ztz to sv of width ; mean 140. 

Mr. Hurst makes a practical allowance for shrinkage in 9-inch deals 
amounting to + inch for ‘‘northern pine” deals, and 4 for “ white deals.” 

The first effect of atmospheric influence upon a log is that the external 
portions which are exposed to the air shrink ; but the interior, which is pro- 
tected from the air, remains at its original bulk. The consequence is that 
the exterior splits, as shown in Fig. 156. 


The following extract, taken by permission from Dr. Ander- 
son’s lecture on applied mechanics given before the Society of 
Arts, explains very clearly the manner in which timber shrinks 
when cut into scantling :— 


“ Notwithstanding the extent to which timber is used in the mechanical arts, 
it is singular that the natural law by which the contraction or shrinking of 
wood is governed is too much disregarded in practical operations. It is a 
subject which seems to have been entirely neglected by writers on the 
subject... . 

‘‘ An examination of the end section of any exogenous tree, such as the beech 
or oak, will show the general arrangement of its 
structure. It consists of a mass of longitudinal 
fibrous tubes arranged in irregular circles that are 
bound together by means of radical strings or 
shoots which have been variously named. They 
are the “silver grains” of the carpenter, or the 
“medullary rays” of the botanist, and are in 
reality the same as end wood, and have to be con- 
sidered as such, just as much so as the longitudinal 
woody fibre, in order to understand its action. 
From this it will be seen that the lateral contrac- 
tion or collapsing of the longitudinal porous or 
tubular part of the structure cannot take place without first crushing the 
medullary rays ; hence the effect of the shrinking finds relief by splitting 
in another direction, namely, in radial lines from the centre, parallel with 
the medullary rays, thereby enabling the tree to maintain its full diameter, 
as shown in Fig, 156. 

‘Tf the entire mass of the tubular fibre composing the tree were to contract 
bodily, then the medullary rays would of necessity have to be crushed in 
the radial direction, to enable it to take place, and the timber would thus be 
as much injured in proportion as would be the case in crushing the wood in 
the longitudinal direction, If such an oak or beech tree is cut into four 
quarters by passing the saw twice through the centre at right angles, before 
contracting and splitting has commenced, the lines ac and cb in Fig. 157 
would be of the same length, and at right angles to each other, or in the 
technical language of the workshop they would be square ; but after being 
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stored in a dry place, say for a year, it would then be seen that a great 
change had taken place both in the form and in some of the dimensions : 


Fig. 157. Fig. 158. 


the lines ca and ¢b would be the same length as before, but it would have 
contracted from ato 6 very considerably, and the two lines ca and ¢ 6 would 
not be at right angles to each other by the portion shown here in black 
in Fig. 158. The medullary rays are thus brought closer by the col- 
lapsing of the vertical figure. 

‘But, supposing that four parallel saw cuts are passed through the tree 
so as to form it into five planks, let us see what would be the behaviour of 
the several planks. Take the centre plank first. After due seasoning and 
contracting it would then be found that the middle of the board would 
still retain the original thickness from the resistance of the medullary rays, 
while it would be gradually reduced in thickness towards the edges for want 
of support, and the entire breadth of the plank would be the same as it was 
at first, for the foregoing reasons, and as shown in Fig. 159. Then taking 

the planks at each side of the centre, by the same 
law their change and behaviour would be quite dif- 
ferent. They would still retain their original thick- 
ness at the centre, but would be a little reduced on 
each edge throughout, but the side next to the heart 
of the tree would be pulled round, or partly cylin- 
drical, while the outside would be the reverse, or 
hollow, and the plank would be considerably nar- 
rower throughout its entire length, more especially 
on the face of the hollow side, all due to the want 
of support. Selecting the next two planks, they would 
be found to have lost none of their thickness at the 
centre, and very little of their thickness at the edges, but very much of 
their breadth as planks, and would be 
curved round on the heart side, and 
made hollow on the outside. Sup- 
posing some of these planks to be cut 
up into squares when in the green 
state, the shape that these squares 
would assume after a period of season- 
ing would entirely depend on the part Fic. 161. 
of the tree to which they belonged ; % 
the greatest alteration would be parallel with the meduliary rays, Thus, if 


ag. 
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the square were near the outside, as in Fig. 160, the effect would be that it 
would contract in the direction from a to 0, and after a year or two it would 
be as in Fig. 161, the distance between c and a@ being nearly the 
same as it was before, but the other two angles a and 0 brought by the 
amount of their contraction closer together. By understanding this natural 
law, it is comparatively easy to know the future behaviour of a wood or 
plank by carefully examining the end wood in order to ascertain the part of 
the log from which it has been cut, as the angle of the ring growths and 
the medullary rays will show thus, as in Fig. 162. If a plank has this 
appearance it will evidently show to have been cut from the outside, and 
for many years it will gradually shrink all to the breadth, while the next 
plank, shown in Fig. 163, clearly points close to the centre or heart of the 


Fig. 162. 


tree, where it will not shrink to the breadth, but to a varying thickness, with 
the full dimensions in the middle, but tapering to the edges, and the planks 
on the right and left will give a mean, but with the centre sides curved 
round, and the outside still more hollow. 

“The foregoing remarks apply more especially to the stronger exogenous 
woods, such as beech, oak, and the stronger home firs, The softer woods, 
such as yellow pine, are governed by the same law, but in virtue of their 
softness another law comes into force, which to some degree affects their 
behaviour, as the contracting power of the tubular wood has sufficient 
strength to crush the softer medullary rays to some extent, and hence the 
primary law is so far modified, But even with the softer woods, such as 
are commonly used in the construction of houses, if the law is carefully 
obeyed, the greater part of the shrinking, which we are all too familiar with, 
would be obviated.” 5°... 

Experiments have shown that timber beams having the annual rings parallel 
to their depth are stronger than those which have 
the rings parallel to their width. Thus, in the log 
shown in Fig. 164 the piece cut from A will be 
stronger than that cut from B. 

Again,the purpose forwhich 
the timber is intended should 
be borne in mind. ‘Thus, in 
preparing floor boards, care 
should be taken that the hearts 
should not appear on the sur- Fig. 165. 
face of the finished board. If 


they are allowed to do so, as in Fig. 165, the central portions will soon 
become loose, will be kicked up, as shown in dotted lines, and will form a 
rough and unpleasant floor, 

When planks which have shrunk to a curved form have to be used to form 
a flat board, they are sometimes sawn down the middle and glued together; 
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the alternate pieces being reversed as in Fig. 166; thus the curvature in each 
Say = piece is so slight as to be almost inappreciable, 
and the reversal of the alternate pieces causes 
each to be a check upon the shrinkage of its 

neighbours. 

Conversion of Oak.—There are several methods of converting oak de- 
scribed in Gwilt’s Encyclopedia of Architecture, from which the following is 
taken ; Fig. 167 being very slightly modified, 

The log is first cut into four quarters. 

Each quarter may then be converted in either of the following methods :— 

The best method is shown at A in Fig. 167, “in which there is no waste, as 
the triangular portions form feather-edged laths for tiling and other purposes.” 


SS 


This method also cuts very obliquely across the medullary rays, and thus 
exhibits well the stlver grain of the wood, which is so much admired for 
cabinet work and other ornamental purposes. 

The next best method is at B. The method shown at C is inferior to 
the others ; that at D is the most economical where thick stuff is required. 

A good practical method adopted for cutting oak logs so as to get wide 
boards is to cut all the boards parallel to the same diameter, but leaving the 
heart to be used for quartering, See Fig. 167a, 

Conversion of Fir.—At the great saw-mills in Sweden and Norway 
each log is carefully inspected before it is sawn, to find out how many of the 

most marketable sizes can be made 
out of it. Thus if 4-inch deals are 
in demand, or battens, they will 
arrange so as to cut more of these 
sizes, and fewer of the regular 3-inch 
deals, and vice versd. 
Two methods are shown in the 
Fig. 169. accompanying figures, taken from 
Mr. Britton’s work upon Dry Rot. 

Fig. 168 shows an arrangement generally adopted at the present. time. 
The 9 x 3 inch deals go into the English market ; those 9 x 1} inches into 
the French market. 

Fig. 169 shows the method that was adopted until the French market im- 
proved. It will be observed that the centre deal would include the pith, 
and it is in such a case subject to dry rot. 
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DESTRUCTION OF TIMBER BY WORMS AND INSECTS. 


Timber both in its growing and converted states is subject to 
the attacks of worms and insects; when these exist in large num- 
bers they remove so much of the wood as seriously to impair the 
strength of any structure depending upon the timber, and in some 
cases they destroy the balks altogether. 

It will not be necessary to describe these worms and insects in 
detail. But a brief notice of a few of the most important, gleaned 
chiefly from the works of Tredgold and Britton, may be useful. 


Worms.—The TEREDO NAVALIS is the most common enemy to timber 
used in submarine work. ie 

It is found in warm and cold climates, and in nearly every English port. 
It avoids fresh water and prefers clear water to that which is muddy. 
This is one reason why wood placed at the mouth of a river, or in turbid 
water, is not so liable to be attacked as when it is in clear salt water. 

The Teredo is first deposited upon the timber in the shape of an egg, from 
which in time emerges a small worm; this worm soon becomes larger, and 
commences its depredations. 

Furnished with a shelly substance in its head, shaped like an auger, it 
bores into the wood, chiefly with the grain; at the same time it lines the hole 
it makes with a thin coating of carbonate of lime, and closes the opening with 
two small lids. 

As the work of the Teredo advances its size increases. Worms two feet 
long and # inch in diameter have been found at Sheerness, and even larger 
ones are stated to exist. 

The Teredo penetrates nearly all kinds of timber, but is most successful in fir. 

The general opinion seems to be that the boring is mechanical, but some author- 
ities think that it is done or assisted chemically by the aid of an acid secretion. 

The Xylovhaga dorsalis is of the same family as the Teredo, not so common, but more 
destructive ; it bores in all directions (some say only with the grain), and does not line 
its hole with shell. 

The LimNnoRiIA TEREBRANS is a marine insect, resembling in appearance a 
very small woodlouse. 

It is very abundant in British (salt) waters, and makes up for its diminutive 
size by the numbers in which it attacks timber: “as many as twenty thousand 
will appear on the surface of a piece of pile only 12 inches square.” ? 


Mr. Stevenson found that Memel timber was destroyed by the Zimnoria at the Bell 
Rock at the rate of about 1 inch inwards per annum. At Lowestoft, piles were eaten at 
the rate of 3 inches inwards per annum. 

This insect prefers soft woods, avoids knots, but will attack all woods except teak and 
greenheart. 

“The Limnoria almost always works just under neap tides. It cannot live in fresh 
water (or under the sand), and whilst it is destroying the surface of a pile, the Zeredo is 
attacking the interior.”’ 

The Tanats vittatus, a species of the same family as the Zimmnoria, in appearance like a 
very small caterpillar with enormous foreclaws, was found by Mr. Hurst in beech piles. 


The CHELURA TEREBRANS, or wood-boring shrimp, is also an inhabitant of 
British seas. It tunnels close below the surface of timber, the waves wash 
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away the thin covering of the tunnel, and then the shrimp drives another 
below, so that the timber is removed in successive flakes, 

“ The Zimnoria will exist in comparatively foul water if salt, but the Chelwra must have 
sea water comparatively pure, hence the former is most frequently found in harbours and 
the latter along the sea coast. 

“The Limnoria and Chelura terebrans do not attack wood more than a few inches above 
high water or neap tides,” } 

The Lycoris Frucata is the enemy of the Teredo. 

A little worm with legs, something like a centipede, it lives in the mud, 
crawls up the pile inhabited by the Teredo, enters the tunnel in which it is 
ensconced, eats the Teredo, enlarges the entrance to the tunnel, and then 
lives in it. 

Protection against Worms.—A great many different plans have been 
tried in order to protect timber in marine works from the ravages of worms. 

Copper sheathing is not effectual. The worm gets in between the copper 
and the timber, and moreover the sheathing decays. 

Broad-head scupper nails driven in close together rust into a mass, and 
so form a good protection, but the process is expensive. 

Creosoting by Bethell’s process when properly carried out is more successful 
than other chemical processes, 

Ants.—Of the ants proper, or those belonging to the order Hymenoptera, 
there are three species in particular which attack timber, viz.—! 

1. The Black Carpenter Ant (Formica fuliginosa), which prefers hard and 
tough wood, rather in standing trees than in seasoned timber. A tinge of 
black is seen round the holes it makes, caused by iron in its saliva acting 
upon gallic acid in the wood. 

2. The Dusky Ant (Formica fusca). 

3. The Yellow Ant (Formica flava). 

The two last-mentioned species prefer soft woods. 

The WuirE Ant (genus Termes) is a disagreeable-looking cream-coloured in- 
sect of fatty substance not quite a inch long, witha black head and lobster- 
like claws. It grows wings at the last stage of its existence in the nest and 
flies away to die. 

It is found sometimes in Europe, but chiefly in tropical climates, more 
especially in Africa, the East Indies, the Mauritius, and St. Helena, generally 
in damp soils near the sea or rivers. Its nests are in the ground or in timber, 
but always where there is no vibration to destroy the cells. 

White ants will eat the whole timber work of a house without noise. 
They bore close to the surface of the wood, but without destroying it, so 
that there is no visible indication of what they are doing. 

They will even bore through the boards of a floor and up the legs of a 
table, leaving the latter a inere shell. j 

No timber has yet been found which is sure to resist them. Teak is 
riddled by them. Jarrah and greenheart are said to be more successful, but 
this is doubtful. Cedar while new keeps them at bay by its smell, but when 
this passes off they devour it eagerly. Oregon pine particularly attracts them. 
The natives of the countries infected by them use common unsawn yellow 
pine of long fibre with more success against them. 

Protection against the white ant.—Creosoting with bone oil is the best pre- 
-servative against white ants, but on account of its smell is only adapted for 
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out-door work, and can hardly be applied to very dense tropical timbers, 
Kerosene is effective while its smell remains. The use of arsenic to guard 
against them has been abandoned as ineffectual. 

Other Insects besides those above mentioned attack wood, among which 
may be mentioned the Carpenter bee of South Africa and the East Indies, 
and wood beetles in Ceylon. 

There are also two or three kinds of small beetles in this country which 
destroy furniture, carvings, etc., and burrow into books in libraries. The 


best way of destroying them is by subjecting them to the vapour of chloro- 
form or benzine.! 


VARIETIES OF TIMBER USEFUL FOR DIFFERENT 
PURPOSES. 


The undermentioned are the best of the ordinary descriptions of timber 
to use for the purposes named. 

Piles, —Oak, beech, elm. 

Posts.—Chestuut, acacia, larch. 

Great Strength im Construction.—Teak, oak, greenheart, Dantzic fir, pitch pine. 

Durable in Wet Positions—Oak, beech, elm, teak, alder, plane, acacia, 
greenheart, 

Large Timbers in Carpentry.--Memel, Dantzic, and Riga fir. 

Oak, chestnut, Bay mahogany, pitch pine, or teak, may be used if easily 
obtainable, 

Floors.—Christiania, St. Petersburg, Onega, Archangel, make the best ; 
Gefle and spruce inferior kinds ; Dram battens wear well ; pitch pine, oak, or 
teak, where readily procurable, for floors to withstand great wear. 

Panelling.—American yellow pine for the best ; Christiania white deals are 
also used. 

Interior Joinery.—American red and yellow pine ; oak, pitch pine, and 
mahogany for superior or ornamental work, 

Window Sills, Sleepers.—Oak ; mahogany where cheaply procurable. 

Treads of Starrs,—Oak, teak. 

Handles.—Ash, beech. : 

Patterns.—American yellow pine, alder, mahogany, Cowslie pine. 


STRENGTH OF TIMBER. 


The following Table, showing the strength and weight of timber, is gleaned 
from the records of many experiments, chiefly those given by Hodgkinson, 
Tredgold, Barlow, Rankine, and Laslett. Some of these, in their turn, have 
embodied the results of experiments made by Buffon, Muschenhoek, Rondelet, 
etc. 

It will be seen that the figures given vary throughout avery wide range, 
This is quite in accordance with practice. 

Experiments made upon selected pieces of good quality show results differ- 
ing greatly from one another, the difference being caused by variety in the 
age or state of dryness of the specimen, the size and form of the piece tested, 
the method in which the test has been applied, and the skill of the 
experimenter, 


1 Britton. 
ROU i) 
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TABLE showing the WrIcHT, StRENGTH, etc., of VARIous Woops. 


Comparative 

Stiffness and 
Strength, accord- 
ing to Tredgold. | 
Oak being 100.2 


Modulus Modulus 
of of 


Wood seasoned. | 
Rupture. | Elasticity. 


sq. inch, 


Weight of a 
cubic foot 
(dry) 
Tenacity per 
lengthways 
of the grain 
Resistance to 
Crushing in 
direction of 


Tons per Stif- Igiren gth. 


Tons. E Lbs. sq. inch. | ness. 


From To 
Acacia : 48 sie 1,152,000 to | ¢ 98 95 
1,687,500 
UN (CO a ee hee ad eo fesse ©) 5 6 1,086,750 80 
79 
8,000 


ghly 


dry. 


Ash, English . | 48 to 53} 1° *6 {12,000 to} 1,525,500 to 
14,000 | 2,290,000 
A MOAT ACAI im oe 30 : 10,050 | 1,880,000 
Beech . : . | 43 to 53 | 2° *6 | 9,000 to} 1,350,000 
12,000 
Birch .  . «| 4540491 6: 11,700 | 1,645,000 
Cedar . . .| 35 to 47] 1:3 5:1 | 7,400 to 486,000 


bo Cr 


ror FNM ®Thorou 
Ne) 


ao 


Chestnut . .|35 to 41} 4:5 5:8] 10,660 | 1,140,000 
Elm, English . | 34 to 37 | 2-4 6°3 | 6,000 to} 700,000 to 
9,700 1,340,000 
,, Canadian ‘ 47 : 14,490 | 2,470,000 

Fir, Spruce . . | 29 to 321173 4:5 | 9,900 to | 1,400,000 to} 2-9 
12,300 | 1,800,000 
Dantzic . : 36 ‘ 5 | 13,806 | 2,300,000 
American red 34 2 6:0 | 7,100 to | 1,460,000 to 

pine 10,290 | 2,350,000 
American yel- : 8,454 | 1,600,000 to 

low pine 2,480,000 
Memel . ; 34 : . fis 1,536,000 to 
1,957,750 
Kaurie . : 34 ; 11,334 | 2,880,000 
Pitch pine. | 41 to 58 | 2° : 14,088 | 1,252,000 to 
6,600 to | 3,000,000 
Riga, 1% RS Atoa/ tele : 9,450 | 1,328,000 to 
3,000,000 
Greenheart . .|58+t0 72) 3°9 41 {16,500 to} 1,700,000 | 5:8 
27,500 
Jarrah . ; F 63 : 10,800 | 1,187,000 
Larch , j . | 32 to 38/1 1:9 5:3 | 5,000 to} 1,360,000 

' 10,000 

Mahogany, Spanish 53 HM 7,600 | 1,255,000 to 
3,000,000 
9 Honduras 35 : ‘4 111,500 to| 1,596,000 to 
12,600 |1,970,000 
Mora . : . | 57 to 68} 4: 21,000 to} 1,860,000 
22,000 
Oak, English . | 49 to 58 | 3° ‘8 |10,000 to} 1,200,000 to 
13,600 | 1,750,000 
» American . 61 : *6| 12,600 | 2,100,000 
Plane . 5 : 40 ; see 1,343,250 
Poplar ‘ . | 28 to 26 | 2° as 763,000 
Sycamore . . | 386 to 43 | 4 : 9,600 | 1,040,000 
Teak . : . | 41 to 52 | 1°47 6°7 |12,000 to} 2,167,000 to 
19,000 | 2,414,000 
Willow ; . | 24 to 35 | 6 6,600 ae 
Hornbeam . sao : ae 


1 From Hodgkinson’s experiments on short pillars 1 inch diameter, 2 inches high, flat ends, and 
Laslett’s on 2-inch cubes. 

2 This ratio is not always confirmed by the values of the moduli of elasticity as found by more 
recent experiments, and given in the fifth column of the above table. 
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Practical experiment upon material similar to that about to be used in any 
particular case is preferable to information extracted from tables; but if it 
is necessary to use the latter, the engineer should be inclined to credit his 
material with the lowest of the figures recorded, and then to apply a good 
factor of safety to cover defects in the pieces used, which defects may not 
have existed in the specimens experimented upon. 

Mr. Hodgkinson found that timber when wet had not half the strength of 
the same timber when dry. This is an important point to consider in sub- 
aqueous structures. 

Resistance to Crushing across the Fibres—When a vertical piece of timber 
stands upon a horizontal piece, the latter is compressed at right angles to the 
length of the fibres, and in this position it will not withstand so great a com- 
pressive furce per square inch as does the vertical piece, whose fibres are com- 
pressed in the direction of their length. 

Not many experiments have been made on this point. 

Tredgold found that Memel fir was distinctly indented with a pressure of 
1000 Ibs. per square inch, and English oak with 1400 lbs. per square inch, 

Mr. Hatfield’s experiments chiefly on American woods, are quoted in Hurst’s 


Tredgold, and form the basis of a table in Hurst’s Pocket-Book, from which the 
following are taken :— 


Force per sq. inch required to 
crush the fibres transversely 


gp inch deep. 

Fir, spruce 3 ; ; ; ‘ *22 tons. 
Pine, Northern Memel . ; : : ; 60nd; 
» White (P. strobus) American : ON [eas 
Mahogany, Honduras : Hilsan ag 
A St. Domingo . 5 : é T9250), 
Oak, English : : : : 3 BO Ohic 5s 
» American . s : : ‘ Kok. ene 
Ash, American . : : ; ‘ OSs 

Chestnut ; : : . : : 42 


Resistance to Shearing.—On this point also but few experiments have been 
made, 

The resistance to shearing in direction of the fibres of the wood is of course 
much less than that across the fibres. 


Resistance to Shearing 
per sq. inch in lbs. 


Wood. 
Along Fibres, |Across Fibres. 

Fir ; . |556 to 634) 

Oak . 5 ‘ : 2300 ? 40002 
American oak : 780 3 

Ash and elm : ; 1400 2 

Spruce : é : 6002 

Red pine. : . | 500 to 8002 


' Barlow On Strength of Materials, p. 28. * Rankine’s Civil Engineering. 
* Hatfield, quoted in Hurst’s Tredgold. 


CHAPTER VI. 


PAINTS AND VARNISHES. 


AINTS and Varnishes are used by the engineer and builder for 

covering the surfaces of wood, iron, and other materials, in 

order to protect them from the action of the atmosphere, or to 
improve their appearance. 

The preparation of surfaces and the different processes involved 
in painting and varnishing materials of different kinds have already 
been briefly described in Part II. 

It will now be necessary only to give a few particulars regard- 
ing the paints and varnishes in common use on engineering and 
building works. 

The paints used by the engineer and builder as a rule consist 
of a base’ (generally a metallic oxide) mixed with some liquid 
substance known as the vehicle ; upon this, permanency of the paint 
depends. 

In most cases a drier is added to cause the vehicle to dry more 
quickly, and a solvent is sometimes required to make it work more 
freely. 

When the final colour required differs from that of the base 
used, the desired tint is obtained by adding a stainer or colowring 
pigment. 

It will be an advantage to glance at the properties of the sub- 
stances used to effect the various objects above mentioned before 
describing the paints most commonly made from those substances. 

The materials most commonly used for the purposes above 
mentioned are as follows :— 

Bases.—W hite lead, red lead, zinc white, oxide of iron. 

Vehicles—W ater, oils, spirits of turpentine. 

Solvents.—Spirits of turpentine. 


1 Sometimes called a pigment, but here called the dase in order to avoid confusion 
with the pigment added to give the colour ; see p. 411. 
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Driers.—Litharge, acetate of lead, sulphate of zinc, and 
binoxide of manganese, red lead, etc. 

Colouring Pigments.—Ochres, lampblack, umber, sienna, and 
many metallic salts, the principal of which are mentioned at 
pages 411 to 415. 


BASES. 


White Lead is a carbonate of the metal. The best is produced by the 
Dutch process, which consists in placing gratings of pure lead in tan, and 
exposing them to the fumes of acetic acid; by these they are corroded, and 
covered with a crust of carbonate, which is removed and ground to a fine 
powder. 

There are other processes for manufacturing white lead, in which it is 
precipitated by passing carbonic acid through solutions of different salts of 
lead. 


Clichy White is produced in this way by the action of carbonic acid gas upon acetate 
of lead.! 


The white lead produced by precipitation is generally considered inferior 
to that prepared by corrosion. It is wanting in density or body, and absorbs © 
more oil—it however does not require grinding. 

Pure white lead is a heavy powder, white when first made; if exposed to 
the air it soon becomes grey by the action of sulphuretted hydrogen. 

It is insoluble in water, effervesces with dilute hydrochloric acid, dissolving 
when heated, and is easily soluble in dilute nitric acid. 

When heated on a slip of glass it becomes yellow. 

This substance may be used as the basis of paints of all colours. 

Adulteration.—White lead may be purchased either pure or mixed with 
various substances—such as sulphate of baryta, sulphate of lead, sulphate of 
lime,? whiting (see p. 256), chalk, zinc white, etc. These substances do not 
combine with oil so well as does white lead, nor do they so well protect any 
surface to which they are applied. 

Sulphate of baryta, the most common adulterant, is a dense, heavy, white 
substance, very like white lead in appearance. It absorbs very little oil, and 
may frequently be detected by the gritty feeling it produces when the paint 
is rubbed between the finger and thumb. 

Market Forms,—White lead is sold either dry in powder or lump, or else 
ground in oil in a paste “ containing from 7 to 9'per cent of linseed oil, and 
more or less adulterated, unless specially marked genuine.” 

When sulphate of baryta has been added, its presence is in most cases 
avowed ; the mixture is called by a particular name, which indicates to the 
initiated the proportion of sulphate of baryta that it contains, . Thus— 
Genuine Dry White Lead, Newcastle White, Nottingham White, Roman White, 
London White, are all names for pure white lead. 

Kremnitz, or Krems White, known also as Vienna White, imported from 
Austria in small cubes ; French White, or Silver White, in drops, from Paris; 
and Flake White, made in England in small scales, should also all be pure 
white lead, but they differ considerably in density. 


1 Dent. * Barium sulphate, lead sulphate, calcium sulphate: 
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Venice White contains 1 part white lead to 1 part sulphate of baryta. 
Hamburg White See eels 5 Digue " 

Dutch W hite, or ; 5 

Holland White et 


“When the sulphate of baryta is very white, like that of the Tyrol, these 
mixtures are considered preferable for certain kinds of painting, as the barytes 
communicates opacity to the colour, and protects the lead from being speedily 
darkened by sulphurous smoke or vapours.” } 

Old White Lead—White lead improves by keeping. It should not be 
exposed to the air, or it will turn grey (see p. 405). Old white lead of good 
quality goes further and lasts better than if it is used when fresh; more- 
over, the paint made with fresh lead has a tendency to become yellow, 

Fresh white lead often has a yellowish tinge, caused by the presence of 
iron. 

Uses, Advantages, and Disadvantages—Of all the bases for paints white 
lead is the most commonly used, and for surfaces of wood it affords in most 
cases the best protection, being dense, of good body, and permanent. It has 
the disadvantage, however, of blackening when exposed to sulphur acids, and 
of being injurious to those who handle it. 


” 3 ) 


7 


Test for Sulphate of Baryta.—“ The testing of the quality of white lead is a very 
simple operation, as it is only necessary in the case of dry white lead to digest it with 
nitric acid, in which it dissolves readily on boiling.. When ground with oil, the oil 
should be burnt off, and the residue treated with nitric acid ; or 

‘The ground white lead with the oil may be boiled for some little time with strong 
nitric acid, which destroys the oil, and dissolves the lead on the addition of water. 

“The sulphate of baryta being insoluble in acid remains behind, and can be collected 
on a filter, washed with hot distilled water, and weighed.” 


Red Lead is produced by raising massicot (the commercial name for oxide 
of lead) to a high temperature, short of fusion, during which it absorbs 
oxygen from the air, and is converted into red lead or minium, an oxide of 
lead. 

It is usually in the form of a bright red powder. Ground by itself in oil 
or varnish, it is durable and unaffected by light when the red lead is pure 
and used alone, but any preparation containing lead, or metallic salts mixed 
with it, deprive it of colour, and impure air makes it black. 

Uses.—Red lead is used as a drier (see p. 410), also for painting iron (see 
p. 334) ; and in the priming coat for painting wood (see p. 417). 

Adulteration and Tests.—Red lead is sometimes adulterated with brick dust, 
which may be detected by heating the red lead in a crucible, and treating it 
with dilute nitric acid ; the lead will be dissolved, but the brick dust will 
remain? 

Red lead may also be adulterated with colcothar, a sesquioxide of iron. 

Antimony Vermilion, Sulphide of Antimony, produced from antimony 
ore, has been proposed as a substitute for red lead. 

It is sold in a very fine powder, without taste or smell, and which is 
insoluble in water, alcohol, or essential oils. 

It is but little acted upon by acids, and is stated to be unaffected by air or 
light. It is adapted for mixing with white lead, and affords an intensely 
bright colour when ground in oil. 


1 Ure. 2 Davidson. 3 Proceedings Society of Engineers, 1875. 


—_— 
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Oxide of Zinc is the basis of ordinary zinc paint (see p. 419). 

It is prepared by distilling metallic zinc in retorts, under a current of air ; 
the metal is volatilised, and white oxide is condensed. It is filled into can- 
vas bags, and pressed to increase its density, 

Zine white is durable in water and oil; it dissolves in hydrochloric acid ; 
it does not blacken in the presence of sulphuretted hydrogen (the sulphide 
of zine being white) ; and it is not injurious to the men who make it, or to 
the painters who use it. 

On the other hand, it does not combine so well with oil, and is wanting in 
body and covering power, and is difficult to work (see p. 419). 

“The want of density is a great drawback to the use of zinc white, and 
the purest zinc oxide is not always the best for paint on account of its low 
specific gravity ; and in this respect the American zine whites, which are 
frequently very pure, do not generally compete with the zinc white supplied 
by the Vieille Montagne Company, as made in Belgium.” ! 

Uses, etc.—Oxide of zine is the basis of zinc paint. It has considerable 
advantages in certain positions, as mentioned at p. 419. 

Oxy-Sulphide of Zinc is used as the basis of Griffith’s patent white paint. 
It is stated by Dr. Phipson to be prepared by precipitating chloride or sul- 
phide of zine by means of a soluble sulphate—of sodium, barium, or calcium. 
The precipitate is dried ; and levigated, while hot, in cold water. 

The paint made with this substance for a base has several valuable charac- 
teristics, which are described at p, 422. 

Oxide of Iron is produced from a brown hematite ore found at Torbay 
in Devonshire, and at other places. It forms the basis of a large class of 
paints of some importance (see p. 423). 

The ore is roasted, separated from impurities, and then ground. Tints, 
varying from yellowish brown to black, may be obtained by altering the 
temperature and other conditions under which it is roasted 

Oxide of iron is also produced as a bye product in the manufacture of 
aniline dyes 


VEHICLES. 


Oils are divided into two classes—Fixed oils and volatile oils. 

Frxep O1zs are extracted by pressure from vegetable substances ; they are 
of a fatty nature, do not evaporate on drying, and will bear a temperature 
short of 500° Fahr. without decomposing. They are subdivided into 

Drying Oils, which become thick upon exposure to air. Of these, linseed 
oil is most commonly used as an ingredient for paint ; nut oil and poppy oil 
are also used (see p. 409). 

Non-Drying Oils, which become rancid under similar atmospheric influ- 
ences. These are not used in preparing paint. 

VoLATILE or EssentIaL Otzs are generally obtained by distillation, and 
have an odour resembling that of the plant from which they are obtained. 
They are, as a rule, colourless at first, but upon exposure to air and light 
they become darker, thicker, and eventually are converted into a kind of 
resin. 

Oil of turpentine, commonly called spirits of turpentine, is the only variety 
of this class that is much used for ordinary paint. 


) Dent. 
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Mineral Turpentine or Petroleum Oilis often used as a cheap vehicle instead 
of ordinary turpentine. 

Coal Naphtha is one of the products of the distillation of coal tar. It is 
purified in a mill with sulphuric acid ; the sediment and water drawn off, the 
pure washed spirit remains. 

Petrolewm, a mineral oil, comes from America in casks. It is then distilled, 
and from it oils of various density are obtained, and used for burning in 
lamps, etc. 

Benzoline is one of the products obtained from petroleum, and is much 
used as a solvent for bituminous paints. Paints mixed with benzoline or 
the heavier oils from petroleum do not set nearly so well, nor do they dry 
with so much cohesion as those in which naphtha is the solvent, but benzoline 
is much cheaper, and is therefore often sold as naphtha, and used instead of it. 

Linseed Oil, produced by compressing flax seed, is the most commonly 
used, and by far the best of the oils used as an ingredient of paint, putty, and 
other similar substances. 

It oxidises and becomes thick upon exposure to the air. This property is 
is very much increased by adding other substances to it and boiling them 
together (see Boiled Oil). 

It is superior in drying powers, tenacity, and body to the other fixed oils. 

The best oil comes from the Black Sea and the Baltic; that from East 
Indian seed is inferior, as the seed is less carefully cleaned, and contains too 
much stearine. 

Uses.—Raw linseed oil is clear and light in colour, works smoothly, and 
is used for internal work, for delicate tints, and for grinding up colours. 
Boiled oil is much thicker, darker, and more apt to clog. It is used for 
outside work, as its greater body and rapidity in drying make it a quicker 
and more efficient protection. 

Raw Linskep O11 is obtained by allowing the oil, as first expressed from 
the seed, to settle until it can be drawn off clear. 

When of good quality it should be pale in colour, perfectly transparent, 
almost free from smell, and sweet in taste. 

When it is to be used for delicate tints, it is sometimes clarified by adding 
an acid (such as oil of vitriol), which is afterwards carefully washed out. 

This clarification is stated to be of no permanent advantage, for the oil in 
drying recovers its original colour. 

Darkness in colour and slowness in drying are defects in inferior linseed 
oil. 

These, however, are greatly diminished. and the substance of the oil is 
improved by keeping. 

The oil should never be used within six months after being expressed from 
the seed, and it is better if kept for several years. 

Raw oil is more suited for delicate work than boiled oil, as it is thinner 
and lighter in colour. 

The drying of raw linseed oil “may be improved by adding about 1 1b. of 
white lead to every gallon of oil and allowing it to settle for at least a week ; 
this also improves the colour of the oil, whilst the lead can be used afterwards 
for common work.” } ; 

Raw oil spread in a film upon glass, or other smooth non-absorbent 


' Seddon. 
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material, takes from two to three days to dry, according to the state of the 
weather.? 

Bornep LinsEEp Ott, frequently called Drying Oil, is prepared by heating 
raw oil with certain driers or by passing a current of air through raw oil. 

The drying qualities of the raw oil can be greatly improved by boiling it 
alone, but other substances, such as those mentioned below, are generally 
added to it, which make it dry still more quickly. 

When boiled it becomes much thicker, and not so suitable for indoor or 
delicate work, nor will it do for grinding colours, as it clogs and thickens too 
rapidly. 

Boiled oil of a pale colour is necessary for use with light tints, but for deep 
colours a dark oil seems to be generally preferred, though apparently with- 
out much reason. 

Dark Drying Oil may be made from the following ingredients :-— 

1 gallon linseed oil. 
1 Ib. red lead. 

1 lb. umber. 

1 Ib, litharge. 

The linseed oil is heated to about 200° Fahr. ; when it looks brown and 
the scum is all burnt off the other substances are added ; the whole is then 
raised to about 400° Fahr, and kept at that temperature for two or three 
hours, The oil is then drawn off, the albuminous matter being allowed 
to deposit, and is now clear and ready for use. 

The umber is added simply to give the oil a dark colour. 

Acetate of lead is sometimes used instead of the red lead and litharge, and 
tends to make the oil lighter in tint. A little resin is sometimes added. 


Chevreuil states that oil heated to 160° with 7 its weight of oxide of manganese has 
powerful drying properties.” 


Good boiled oil spread in a film upon glass should be dry in from 12 to 24 
hours,? if raw it would take from 2 to 17 days, according to the atmosphere.* 

Pale Drying Oil may consist of 1 gallon of linseed oil mixed with about 
7 Ibs. litharge or acetate of lead, and raised to a moderate warmth. 

Boiled Oil to be used with zine paint must be free from oxides of lead. About 
5 per cent by weight of powdered peroxide of manganese is boiled in the oil 
for five or six hours. The mixture is then allowed to cool, and filtered. 

Drying Oil for common work may be made by boiling 14 lb. red lead in a 
gallon of raw linseed oil, and allowing the mixture to settle. 


Poppy Oil is extracted by pressure from the seeds of the common poppy. It should 
be colourless, or of a very light yellow tinge, sweet, and free from smell. Being very 
pale it is sometimes used for light tints, but though its colour stands longer than that of 
linseed oil, it eventually becomes of a brownish hue, and in drying and other qualities it 
is far inferior to linseed oil. 

Wut Oil is expressed from walnuts. It should be nearly colourless, and therefore 
adapted for white and any light tints. It dries more rapidly than linseed oil, but is not 
jurable, and is used only for common work, being cheap. 


“ Oil of Turpentine,” “ Spirits of Turpentine, or Turps,” is an essential or 
volatile oil, produced by distilling turpentine tapped from pines or larches. 
The residuum left after distillation is common rosin. 


1 Dent. 2 Miller’s Organic Chemistry. 


8 Proceedings Society of Enguneers, 1875. 4 Seddon. 
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“The best oil of turpentine comes from America.” 

“The gummy material known as Canada Balsam is produced by the Pinus 
Canadiensis, Venice Turpentine by the larch (Pinus larix), and French Turpen- 
tine by the Pinus maritima, which is extensively grown in the south of 
France.” 1 

Characteristics and Qualities—Ordinary oil of turpentine has a specific 
gravity of about ‘86 to ‘87, and boils at a temperature of 320° ahr. If pure 
it should completely distil over at this temperature. 

“On exposure to the air it oxidises, and is converted into a resinous sub- 
stance.” 

“When spread upon any surface in a thin layer, as is the case when used 
for paint, it should dry in 24 hours, leaving a hard dry varnish.” 1 

Good spirits of turpentine is lighter in weight and more inflammable than 
bad. It is colourless, and has a pleasant pungent smell, whereas the smell of 
inferior qualities is disagreeable. 

Good spirits of turpentine ‘should leave a very slight residue when eva- 
porated. 

Spirits of turpentine is often adulterated with mineral oil. The purer 
vegetable turpentine loses bulk by evaporation, and gains weight upon 
exposure to the air; the spirit from the mineral oil flies off, leaving the oil 
without any assistance in hardening.? 

Turpentine sometimes contains pyroligneous acid, and is the better for 
being kept and allowed to settle a long time before use. 

Uses.—Spirits of turpentine is used as a solvent for resins and other sub- 
stances in making varnishes ; also in paint to make it work more smoothly, 
It is useful also in flatting coats (see Part II.), but will not stand exposure to 
the weather. 


DRIERS. 


Driers are substances added to paint in order to cause the oil to thicken 
and solidify more rapidly. 

The action of these substances is not thoroughly understood. Chevreuil 
has shown that the drying of linseed oil is caused by the absorption of oxy- 
gen, and there can be no doubt that for the most part driers act as carriers 
of oxygen to the oil, a very small quantity producing considerable effects. 

The best driers are those which contain a large proportion of oxygen, 
such as litharge, acetate of lead, red lead, sulphate of zinc, verdigris, ete. 

They are sometimes used to improve the drying qualities of the oil with 
which the paint is mixed, as explained at page 408, or they may themselves 
be ground up with a small quantity of oil and added to the paint just before 
it is used, 

Litharge, or oxide of lead, is the drier most commonly used, and is pro- 
luced in the oxidation of lead containing silver. It can be procured on a 
small scale by scraping off the dross which forms on molten lead exposed to a 
current of air. Massicot is a superior kind of litharge, being produced by 
heating lead to an extent insufficient to fuse the oxide. 

Sugar of Lead (acetate of lead) ground in oil, and Copperas and White 
vitriol (sulphate of zinc), are also used as driers, especially for light tints. 


l Dent. 2 Cresy’s Encyclopedia. 
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Oxide of Manganese is quicker in its effects, but is of a very dark 
colour, and seldom used except for deep tints. 

Japanners’ Gold Size and Verdigris (acetate of copper) are also used for 
dark colours. Care must be taken not to apply too much of the size, or it 
will make the paint brittle. 

Red Lead (owide of lead) is often used as a drier when its colour will not 
interfere with the tint required. It is not so rapid in its action as litharge or 
massicot. 

Sulphate of Manganese is the best drier for zinc white, about 6 or 8 
ounces only being used for 1 ewt. of ground zinc paint. The manganese 
should be mixed with a small quantity of the paint first, and then added to 
the bulk. If great care be not taken in mixing the drier the work will be 
spotted.} 

Sulphate of Zinc is also a good drier for zinc paint. 

Patent Driers contain oxidising agents, such as litharge or acetate of lead, 
ground and mixed in oil, and therefore in a convenient form for immediate 
use. 

There is great danger, however, in using such driers, unless they are of the 
best quality from a reliable maker. Some of the inferior descriptions depend 
for their drying qualities upon lime. 


Terebine consists of a powerful drier dissolved in spirits of turpentine ; it is used asa 
substitute for patent and other driers, and is used in the proportion of 1 oz. to 1 Ib. of 
paint. Alone it will dry in about half an hour. 

Xerotine Siccative is a species of terebine, but differs from it in that when mixed 
with oil the mixture does not become cloudy. ‘The siccative becomes dangerously ex- 
plosive when stored. 


Precautions in using Driers.—‘“ The following points should be ob- 
served in using driers :— 

“1st, Not to use them unnecessarily with pigments which dry well in oil 
colour.” 

“9d. Not to employ them in excess, which would only retard the drying” 
and tend to destroy the paint. 

“ 3d. Not to add them to the colour until about to be used.” 

“ 4th, Not to use more than one drier to the same colour.” ? 


COLOURING PIGMENTS. 


It is unnecessary to give anything like a complete list of the pigments 
used to produce the colours and tints used by the house painter and deco- 
rator. A few of the most useful may, however, be mentioned. 

It is not proposed to give a detailed description of them, but merely suf- 
ficient to distinguish those that are injurious from the others. 

Many of these colouring pigments, such as the ochres, umbers, etc., are 
from natural earths ; others are artificially made. 

They may generally be purchased either in the form of dry powder or 
ground in oil. 

Blacks.——LAaMPBLACK is the soot produced by burning oil, rosin, small coal, 
resinous woods, coal tar, or tallow. 

It is in the state of very fine powder; works smoothly ; is of a dense 


1 Dent. 2 Seddon. 


412 NOTES ON BUILDING CONSTRUCTION. 


black colour when dry, and durable, but dries badly in oil. It gives a grey. 
ish black colour to paint, as compared with the deep hue produced by veget- 
able black of good quality. 


VEGETABLE BLACK is a better kind of lampblack made from oil. It is very light, free 
from grit, and of a good colour. It should be used with boiled oil, driers, and a little 
varnish. Linseed oil or turps keeps it from drying. 

Ivory: Buack is obtained by calcining waste ivory in close vessels, and then grinding. 
It is intensely black when properly burnt. 

BONE BuAckK is inferior to ivory black, and prepared in a similar manner from bones. 

BLvuE Biack and FRANKFORT Buiaok of the best quality are made from vine twigs ; in- 
ferior qualities from other woods charred and reduced to powder. 

GRANT'S BLACK, or Bideford Black, is a mineral substance found near Bideford. It 
contains a large proportion of siliceous matter. It is denser than lampblack, but has not 
so much staining power.” 


Blues.—Proussian BLtvuE is made by mixing prussiate of potash (Ferro- 
cyanide of potasstwm) with a salt of iron. The prussiate of potash is obtained 
by calcining and digesting old leather, blood, hoofs, or other animal matter 
with carbonate of potash and iron filings. 

This pigment is much used, especially for dark blues, making purples, and 
intensifying black. It dries well with oil. 


Slight differences in the manufacture cause considerable variation in tint and colour, 
which leads to the material being known by different names—such as Antwerp Blue, 
Berlin Blue, Haerlem Blue, Chinese Blue, etc. 


InpiGo is produced by steeping certain plants, from Asia and America, in 
water, and allowing them to ferment. 

It is a transparent colour ; works well in oil or water, but is not durable, 
especially when mixed with white lead. 


ULTRAMARINE was originally made by grinding the valuable mineral Lapis lazuli. 
Genuine ultramarine so made is very expensive, but artificial French and German 
Ultramarines are made of better colour, and cheaply, by fusing and washing, and reheat- 
ing, a mixture of soda, silica, alum, and sulphur. 

It is used chiefly for colouring wall papers. 

CoBALT BLUE is an oxide of cobalt made by roasting cobalt ore. It is a beautiful 
pigment, and works well in water. 

SMALT, SAXON BLUE, and Roya BLUE are coloured by oxides of cobalt. 

CELESTIAL BLUE, or Brunswick Blue, and Damp BLUE are chemical compounds 
(containing alum and other substances), which need not be described in detail. 

BREMEN BLUE, or Verditer, is a compound of copper and lime of a greenish tint. 

BLUE OcHRE is a natural coloured clay. 


Yellows.—CuHrRoME YELLOWS are chromates of lead, produced by mixing 
dilute solutions of acetate or nitrate of lead and bichromate of potash. 

This makes a medium tint known as Middle chrome. The addition of sul- 
phate of lead makes this paler, when it is known as Lemon chrome, whereas 
the addition of caustic lime makes it Orange chrome of a darker colour. 

The chromes mix well with oil and with white lead either in oil or water. 
They stand the sun well, but, like other lead salts, become dark in bad air. 

Chrome yellow is frequently adulterated with terra alba (gypsum). 


NAPLES YELLOW is a salt of lead and antimony, supposed to have been originally made 
from a natural volcanic product at Naples. It is not so brilliant as chrome, but has the 
same characteristics, and is very difficult to grind. 
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Kinq’s YELLOw is made from arsenic, and is therefore a dangerous pigment to use in 
internal work. It is not durable, and injures several other colours when mixed with 
them. Chinese Yellow, Arsenic Yellow, and Yellow Orpiment are other names for 
king’s yellow. 

Turner's, Cassel’s, Verona, Montpellier, and Patent Yellow are all oxychlorides of lead ; 
Cadmium Yellow a sulphide of cadmium. } 


Yrettow OcureE is a natural clay coloured by oxide of iron, and found 
abundantly in many parts of England. 

It is not very brilliant, but is well suited for distemper work, as it is not 
affected by light or air. It does not lose its colour when mixed with lime 
as some other pigments do. 


Spruce OcHRE is a variety of the above of a brownish-yellow colour, 
OxrorD. OcHRE is of a warm yellow colour and scft texture, absorbent of both oil and 


water.? 
Stone OcuRE is found in the form of balls imbedded in the stone of the Cotswold 
hills. It varies in tint from yellow to brown. 


TERRA DE SrenNA, or Raw Stenna, is also a clay, stained with oxides of 
iron and manganese, and of a dull yellow colour. It is durable both in oil 
and water, and is useful in all work, especially in graining. 


YeELLow Lake is a pigment made from turmeric, alum, etc. It is not durable, and 
does not mix well with oil or metallic colours. 


Browns generally owe their colour to oxide of iron. 

Raw Umer is a clay coloured by oxide of iron. The best comes from 
Turkey. 

It is very durable both in water and in oil; does not injure other pig- 
ments when mixed with them. 

Burnt Umer is the last-mentioned pigment burnt to give it a darker 
colour. It is useful as a drier, and in mixing with white lead to make stone 
colour, 

VANDYKE Brown is an earthy mineral pigment of dark-brown colour. It 
is durable both in oil and in water, and is useful for graining. 

PureLe Brown is of a reddish-brown colour. It should be used with boiled 
oil ; and a little varnish and driers for outside work. 

Burnt Srenna is produced by burning raw sienna (see above), It is 
“the best colour for shading gold.”} 


Brown Ocure is another name for spruce ochre (see above). 

SPANISH Brown is also an ochre. 

Brown Pink is a vegetable pigment often of a greenish hue. It works well in water 
and oil, but dries badly, and will not keep its colour when mixed with white lead. 

Bistre is from wood or peat soot. Vandyke Brown, Cassel Karth, Egyptian Brown are 
bituminous earths. Asphaltwm is bitumen, and Sepia comes from the cuttle fish. Light 
Cappagh Brown or Euchrome and Deep Cappagh Brown or Mineral Brown are from bog 
earth and manganese.” 


Reds.—CarMINE, made from the cochineal insect, is the most brilliant red 
pigment known. It is, however, too expensive for ordinary house painting, 
and is not durable. It is sometimes used for internal decoration. 
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Rep Leap has already been described (see p. 406). Ground by itself in 
oil or varnish it forms a durable pigment, or it may be mixed with ochres. 
White lead and metallic salts generally destroy its colour. 

VERMILION is a sulphide of mercury found in a natural state as Cinnabar 
The best comes from China. 

Artificial vermilion is also made both in China and on the Continent from 
a mixture of sulphur and mercury. 

Genuine vermilion is very durable, but this pigment is sometimes adul- 
terated with red lead, etc., and then will not weather. 


Tests.—Vermilion can be tested by heating it in a test tube. If genuine it should 
entirely volatilise. 

Pure powdered vermilion crushed between sheets of paper should not change colour. 

Antimony Vermilion (see p. 406). 

GERMAN VERMILION is the tersulphide of antimony and of an orange-red colour. 


InpIAN Rep is a ground hematite ore brought from Bengal. It is some- 
times artificially made by calcining sulphate of iron. The tints vary, but a 
rosy hue is considered the best. 

It may be used with turpentine and a little varnish to produce a dull sur- 
face, drying rapidly, or with boiled oil and a little driers, in which case a 
glossy surface will be produced, drying more slowly. 


CHINESE RED and PERSIAN RED are chromates of lead, produced by boiling white 
lead with a solution of bichromate of potash. The tint of Persian red is obtained by the 
employment of sulphuric acid. These paints are much used for painting pillar post 
boxes. } 

Licat Rep is a burnt ochre. It shares the characteristics of raw ochres described 
at p. 413. 

VENETIAN RED is obtained by heating sulphate of iron produced as a waste product 
at tin and copper works. It is often adulterated by mixing sulphate of lime with it 
during the manufacture. When pure it is known as Bright Red.” 

‘« Special tints of purple and brown are frequently required which greatly enhance the 
value of the material. These tints should be obtained in the process of manufacture, and 
not produced by mixing together a variety of different shades of colour. When the tint 
desired is attempted to be obtained by this latter course it is never so good, and the pig- 
ments produced are known in the trade as ‘ faced colours,’ and are of inferior value.” ! 

Rosz Pryk is a chalk or whiting stained with a tincture of Brazil wood. It fades 
very quickly, but is used for paperhangings, common distemper, and for staining cheap 
furniture. 

Duron Prnx is a similar substance made from quercitron bark.! 


Lakes are made by pregipitating coloured vegetable tinctures by means of 
alum and carbonate of potash. The alumina combines with the organic 
colouring matter and separates it from the solution.® 

The tincture used varies in the different descriptions of lake. The best, 
made from cochineal or madder, is very expensive. 

The colour is not a durable one, and dries slowly. It mixes well with 
white lead, and is used for internal work. 


Drop LAKE is made by dropping a mixture of Brazil wood through a funnel on to a 
slab. The drops are dried and mixed into paste with gum water. It is sometimes 
called Brazil Wood Lake. 

ScaRLeET LAKE is made from cochineal, and so are Florentine Lake, Hamburg Lake, 
Chinese Lake, Roman Lake, Venetian Lake, and Carminated Lake. 
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Oranges.—CHROME ORANGE is a chromate of lead, brighter than ver- 
milion, but less durable. 


ORANGE OcuRE is a bright yellow ochre burnt to give it warmth of tint. It dries 
and works well in water and oil, and is very durable. It is known also as Spanish Ochre. 

Mars ORANGE is also an ochre, 

ORANGE RED is produced by a further oxidation than is required for red lead. It 
ic a brighter and better pigment.? 


Greens may of course be made by mixing blue and yellow pigments, but 
such mixtures are less durable than those produced direct from copper, 
arsenic, etc. The latter are, however, very objectionable for use in distemper, 
or on wall papers, etc., as they are injurious to health. 


BRUNSWICK GREEN of the best kind is made by treating copper with sal-ammoniac. 
Chalk, lead, and alum are sometimes added. It has rather a bluish tinge; dries well 
in oil, is durable, and not poisonous. 

Ordinary Brunswick green is made by mixing chromate of lead and Prussian blue 
with sulphate of baryta. 

MINERAL GREEN is made from bi-basic carbonate of copper. It weathers well. 

VERDIGRIS is acetate of copper. It furnishes a bluish-green colour, durable in oil 
or varnish, but not in water. It dries rapidly, but is not a safe pigment to use. } 

GREEN VERDITER is a carbonate of copper and lime. 

PRUSSIAN GREEN is made by mixing different substances with Prussian blue. 

There are several other greens made from copper, such as Brighton Green, Malachite, 
Mountain Green, Marine Green, Saxon, African, French Greens, Patent Green, etc. etc. 

EMERALD GREEN is made of verdigris mixed with a solution of arsenious acid. It 
is of a very brilliant colour, but is very poisonous, is difficult to grind, and dries badly 
in oil, It should be purchased ready ground in oil, in which case the poisonous par- 
ticles do not fly about, and the difficulty of grinding is avoided.® 

ScHEELE’s or Mitis-GREEN and VIENNA GREEN are also arsenites of copper, and highly 
poisonous. 

CHROME GREEN should be made from the oxide of chromium, and is very durable. 

An inferior chrome green is made, however, by mixing chromate of lead and Prussian 
blue as above mentioned, and is called Brunswick green, 

The chrome should be free from acid, or the colour will fade. It may be tested by 
placing it for several days in strong sunlight. 

TERRE VERTE is a natural coloured clay. 

Riyman’s GREEN is composed of cobalt and ferrous oxide of zinc. 


Uses of Pigments.—The uses for which the pigments above mentioned 
are suitable may Le classified as follows—* 

(a). More or less transparent, and fit for graining and finishing.— Blacks 
(except mineral black and Indian ink), umbers, chrome greens, cadmium 
yellow, raw and burnt sienna, ochre, French ultramarine, mars orange, bistre 
and the bituminous browns, sepia. 

(b). Little if at all affected by heat or fire—Whites, ochres, or natural clays. 

(c). Fit for fresco or distemper work.—Whites from sulphate of baryta or car- 
bonate or sulphate of lime, all the ochres, the reds, blues, browns, and blacks. 

(d). Injured by damp and impure air, especially sulphuretted hydrogen, wnjit 
to use in distemper.—White lead, all the yellows except the ochres, red lead, 
Chinese and Persian lead, Prussian and cobalt blues, orange salts of lead, 
and all greens. 

(e). Fade in strong lights—All vegetable colours more or less—including 
the yellows—Prussian blue, indigo, the peaty browns, and in less degrees the 
madders.® 
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PROPORTIONS OF INGREDIENTS IN MIXED PAINTS. 


The exact proportions of the ingredients to be used in mixing paints vary 
considerably according to circumstances. 

The composition of paints should be governed by the nature of the material 
to be painted. Thus the paints respectively best adapted for protecting wood 
and iron differ considerably. The kind of surface to be covered, 1.e. a porous 
surface, requires more oil than one that is impervious. The nature and ap- 
pearance of the work to be done. Delicate tints require colourless oil; a flatted 
surface must be painted without oil, which gives gloss to a shining surface. 
Again, paint used for surfaces to be varnished must contain a minimum of 
oil (see p. 431). The clomate, and the degree of exposure to which the work will 
be subjected; thus for outside work boiled oil is used, because it weathers 
better than raw oil. Turps is avoided as much as possible, because it evapor- 
ates and does not last ; if, however, the work is to be exposed to the sun, 
turps are necessary to prevent the paint from blistering. The skill of the 
painter also affects the composition ; a good workman can lay on even coats 
with a smaller quantity of oil and turps than a man who is unskilful; extra 
turps, especially, are often added to save labour. The quality of the materials 
makes an important difference in the proportions used. Thus more oil and 
turps will combine with pure, than with impure white lead ; thick oil must 
be used in greater quantity than thin oil. When paint is purchased ready 
ground in oil, a soft paste will require less turps and oil for thinning than a 
thick paste. Lastly, the different coats of paint vary in their composition : 
the first coat laid on to new work requires a good deal of oil to soak into the 
material ; on old work the first coat requires turps to make it adhere; the 
intermediate coats contain a proportion of turps to make them work smoothly, 
and to the final coats the colouring pigment is added, the remainder of the 
ingredients being varied as already described, according as the surface is to 
be glossy or flatted. 

Lead Paint.—Ordinary white paint is generally composed of white lead, 
linseed oil, driers, and spirits of turpentine. 

A coloured lead paint is produced by adding a pigment to the above. 

In the mixture each constituent plays a part. 

The oil soaks into the pores of the material painted, and then dries into a 
resinous compound, keeping out the air, and preventing decay. 

The drier causes the oil to oxidise and solidify more quickly. 

The white lead gives body and opacity to the mixture. It does not merely 
mix with the oil, but combines with it to form a creamy compound which 
dries into a soapy substance. 

The spirit of turpentine is merely 4 solvent added to make the paint work 
more freely ; it eventually evaporates and plays no permanent part. 

PROPORTIONS OF INGREDIENTS.—The exact proportion of the ingredients 
best to be used in mixing paints varies according to their quality, the nature 
of the work required, the climate, and other considerations. 

The composition of the paint for the different coats also varies considerably. 

The proportions given below must therefore only be taken as an approxi. 
mate guide when the materials are of good quality :— 
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TABLE showing the Composition of the different Coats of Warrr Parnr, and 
the Quantities required to cover 100 Square Yards of New Wrought 
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boiled oil. All 
4th coat . : ae 15) 3 24 0 zy | boiled oil does 
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For pure white a 
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dark. 


For every 100 square yards, besides the materials enumerated above, 24 lbs. white 
lead and 5 lbs. putty will be required for stopping (see Part II. Chap. x. 
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The area which a given quantity of paint will cover depends upon the nature of the 
surface to which it is applied, the proportion of the ingredients, and the state of the 
weather. 


When the work is required to dry quickly, more turpentine is added to all 
the coats. 

In repainting old work, the surface (after the necessary preparation, see Part 
IL.) is considered as if it were primed. Only two more coats are generally 
applied, of which the first is called the second colouring ; a fourth coat is 
seldom required. The second and third coats contain equal parts of oil and 
turps ; all the remaining ingredients are as shown in the Table above. 

For outside work exposed to the sun, the second and third coats each contain 1 
pint turpentine and 4 pints of boiled oil, the remaining ingredients being as 
stated in the Table. The extra turpentine is introduced to prevent blistering. 

In cold weather more turps is used to make the paint work freely. 


Wiite Leap Paint.—Good paint of this description should be 
made of pure white lead. If it is to be untinted, care must be 
taken to exclude any substance which will detract from the 
brightness of the white, and it must be kept in closed vessels, or 
the action of the air will give it a brown shade. 

Uses, Advantages, and Disadvantages.—White lead paint itself, 
and also as a basis for coloured paints, is one of the commonest 
and best protecting coverings that can be applied to surfaces of 
wood. Where it is exposed, however, to the fumes of sulphur acids, 
such as are evolved from decaying animal matter, in laboratories, 
and in some manufacturing towns, it soon becomes darkened by 
the formation of black sulphide of lead. It has also the disad- 
vantage of producing numbness and painters’ colic in those who 
use it. 

CoLouRED LEAD Paints are made by adding to a basis of white 
lead paint certain stainers or colouring pigments described at 
p. 411. 

These pigments should be separately ground in oil, and small 
portions carefully added to the last two coats that are applied 
until the required colour is obtained. 

A list of some of the pigments used to produce different tints 
is given at page 420. 

It is better to ascertain the proportion required by experi- 
menting at first upon a small sample. 


Where the colour is very deep, the amount of pigment becomes very large 
in proportion to the white lead ; and in some cases, as in very common black 
paint, the white lead is omitted altogether, to the great detriment of the pro- 
tecting qualities of the paint. 
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Mrxinc Leap Paint.—Dry white lead is ground by machinery 
in oil for general paints. But for hard colours and filling up 
compositions it is ground in turps with a portion of Japan gold 
size or varnish added to bind it. 

The paste is softened and made smooth by adding a smail 
quantity of oil and turps, and working it well with a palette 
knife. 

The colouring pigments, if any, are then added, and the paint 
is brought to the consistency of cream by adding more oil and 
turps. 

It is then cleared by passing it through a canvas or tin 
strainer. 

When about to be used, the paint is thinned to the consistency 
necessary to enable it to work freely, by adding more oil and 
turps, called ¢hinnings, and the driers are also added. 

If the paint is too thick, it will be difficult to work, and will 
make an uneven surface. If too thin, it will not have body 
enough, and more coats will be required. 

As the paint becomes thicker during use, or when put upon 
one side for a time, it will require further thinning, and perhaps 
repeated straining to clear it from skin and dirt. 

To prevent mixed paints from “skinning over,” or drying up, 
they should be kept constantly covered with water or with a thin 
film of linseed oil. 

InyuRiIous Errect or Leap Paint.—Lead paint produces most 
injurious effects upon those who use it. 

Entering the pores of the skin, it is absorbed by the system, 
and leads to numbness and a kind of paralysis. It also produces 
a complaint known as “ painters’ colic.” 

Zine Paint, ordinarily so called, is made with oxide of zine (see 
p. 407), instead of white lead, as a basis. 

Characteristics and Uses——Zine white does not combine with 
oil so readily as white lead. Its covering properties are therefore 
inferior, and it takes a long time to harden. 

It is acted upon by the carbonic acid in rain water, which dis- 
solves the oxide, and it therefore weathers badly. 

The acids contained in unseasoned wood have a great effect 
upon it.! 
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Zinc paint may be used without fear of painters’ paralysis, and 
as it has no smell, places in which it has been used may be occu- 
pied directly it is dry. 

“ Zine white paint when pure retains its colour well, and will 
stand washing for several years without losing any of its fresh- 
ness. When dry it becomes very hard, and will take a fine 
polish.” ? 

This paint is suitable in large manufacturing towns where it is 
subjected to vapours containing sulphur, or in places where foul 
air is emanated from decaying animal matter. ‘The zinc is not 
(like white lead) blackened by exposure to sulphuretted hydrogen. 

In such positions of course zinc paint should not be mixed 
with “patent” or other driers which contain lead. The best 
driers to be used with it are sulphate of manganese and sulphate 
of zine (see p. 411). 

Zine white is recommended as being preferable to white lead 
for painting on a dark ground. ‘The reason for this is that 
the soap formed by the combination of the lead and oil in lead 
paints is semi-transparent, and the dark ground shows through it 
Another form of zinc paint is described at page 422. 

Coloured Paints.—It has already been: mentioned that coloured lead 
paints are produced by adding a suitable pigment to a white lead paint 
until the required tint is obtained. 

It would of course be impossible to give instructions for the composition of 
the great variety of colours and tints in which paint may be required. 

A few, however, of the most common tints produced by mixing two or 
more colours may be mentioned. 

The colours used are generally divided into classes as follows :— 

Common Colours, including greys, buffs, and stone colours. 

Superior, or Fine Colours, such as bright yellows, warm tints, cloud colours, 
and common greens, 

Delicate tints, such as blue verditer, pea-greens, pinks, ete, 

The following list shows the pigments that may be added to white lead 
paint 2 to produce a few of the most frequently used compound colours. 


The same pigments, except those containing lead, may be used with a zinc- 
white basis for coloured zine paints. 


PIGMENTS FOR COLOURED PAINTs, 


Common CoLours :—Stone Colowr—Burnt umber. 
Raw umber. 
Yellow ochre. 
Drabs.—Burnt umber. 
Burnt umber and yellow ochre for a warm tint 
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Buffs—Yellow ochre. 
Yellow ,, and Venetian red. 
Greys.—Lampblack. 
Indian red—indigo—for a warm shade. 
Egyptian blue—or French ultramarine—and 
vermilion—for a warm shade. 
Brown—Burnt sienna, indigo. 
Lake, Prussian blue (or indigo)and yellow ochre 
Superior Coxours :-— Yellows. —Chrome yellow. 
G'reen.—Prussian blue, chrome yellow. 
Indigo, burnt sienna (or raw umber). 
Prussian blue, raw umber. 
Avoid arsenical greens. 
Salmon.— Venetian red. 
Vermilion. 
Fawn.—Stone ochre and vermilion. 
DeELIcATE Tints :-—Sky-blue— Prussian blue. 
Pea-green.— Brunswick green, 
French a 
Prussian blue, chrome yellow. 


SPECIAL PAINTS. 


During the last few years a great many substances have been 
proposed as bases for paint instead of white lead. 

The paints made with these substances are called by special 
names, and often have peculiar qualities which adapt them for 
use under particular circumstances. 

It would be almost impossible to give a complete list of all 
these special paints, but it will be useful to mention a few of the 
most prominent with their characteristics. 


Inodorous Paint! is mixed without any turpentine, the evaporation of 
which in ordinary paints causes a strong unpleasant smell, which in some 
people produces headache, and even more injurious effects, 

In this paint the ordinary white lead, or zine white ground in oil, “in- 
stead of being thinned with oil and turpentine, is mixed with methylated 
spirit in which shellac has been dissolved, together with a small quantity of 
linseed and castor oil.” 

“This methylated spirit evaporates very rapidly, leaving behind the shellac, 
which acts the part of the film of varnish left by the oil and turpentine in 
the ordinary method of painting, protecting the wood or stone, and at the 
same time attaching the pigment to the painted surface.” 

This paint dries very rapidly. The second coat can be applied an hour 
after the first, and three-coat work can be finished in one day, The rapid 
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drying makes it difficult to paint a large, uninterrupted surface, without 
showing marks where one portion dried before the next was commenced. 

For interior work in occupied buildings this paint has very great advan- 
tages ; also where rapidity in execution is required, but it is not so durable 
as paint mixed in oil and turps. 

“In oak graining it is desirable, perhaps better, that the varnishing coat 
should be put on as usual ; but in this case the odour arising from two coats 
of paint work is at all events avoided, and the whole is finished in a day, 
instead of lasting over two or three days.” 1 

Freeman’s “ Non-poisonous” White Lead “is prepared by grinding 
under considerable pressure a precipitated sulphate of lead with 25 per cent 
of zinc oxide, whereby the density of the mixture is greatly increased. This 
preparation possesses the advantage of a very simple and unobjectionable 
method of manufacture and of keeping its colour better than ordinary white 
lead when employed in situations exposed to air containing sulphur 
compounds, such as in railway tunnels. It is equal to the ordinary 
white lead in point of colour, and is reported to be so as regards ‘body’ 
and ‘durability,’ but this last point can only be decided after the lapse of 
sufficient time.” 2 

Charlton White is a mixture of sulphate of zinc with sulphate of baryta 
or strontia. It is more pulverulent than zine white, and more opaque. 
Requires more oil than white lead, less than zinc white. Tested for body by 
saturation with blue, it shows itself to be 60 per cent stronger than zinc 
oxide and 30 per cent stronger than genuine white lead. It must be used 
with lead, less direct, and is not affected by sulphurous vapours. In outdoor 
work it must be “bound” by varnish, and in all cases it is perfectly harmless 
to makers or users. 

Charlton Enamels are preparations of Charlton white, and gums, which dry 
with a smooth hard surface and do not crack or blister. 

Duresco is a preparation of Charlton white worked up by a process which 
is a secret. It dries out perfectly “ flatt,” is quite solid, washable, and non- 
poisonous, is much less expensive than oil paints, and more easily applied ; all . 
this makes it peculiarly valuable to internal wall decoration. 

A patent Whate Sulphide of Zinc Paint is manufactured at Liverpool by the 
Sanitary Paint Co., which consists of a mixture of sulphate of zinc and 
sulphate of baryta. . .. This paint when not properly manufactured has 
sometimes been found to become discoloured under the influence of strong 
sunlight, the dark tinge which it assumes passing off again after a few 
hours.” 2 

Griffith’s Patent White Paint is a form of zine paint which was 
introduced about 1876. Its basis, oxy-sulphide of zine (see p. 407), is said 
to be cheaper than white lead. It has 25 per cent more covering power for 
the same weight, is not poisonous, is more stable, is of a brilliant white 
colour, dense, and opaque ; does not blister or yield to heat or gas, is not 
discoloured by sulphuretted hydrogen, is neutral towards iron, and will mix 
with colours which white lead destroys. 

Albarime is a white enamel which is found to be very superior as regards 
hardness, enamel-like appearance, whiteness, and easy application ; one gallon 
will cover on an average 50 yards. 
a eee 
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Oxide of Iron Paints.—In these oxide of iron (see p. 407) forms the 
basis. They are free from injurious ingredients such as those of lead paints. 
For painting iron work they are said to be particularly suitable, on the 
ground that they do not set up any galvanic action such as is supposed to 
take place between lead paints and iron surfaces. It is very doubtful, 
however, whether any such galvanic action exists. When the surface of the 
iron is rusty, the rust becomes incorporated with the paint. 

The paint must, however, be made from the sesquioxide or red oxide ot 
iron. If made from the protoxide it is liable to rust in itself. 

The cost of good oxide of iron paints is about the same as that of lead 
paints, but in application they are cheaper, as weight for weight they cover a 
greater surface. 

1 Ib. oxide of iron paint mixed in the proportion of 2 oxide to 4 linseed 
oil should cover 21 square yards of sheet iron.! 

To ensure this power of covering a large area with a small quantity of 
paint, the ingredients should be reduced to an impalpable powder before they 
are mixed with the oil. They are ground for seven or eight hours. 

“When mixed with about one-third of white lead they form a very hard 
mastic similar to that made from red lead.” ? 

Torsay Parnt is produced from a brown hematite iron ore found in 
Devonshire. It contains from 50 to 65 per cent oxide of iron, the remainder 
being siliceous matter. 

The colour of the oxide varies from yellowish brown to red and black. 

Blue, green, and other tints are produced by adding pigments which are 
not oxides of iron, and which therefore alter the composition of the paint. 

This paint has been in use for many years, it is especially suitable for 
painting iron work, and has borne a high character for durability under 
exposure to weather and fumes of manufactories. 

An official report, quoted in the Manufacturers’ Circular, says that “ 62 
lbs. of the Torbay iron paint effectually cover as much surface as 112 lbs. of 
either white or red lead paint.” 

There are several inferior imitations of this paint. A great deal of the 
so-called Torbay paint is, however, nothing more than sulphate of baryta 
coloured with oxide of iron, whereas sulphate of baryta is never found in the 
genuine paint in any appreciable quantity. 

Buack Oxipe or Iron Parnr is made from the oxide obtained as a bye 
product in making dyes, ground in oil with about 15 per cent of terra 
alba, Paris white, or sulphate of baryta. It is said that without the 
addition of these substances the oxide of iron would set with the oil into a 
solid mass. 

This paint is used for painting shot and shell. 

Purorp’s Maenetic Parnv is made from the magnetic or black oxide of 
iron. 

Purpie Brown Oxipz is a hydrated peroxide of iron used as a basis for 
paint. 

Silicate Oxide Paint is prepared from an iron ore in Devonshire by 
the Silicate Oxide Paint Company in three colours only—yellow, red, 
and black, It contains more oxide of iron and less siliceous matter than 
the Torbay paint. 


1 Proc. Society of Engineers, 1875. 2 Seddon. 


424 NOTES ON BUILDING CONSTRUCTION. 


Titanic Paint is made by powdering a black iron ore, which contains oxide 
of iron and oxide of titanium in nearly equal proportions, mixed with other 
ores. It is said to harden without the aid of a drier, and to be particularly 
well adapted for withstanding heat. 

Anti-Corrosion Paint is a name given to different compositions, which 
consist chiefly of vil, some strong driers, and a pigment mixed with very fine 
sand. 

They are sold dry, and require only to be mixed, not ground with oil. 

They are used chiefly for external work, “lasting longer than white lead 
and costing less.” 

“The original makers of this paint are Messrs. Walter Carson and Sons, 
and if genuine, as supplied by this firm, it should consist of ground glass and 
white lead in about equal proportions. 

“The rubbish which is frequently sold as anti-corrosion has greatly injured 
the reputation which this paint at one time possessed. It can be obtained as 
low as 6s. per cwt., whilst the price of the genuine is from 22s, to 24s. It 
is not at all uncommon to find anti-corrosion containing from 35 to 45 per 
cent of sulphate of baryta, a substance which I am assured is never employed 
by the original makers.” 1 

“An anti-corrosive paint is also made of equal proportions of whiting and 
white lead, with half the quantity of sand, dust, and any required colouring 
matter. Being mixed with water, it can be used as a water colour, but is 
generally applied as an oil paint, the best oil for the purpose being 1 boiled 
to 12 of raw linseed and 3 of sulphate of lime, all by weight. One gallon of 
the oil will take 7 lbs. of the paint.” 2 

Enamel Paint consists of a metallic oxide, such as oxide of zine or oxide 
of lead, ground with a small quantity of oil, and mixed with petroleum spirit 
holding resinous matter in solution.? 

This paint can be prepared to dry either with a firm glossy surface, like 
porcelain, or with the appearance of an ordinary flatted coat. 

It can be made in any colour or tint, however delicate ; requires no oil, 
turpentine, driers, grinding, or mixing, as it is sent out ready for use. 

It is about the same price as ordinary paint, but two coats of it are said 
to be sufficient. 

This paint has been extensively employed in the metropolis, and is said 
to be particularly suitable for surfaces required to be hard and washable ; 
also for those exposed to the action of steam, acids, or alkalies, or to the 
fumes of gas (see Silicate Enamel Paint, p. 425), 

Indestructible Paint is similar to enamel paint in composition and 
characteristics, except that it contains bitumen and is made in three colours 
only—viz. bronze-green, chocolate, and black. 

Gay’s Impenetrable Paint dries quickly with hard enamel face, is very 
durable, smells less than ordinary paint, and is said to resist heat and damp 
better. It is supplied ready for use, and is familiar to all as the covering 
used for the post pillar boxes. 

Silicate Paints, made by the Silicate Paint Company, have for their basis 
a very pure silica obtained from a natural deposit in the west of England, 
This is levigated, calcined, and mixed with resinous substances? 
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These paints are stated to have no chemical action on metals, to stand 
200° heat without blistering, to set quickly and dry with a hard surface, to 
be indestructible, and, weight for weight, to cover double the surface as com- 
pared with lead paint. 

This paint is sold in the same form as lead paints, and must be used with 
special “silicate driers,” 

“The silicate paints supplied by the Silicate Paint Company are highly 
recommended by the architect of the London School Board for all internal 
work where health and cleanliness are aimed at.” 

Griffith’s Silicate Enamel Paint is stated in the patentee’s circular to 
possess the following characteristics among others :— 

It is supplied ready for use ; forms hard enamelled surfaces ; prevents the 
corrosion or oxidation of metal ; is proof against the penetration of damp ; 
dries rapidly ; is not injured by gases, fumes, hot or cold water, soap, or dilute 
acid ; requires no varnish. ; 

One coat is sufficient for waterproofing, but two or more are required to 
produce a highly-glazed surface. The bulk is about three times that of 
ordinary paint for the same weight. On metal one gallon will cover 500 
square feet ; the quantity required to cover other substances depends upon 
the porosity of the material to be covered. 

Silicate Oxide Paint is prepared from an ore in Devonshire in three colours 
only—yellow, red, and black. It contains more oxide of iron and less siliceous 
matter than the Torbay paint. 

Silicate Alumina Paint is of the same description. 

Wood’s Compo Paints “are coloured varnishes rather than paints, and 
very good for outdoor work, containing neither oil, turps, nor driers, and 
drying rapidly with a bright gloss. They neither crack nor blister in the 
sun, and one coat on bare iron, stone, or wood is equal to two of ordinary 
paints,” 2 

Szerelmey’s Compositions are as follows :—1. Stone liquid (see p. 80). 
2. Iron paints. 3. Porcelain paints, varnishes, and encaustics. 

The Iron Patnts of several colours are sold in paste, ground in oil, or 
in liquid. They are tough and elastic, and prevent or stop rust and 
corrosion. 

They dry in from 24 to 48 hours. 

One pound of the paste will cover 4 square yards, and one pint of the 
liquid 10 to 12 square yards. Two coats are generally sufficient. 

This paint was used for the iron roofs of the Houses of Parliament, and is 
applicable to dry surfaces of iron or wood. 

SzeretMey’s Liquip Enamets are sold in a liquid state, and are applied 
with a brush. 

They dry in from two to four hours. 1 lb. covers about 4 square yards. 
One coat is sufficient for iron, two are required for wood. 

They can be applied to dry surfaces of wood, iron, tin, whitewash, or 
plaster. 

Granitic Paint is said by the manufacturers to be proof against heat, wet, 
or frost; to be more durable and cheaper than lead paints; and to be 
specially adapted for painting or maxing joints in iron work. 

One ewt. of the light colour will cover from 600 to 650 yards, and one 
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ewt. of the dark colour will cover from 1000 to 1200 yards—one cwt. on 
wood, on stone or iron much more.! 

The paint is sold in powder or ground in oil; the latter only should be 
used for flatting.? 

Bituminous Paints are made from vegetable bitumen, asphalte, and 
mineral pitches dissolved in paraffin, petroleum or naphtha, various oils, and 
other substances. 

They are also “largely made from the products of coal and other mineral 
oils, 

“They have various degrees of fineness, the cheapest kinds having a great 
resemblance to tar, and they are admirably suited for painting the inside of 
pipes, or for iron work fixed under water, such as bridge cylinders and screw 
piles. 

“The fine sorts, while possessing the same properties, give a smoother 
surface, and can be used in ordinary situations, especially where water or 
foul vapours have to be resisted. 

“The price varies from 18s. to 30s. per cwt., and the paint is mixed for 
use with specially prepared mineral oil. 

“A paint made from bitumen dissolved in paraffin and linseed oils while 
in a state of great heat, is said to possess special qualities of durability, in 
that it can resist the action of ordinary detergents, and of all alkalies and 
acids. 

“When mixed ready for use this paint costs from 40s. to 60s per cwt., 
according to colour and fineness.” 3 

A paint of this kind is also made by dissolving equal parts of asphalte 
and resin in common turpentine.‘ 

Champion’s Black Paint is a compound of lampblack, mineral matter, and 
oil. 

Tar Paint.—The paint successfully used for the canvas roof over the 
tubes of the Britannia Bridge was composed as follows :—Coal tar, 9 gallons ; 
slaked lime, 13 lbs.; turpentine or naphtha, 2 or 3 quarts—the whole being 
dredged over with sand, The addition of the quicklime is indispensable to 
neutralise the free acid that exists in the tar. 

A tar paint recommended by Mr. Hurst as the best protection for iron con- 
sists of 1 gallon coal tar distilled to expel the watery vapour and naphtha, and 
afterwards mixed with 4 pint naphtha and 4 pint boiled oil. 

Orpinary Tarrine.—Boil 6 gallons Coal Tar with 1 lb. resin, 1 lb. pitch, 
and apply hot; or use Stockholm Tar, with the same proportion of pitch only, 
Yellow ochre may be added to give a brown tinge. 

Silicate Zoppisa, sold by the Granitic Paint Company, is a washable dis- 
temper made in all colours ; it is said to dry hard and flat, and to render the 
surface to which it is applied damp-proof and durable.! 

Asbestos Paints are much used for internal rough woodwork, which they 
will protect against sparks or light flames, but they cannot stand the weather. 
They are, as a rule, mixed with oil in two coats, and are thinned when 
necessary with warm water. 

One gallon will cover 150 feet two coats. 
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Asbestos Oil Paints are also made, and it is claimed that their covering 
power is greater than that of ordinary lead or zinc paints. 

One ecwt. in fact when thinned will cover 600 square yards. One cwt. 
sent out ready for use will cover 480 square yards. 

Orease’s Antiwater Enamel Paint for iron is a sort of silico-calcic cement. 
It adheres to iron fairly well, especially when the iron is nearly always sub- 
merged in water. 

Crease’s Anticorrosion isa black bitumen paint useful for coating submerged 
iron surfaces. 

Granulated Cork Paint is applied over paint to protect and roughen 
surfaces upon which the condensed moisture of the atmosphere is likely to 
deposit, such, for example, as the asphalte floors of cellars, paved ceilings and 
the girders supporting them. 

Coating floors.—For asphalte floors the composition is made and applied as 
follows :—4 parts (by weight) of Venetian red and 1 part of red lead are 
mixed into a stiff paste with Stockholm tar and well worked be aa It is 
then laid on the surface of the asphalte about 4 inch thick, and 3 of the 
granulated cork is sprinkled over the paint and pressed in with a float. In 
about 48 hours the composition is hard, and the loose cork can be brushed 
off. As the granulated surface will not withstand wear, it must be protected 
by open boardings or by gratings. 

For surfaces overhead, such as slabs or iron girders, ordinary red lead paint 
is used as a matrix for the granulated cork, which is forced into it and then 
painted over. 

Coating Iron.—(1.) The surface of the iron is prepared and coated with two 
coats of red lead or oxide of iron paint. (2.) An adhesive composition com- 
posed of the ingredients mentioned below is then applied rather more thickly 
than ordinary paint, and well sprinkled with granulated cork. (3.) After 4 
days a coat of white zine paint much thinner bas. ordinary paint is applied, 
then one coat of distemper. 

Proportions of adhesive composition to make 112 lbs :— 

White lead, 22 lbs. ; driers, 104 lbs. ; boiled oil, 33 gallons ; 
sperm yellow, 44 lbs. ; resin, 24 ibe 

Luminous Paint is a preparation of sulphide of calcium made up with 
varnish. Oil destroys its properties, and care should be taken to apply it 
only to perfectly clean surfaces free from lead paint or corrosion. 

The characteristic of this paint in presenting a luminous surface for 
many hours or even days after the source of light has been cut off is well 
known, and it is capable of various obviously useful applications. 

The action is supposed to be due to ‘‘ molecular vibration set up in the 
body by waves of light rich in actinic rays, which vibration is maintained in 
the dark, and is the cause of luminosity so long as the energy remains active 
and not absorbed.” 


VARNISH. 


Varnish is a solution of resin in either oil, turpentine, or 


alcohol. 


The oil dries and the other two solvents evaporate, in either 
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case leaving a solid transparent film of resin over the surface var- 
nished. 

In estimating the quality of a varnish the following points 
must be considered :—1. Quickness in drying; 2. Hardness of 
film or coating; 3. Toughness of film; 4. Amount of gloss; 5. 
Permanence of gloss of film; and 6. Durability on exposure to 
weather.’ 

The quality of a varnish depends almost entirely upon that of 
the ingredients it contains. 

Much skill is, however, required in mixing and boiling the 
ingredients together. 

Uses.—Varnish is used to give brilliancy to painted surfaces 
and to protect them from the action of the atmosphere, or from 
slight friction. 

Varnish is often applied to plain unpainted wood surfaces in 
the roofs, joinery, and fittings of houses, and to intensify and 
brighten the ornamental appearance of the grain. It is also 
applied to painted and to papered walls. 

In the former case it is sometimes flatted so as to give a dead 
appearance, similar to that of a flatted coat of paint. 


INGREDIENTS OF VARNISH. 


The Gums are exudations from trees. At first they are generally mixed 
with some essential oil, They are then soft and viscous, and are known as 
Balsams ; the oil evaporates and leaves the Resin, which is solid and brittle. 

Resins are often called “gums” in practice, but a gum, properly speaking, is 
soluble in water, and therefore unfit for varnishes, while resins dissolve only 
in spirits or oil.? 

Gum Resins are a natural mixture of gum with resin, and sometimes with 
essential oil found in the milky juices of plants, When rubbed up with 
water the gum is dissolved, and the oil and resin remain suspended. 

. Resins.—The quality of the resin greatly influences that of the varnish. 
The softer varieties dissolve more readily than the others, but are not so hard, 
tough, or durable. 

Common Rost or Colophony is either brown or white. The brown variety 
is obtained by distilling the turpentine of spruce fir in water ; the white is 
distilled from Bordeaux turpentine, 

The principal resins used in good work are as follows :— 

AmBER, obtained chiefly from Prussia, is a light yellow transparent sub- 
stance found between beds of wood coal, or, after storms, on the coasts of the 
Baltic. It is the hardest and most durable of the gums, keeps its colour well. 
and is tough, but difficult to dissolve, costly, and slow in drying. 
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Gum Anrimé is imported from the East Indies ; is nearly as insoluble, hard, 
and durable as amber, but not so tough, It makes a varnish quick in drying, 
but apt to crack, and the colour deepens by: exposure. 

Copa is imported from the East and West Indies aud America, etc., in 
three qualities, according to colour, the palest being kept for the highest class 
of varnish. These become lighter by exposure. 

Mastic is a resinous gum from the Mediterranean ; it is soft and works 
easily. 

Gum Damar is extracted from the Kawrie pine of New Zealand, and also 
from India. It makes a softer varnish than mastic, and the tint is nearly 
colourless. Much of the Kawrie gum is dug out of the ground. 

Gum ELEmi comes from the West Indies, and somewhat resembles copal. 

Lac is a resinous substance which exudes from several trees found in the 
East Indies. It is more soluble than the gums above mentioned. 

Stick Lae consists of the twigs covered with the gum, Seed Lac is the 
insoluble portion left after pounding and digesting stick lac. When seed lac 
is melted, strained, and compressed into sheets, it becomes Shell Lac, Of 
these three varieties shell lac is the softest, palest, and purest, and it is there- 
fore used for making lacquers. 

SANDARACH is a substance said to exude from the juniper tree. It resembles 
iac, but is softer, less brilliant, and lighter in colour, and is used for pale 
varnish, 

DraGon’s BLoop is a resinous substance imported from various places in 
dark brown-red lumps, in bright red powder, and in other forms, It is used 
chiefly for colouring varnishes and lacquers. 

Solvents.—These must be suited to the description of gum they are to 
dissolve. 

Bornine LinsEED O11 (and sometimes other oils, such as rosemary) is used 
to dissolve amber, gum animé, or copal. 

TURPENTINE for mastic, dammar, and common resin. 

Meraynarep Spirits or Winx! for lac and sandarach. 

Wood Naphtha is frequently used for cheap varnishes. “ It dissolves the 
resins more readily than ordinary spirits of wine, but the varnish is less bril- 
liant, and the smell of the naphtha is very offensive. It is therefore never 
employed for the best work.” 

Driers are generally added to varnish in the form of Litharge, Sugar of 
Lead, or White Copperas, 

The sugar of lead not only hardens but combines with the varnish. 

A large proportion of driers injures the durability of the varnish, though it 
causes it to dry more quickly. 


DIFFERENT KINDS OF VARNISH. 


Varnishes are classified as oil varnish, turpentine varnish, spirit varnish, or 
water varnish, according to the solvent used. They are generally called by 
the name of the gum dissolved in them. 


Oil Varnishes, made from the hardest gums (amber, gum 


1 Spirits of wine to which a little wood naphtha has been added to make it undrink- 
ahle, and therefore not liable to duty. 2 Holtzapffel. 
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animé, and copal) dissolved in oil, require some time to dry, but 
are the hardest and most durable of all varnishes. They are 
specially adapted for work exposed to the weather, and for such 
as requires polishing or frequent cleaning. They are used for 
coaches, japan work, for the best joinery and fittings of houses, 
and for all outside work. 

Turpentine Varnishes are also made from soft gums (mastic, 
dammar, common resin) dissolved in the best turpentine. They 
are cheaper, more flexible, dry more quickly, and are lighter in 
colour than oil varnishes, but are not so tough or durable. 

Spirit Varnishes or Lacquers are made with softer gums (lac 
and sandarach) dissolved in spirits of wine or pyroligneous spirit. 
They dry more quickly, and become harder and more brilliant than 
turpentine varnishes, but are apt to crack and scale off, and are 
used for cabinet and other work not exposed to the weather. 

Water Varnishes consist of lac dissolved in hot water, mixed 
with just so much ammonia, borax, potash, or soda, as will dissolve 
the lac. The solution makes a varnish which will just bear wash- 
ing. The alkalis darken the colour of the lac. 


Mixing Varnishes requires great skill and care. Full details of the pro- 
cess are given in Holtzapffel’s Manipulation and other works. 

Space does not permit here of more than the mention of one or two points 
that may be useful in mixing varnishes on a small scale. As a rule, it is 
better to buy varnish ready mixed when possible. 

Mixine Orn VarnisHes.—The gum must first be melted alone till it is 
quite fluid, and then the clarified oil is poured in very slowly. The mixture 
must be kept over a strong fire until a drop pinched between the finger and 
thumb will, on separating them, draw out into filaments. The pot is then 
put upon a bed of hot ashes and left for 15 or 20 minutes, after which the 
turpentine is poured in, being carefully stirred near the surface, The mixture 
is finally strained into jars and left to settle. 

Copal varnishes should be made at least three months before use; the 
longer they are kept the better they become. When it is necessary to use 
the varnishes before they are of sufficient age, they should be left thicker 
than usual.’ 

The more thoroughly the gum is fused, the stronger the varnish and the 
greater the quantity. 

The longer and more regular the boiling, the more fluid the varnish. 

If brought to the stringy state too quickly more turpentine will be required, 
which makes the varnish less durable. 

Mix1NG SPIRIT AND TURPENTINE VARNISHES simply consists in stirring 01 
otherwise agitating the resins and solvent together. The agitation must be 
continued till the resin is all dissolved, or it will agglutinate into lumps, 
Heat is not necessary, but is sometimes used to hasten the solution of the 
resin. The varnish is allowed to settle, and is then strained through muslin. 


1 Holtzapffel. 
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Miwing Turpentine Vurnishes.—In many cases the resin, such as mastic, 
dammar, or common resin, is simply mixed with turpentine alone, cold or 
with slight heat, Care must in such cases be taken to exclude all oil. 

Application of Varnish —In using varnish great care should be taken tu 
have everything quite clean, the cans should be kept corked, the brnshes free 
from oil or dirt, and the work protected from dust or smoke. 

Varnish should be uniformly applied, in very thin coats, sparingly at the 
angles. 

Good varnish should dry so quickly as to be free from stickiness in one or 
two days. Its drying will be greatly facilitated by the influence of light ; 
but all draughts of cold air and damp must be avoided. 

No second or subsequent coat of varnish should be applied till the last is 
permanently hard, otherwise the drying of the under coats will be stopped. 

The time required for this depends not only upon the kind of varnish but 
also upon the state of the atmosphere. 

Under ordinary circumstances spirit varnishes require from two to three 
hours between every coat ; turpentine varnishes require six or eight hours ; 
and oil varnishes still longer, sometimes as much as twenty-four hours. 

Oil varnishes are easier to apply than spirit varnishes, in consequence of 
their not drying so quickly. 

Porous surfaces should be sized before the varnish is applied, to prevent it 
from being wasted by sinking into the pores of the material. 

Varnish applied to painted work is likely to crack if the oil in the paint is 
not good ; also, if there is much oil of any kind, the varnish hardens more 
quickly than the paint,and forms a rigid skin over it, which cracks when the 
paint contracts. 

The more oil a varnish contains the less likely it is to crack. 

All varnishes improve by being kept in a dry place. 

One pint of varnish will cover about 16 square yards with a single coat.? 


RECIPES FOR VARNISHES. 


The following recipes give the proportions of ingredients for a few var- 
nishes in connection with house-painting :— 


Oil Varnishes.—CopaL VARNISHES.—Best Body Copal Varnish.?—Fuse 8 lbs. of 
fine African gum copal, add 2 gallons clarified oil. Boil very slowly for four or five hours 
till quite stringy, and mix with 3} gallons turpentine. 

This is used for the body part of coaches, and for other objects intended to be polished. 

The above makes the palest and best copal varnish, possessing great fluidity and plia- 
bility, but it is very slow in drying, and, for months, is too soft to polisb. 

Driers are therefore added, but they are injurious (see p. 429). 

To avoid the use of driers, gum animé is used instead of copal, but it is less durable and 
becomes darker by age. 

The copal and animé varnishes are sometimes mixed ; one put of the latter to two of 
the former for a moderately quick drying varnish of good quality, and two pots of the 
animé to one of the copal for quicker drying varnish of common quality. 

Best Pale Carriage Copal Varnish.*—Fuse 8 lbs. of second sorted African copal, add 
21 gallons of clarified oil. Boil slowly together for 4 or 5 hours until quite stringy ; add 
54 gallons of turpentine mixed with 1 Ib. dried copperas, } 1b. litharge ; strain, and 
pour off. 
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In order to hasten drying, mix with the above while hot 8 lbs. of second sorted gum 
animé, 24 gallons clarified oil, } lb. dried sugar lead, } 1b. litharge, 54 gallons of tur- 
pentine. 

This varnish will, if well boiled, dry hard in 4 hours in summer or 6 in winter. Some 
copal varnish takes, however, 12 hours to dry. 

This varnish is used for carriages, and also in house painting for the best grained work, 
as it dries well and has a good gloss. 

A stronger varnish is made for carriages, known as Best Body Copal Varnish. 

Second Carriage Varnish.—8 lbs. of second sorted gum animé, 23 gallons fine clari- 
fied oil, 5; gallons turpentine, } Ib. litharge, } Ib. dried sugar of lead, } Ib. dried copperas, 
boiled and mixed as before. Used for varnishing black japan or dark house painting.! 

Pale Amber Varnish.—Pour 2 gallons of hot clarified oil on 6 lbs. of very pale trans- 
parent amber. Boil till strongly stringy, and mix with 4 gallons turpentine. This will 
work very well, be very hard, and the most durable of all varnishes, and improves other 
copal varnishes when mixed with them ; but it dries very slowly, and is but little used 
on account of its expense.” 

White Coburg Varnish is of a very pale colour, dries in about 10 hours, and in a few 
days is hard enough to polish. 

Wainscot VaRNisH is made of 8 lbs. gum animé (second quality), 8 gallons clarified 
oil, Ib. litharge, 4 lb. sugar of lead, } 1b. copperas, boiled together till strongly stringy, 
and then mixed with 54 gallons turpentine. 

It may be darkened by adding a little gold size. 

This varnish dries in two hours in summer, and is used chiefly for house painting and 
japanning.? 

Spirit Varnishes.—CHEaP Oak VARNISH.—Dissolve 84 lbs. of clear good resin in 
1 gallon of oil of turpentine. Darken, if required, by adding well-ground umber or fine 
lampblack. ® 

Oak varnish is used for common work. It dries generally in about 10 hours, though 
some is made to dry in half the time, and known as Quick Oak Varnish ; another variety 
is called Hard Oak Varnish, and is used for seats.4 

“Copal Varnish (spirit).—By slow heat in an iron pot melt 4 1b. of powdered copal 
gum, 2 oz. of balsam of copivi, previously heated and added. When melted, remove from 
the fire and pour in 10 oz. of spirits of turpentine, also previously warmed. Copal will 
more oy melt by powdering the crude gum, and let it stand for a time covered 
loosely.” 

Waite Harp Spirit VARNISH may be made by dissolving 34 lbs. gum sandarach in 1 
gallon spirits of wine; when solution is complete adding 1 pint of pale turpentine and 
shaking well together. 

Brown Harp Spirit VARNISH is made like the white, but shellac is substituted for 
the sandarach. It will bear polishing. 


Frencu Po.isH.—The simplest and probably the best is made by dissolv- 
ing 13 lb. of shellac in 1 gallon spirits of wine without heat, 

Other gums are sometimes used, and the polish may be darkened by add- 
ing benzine, or it may be coloured with dragon’s blood. 

It is used chiefly for mahogany work, in joinery, hand-rails, etc., and is 
applied by rubbing it well into the surface of the wood, which has been pre- 
viously made smooth with sandpaper, etc. 


HARDWOOD LACQUER is made by dissolving 2 lbs. shellac in 1 gallon spirits of wine. 
It is generally used for turned articles, being applied to them with a rag while they are 
on the lathe. 

LACQUER FOR Brass.—The simplest and best lacquer for work not requiring to be 
coloured is made by dissolving with agitation 3 lb. of the best pale shellac in 1 gallon 
cold spirits of wine. The mixture is allowed to stand, filtered, and kept out of the influ- 
ence of light, which would make it darker. 

Turpentine Varnishes.—TURPENTINE VARNISH consists of 4 Ibs. of common (or 
bleached) resin dissolved in 1 gallon of oil of turpentine, under slight warmth, 
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It is used for indoor painted work, and also to add to other varnishes to give them 
greater body, hardness, brilliancy.} 

BLACK VARNISH for Metal Work.—Fuse 3 Ibs. of Egyptian asphaltum ; when it is 
liquid add 4 Ib. shellac and 1 gallon turpentine. ? 

Brunswick Black.—Boil 45 lbs. asphaltum for 6 hours over a slow fire. During the 
same time boil 6 gallons oil which has been previously boiled, introducing litharge 
gradually until stringy, then pour the oil into the boiling asphaltum. Boil the mixture 
until it can be rolled into hard pills, let it cool, and then mix with 25 gallons turpentine, 
or as much as will give it proper consistency.? 

Varnish for Iron Work.—The following is recommended by Mr. Matheson as very 
effective :—30 gallons of coal tar, fresh, with all its naphtha rétained ; 6 lbs. tallow; 
14 1b. resin; 38 lbs. lampblack ; 30 lbs. fresh slaked lime, finely sifted—mixed inti- 
mately and applied hot. ‘When hard, this varnish can be painted on by ordinary oil 
paint if desired.” 

Crystal Varnish consists of melted Canada balsam thoroughly mixed with an equal 
quantity of oil of turpentine. A coating of it will convert good thin paper into tracing 
paper. 

Water Varnish.—Light Colowred.—Mix 16 oz. ordinary water of ammonia with 7 
pints water, 2 oz. pale (or white) shellac, and 4 oz. gum arabic. 

Ordinary.— Mix 6 oz. borax, 2 1b. shellac, and 4 oz. gum arabic with 1 gallon water. 

Varnish for Paper consists of 4 lbs. of dammar dissolved in 1 gallon of turpentine, 
with moderate agitation or gentle heat. It is suitable for paperhangings and similar 
purposes. ? 


Japanning consists in applying successive coats of japan, ie 
ordinary lead paint, ground in oil and mixed with copal or animé 
varnish. ach coat is dried in turn at the highest temperature it 
will bear without melting. The surface is then treated with from 
two to six coats of the best copal or animé varnish without 
driers. 

Common so-called japanned work is not dried by heat, but 
merely painted and varnished. 

Proper japanning will stand a very high temperature, and may 
therefore be used for baths and other metal work subject to con- 
siderable heat. 

Stains are liquid preparations of different tints applied to the 
carefully-prepared smooth unpainted surface of common light- 
coloured wood, such as fir, in order to give it the appearance of 
more rare and highly coloured woods, such as rosewood, maho- 
gany, walnut, etc. 


Inquid Stains are prepared in all colours to imitate different woods, such 
as rosewood, walnut, ebony, oak, maple, etc., and sold in powder, or in the 
liquid state ready for immediate application. 

The powder is dissolved in hot water before use. 

The liquid stain or the solution from the powder is laid on plentifully with 
a brush or sponge in one or two coats according to depth of tint required. 

When the wood is thoroughly dry it must be twice sized with a very strong 
solution of size, and then varnished. 
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When stains ready prepared are not procurable, they may be made without much 
difficulty. 

The following are a few receipts :— 

Mahogany Stain.—A thin mixture of burnt sienna ground in vinegar may be used, 
grained and shaded while wet with the same, thickened with more sienna, ! 

Black Walnut.—Same as above, but using burnt umber.’ 

Walnut Stain —Boil together for ten minutes 1 quart water, 1} oz. washing soda, 
24 oz. Vandyke brown, } oz. bichromate potash.* 

Oak Stain.—Dissolve 2 oz. of American potash, 2 0z. pearlash, in about a quart of 
water ; keep corked, and dilute with water for lighter tints. 

Black Stain.—Boil 4 1b. logwood in 2 quarts water, add 1 oz. pearlash, and apply 
hot; then boil 4 1b. logwood in 2 quarts water, add 4 oz. verdigris and $ oz. copperas ; 
strain, put in } lb. rusty filings ; with this apply a second coat. 

Red Stain.—Use a solution of dragon’s blood in spirits of wine. 


Wash for Removing Paint.—Dissolve 2 oz. soft soap, 4 oz. potash, in 
boiling water, add 4 lb. quicklime. Apply hot, and leave for twelve to 
twenty-four hours. This will enable the old paint to be washed off with hot 
water. 

This is a quicker and neater process than either burning or scraping off 
(see Chap. x., Part IT.). 

Cleaning Old Paint is effected by washing with a solution of pearlash in 
water. If the surface is greasy it should be treated with fresh quicklime 
mixed in water, washed off, and reapplied repeatedly. 

Extract of Lethirium is a ready-made preparation which removes old 
paint very quickly. 

For this purpose the pure extract must be thinly brushed over the surface 
twice or thrice. 

To remove a single coat of paint the extract is diluted with thirty times its 
bulk of water 

To clean painted surfaces it is diluted with 200 or 300 parts of water. 

The extract must be carefully washed off with vinegar and water before 
laying on another coat of paint. 

Marvel Fluid is another patent preparation for washing off old paint. 

Mordant to make paint adhere to zinc surfaces is composed as follows :— 

Soft water, 64 parts. 

Chloride of copper, 1 part. 

Nitrate of Se gs 

Sal-ammoniac, 1 
Hydrochloric acid, 1 
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CHAPTER VII. 


GLASS. 


General Remarks.—Glass of the kind used in buildings is a 
mixture of pure sand, soda, and chalk, with a proportion of broken 
glass,’ etc. These are melted together at a very high temperature, 
and brought by different processes into convenient forms for use. 

It is not of importance to the engineer or builder to know the 
exact nature or proportion of the constituents in different kinds of 
glass, as he can never be called upon to make these for himself. 
A knowledge of the processes involved is useful only so far as it 
enables him to distinguish one kind of glass from the other. 

The different varieties of glass in ordinary use will now be men- 
tioned in turn, with brief notes as to the qualities sold and the 
purposes for which they are used. 

Before considering the various descriptions of glass used by the 
builder, a few points may be noticed which are common to all 
kinds of glass. 

Large panes are more expensive than small ones, as it is more difficult to 
preserve the entire sheet of glass in making, whereas the smaller panes can 


be cut from what is technically called “‘ breakage.” 
An extra price is charged for moderate curves in one direction, and further 


1 The following are the proportions (roughly) for a few different kinds of glass :— 


PERCENTAGE IN 


Manganese . 


Common Crown Plate | 
Glass. Glass. Glass. 
Fine white sand . 60 38 40 
Sulphate of soda. 20 19 13 
Chalk | 20 5 | u 
Broken glasy . | 38 40 
| 
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extras on double curves ; also for obscuring, polishing, and grinding sides o1 
edges. 

All glass differing from that in ordinary consumption, however trifling the 
difference, is also charged extra, The extra labour and risk in carrying out 
exceptional work is charged for. Triangular and other irregular shapes are 
charged as square—ze. the area measured is that of the circumscribed rect- 
angle. 

The various descriptions of sheet glass are identified by their weight per 
foot superficial in ounces, 

The different descriptions of rolled glass have their thickness stated in 
fractions of an inch, 

In bending rolled plate the smooth side is outside unless ordered to the 
contrary. 

In fixing glass those varieties, such as crown glass, that are slightly convex, 
should have the convexity outwards, 

In the case of glass having only one smooth side, it is generally recom- 
mended that the smooth side should be placed outwards. It is better, how- 
ever, to place the rough side outwards, for the rays of light are then retained 
and the surface appears flat ; if the smooth side is outwards, the rays are 
reflected, and the slightest undulation in the glass is easily perceived. 

Crown Glass is made as follows:—A blowpipe is dipped into melted 
glass, which is then blown into the form of a large globular bottle, A rod 
tipped with a blob of hot glass is so placed that the blob or “ punty” sticks 
to the centre of the bottom of the blown globe. The globe is then detached 
from the blowpipe, heated, and rotated vigorously until it whirls out by cen- 
trifugal force into a flat disc or “ table,” having a blob or “bullion” of glass 
in the centre. 

It will be seen that this process of manufacture tends to make the disc 
gradually thicker from the circumference to centre. In cutting the disc into 
panes the boss in the centre must be avoided, so that there is a good deal of 
waste. 

The area of panes that can be produced from a table varies according to 
circumstances. 

Of course the centre bullion must be cut out in a small pane. This pane 
varies in size from 5 to 10 inches square, and is often used for stables or very 
common cottages. Lately, however, such panes have been in demand for use 
in better houses built in the Queen Anne style of architecture. 

If the remainder of the table be cut into panes of the most advantageous 
size to produce a maximum quantity, it may yield about 13 feet superficial. 
But if the panes are cut as required, they will amount to only 10 or 11 
square feet. The largest “ squares” produced are about 33 x 25 inches, 


The portion containing the bullion cannot be flattened; the smaller halves of the 
disc (which do not include the boss or “ bullion’’) may be flattened, if desired, at an 
extra cost, so as to correct the slight convexity that exists in the tables. 

Market Forms.—Crown glass is sold in crates of tables, 7.¢. half discs ; crates of slabs, 
flattened or unflattened ; and in squares, 7.e. rectangular pieces cut to various dimen- 
sions. 

Thicknesses.—There are two thicknesses— 

The usual, about zyth inch thick, and weighing some 10 oz. per square foot ; and the 
extra, about 7th inch thick, and weighing some 16 oz. per square foot. 

The Quantity in Crates varies according to the thickness and kind of glass, and is 
shown in the following Table :— 
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Usual Thickness. Extra Thickness 


Crate of Tables} 18 Tables, averaging 53 inches| 12 Tables, averaging 52 inches 
diameter. diameter. 


in extreme { 223 _,, in extreme 4 223 _,, 


Crate of Slabs | 36 Slabs, averaging ( 24 inches. | 24 Slabs, averaging (24 inches. 
width ell cp width 214 ,, 


The extreme widths of slabs given as 214, 223, 24, etc., refer to the distance from the 
line where the disc is cut in two to the farthest point of the circumference. Extra 
sized slabs, flattened and unflattened, are made in 12 sizes, each increasing 4 inch in width 
from 24% to 30 inches. 

Sizes.—The maximum area of the squares kept in stock is 5 superficial feet. 

Qualities. —There are four qualities classed as mentioned below, which may be used 
where comparatively small panes or squares are required. 


Picture qualities. 2 These may be used for pictures, or for the very best window 


glazing. 
Glazing qualities. Best. For the best class of dwelling-houses. 
Seconds. ps second ,, is 
Thirds. sy RU DIRG ts 


” 
Fourths, or coarse, for agricultural cottages. 


Characteristics, —Crown glass is said to be more free from colour than 
sheet glass, and it has a finer surface, as it does not come into contact with 
any other substance during the process of manufacture ; but it is being rapidly 
superseded by the latter, in consequence of the demand for large sizes, and 
some of the principal manufactories have ceased to make crown glass alto- 
gether, 

Unflattened glass, ‘‘ unless specially selected, is so much curved as to neces- 
sitate cutting the sash bars, or using a large amount of putty.” 

Sheet Glass is first blown in the form of a large hollow cylinder. The 
ends of the cylinder are then cut off, and it is split down one side with a 
diamond, after which it is placed in a flattening kiln, where, under the influ- 
ence of heat, it opens out into a flat sheet, which is carefully annealed 
and then cooled very gradually. 


Qualities. —The qualities of sheet glass are as follows, and may be used for the pur. 
poses mentioned :— 


A. For pictures (the best). 
B. Do. (ordinary). 
Best. For the best glazing in first-class dwelling-houses. 


Seconds. Good glazing. 

Thirds, Ordinary glazing. 

Fourths. Coarse. Unfit for most purposes. The supply is limited. 

The different classes may be used for the same purposes as the corresponding qualities 
of crown glass, as given above, but are available for large panes. 

Thickness and Weight.—The following are the weights of glass made, and the thick 
nesses which correspond to the respective weights :— 
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Thickness in 
Weight. inches. 


15 ounce? 


of ole eH Ol, oh oh 


Every yy inch adds 18 oz. to the weight per foot superficial. 
Sizes.—The largest sizes which, for all practical purposes, are made in the various 
substances of sheet glass are as follows :— 
ae ee Moet te a MO SI eS Nee Hie eae ee eee NTN 


Weight per foot} Maximum Maximum Maximum 
superficial in length. width. area in feet 
ounces, Inches, Inches. superficial. 


55 13 
85 


It will be understood that the size is governed by the maximum area. A sheet may 
be of the maximum length or of the maximum breadth, but no combination of length 
and breadth must exceed the area given in the last column. 

The usual stock sizes of sheet glass are from 48 inches x 84 inches up to 50 inches x 
36 inches, Any size above these comes under a special tariff of prices. 

The variation of price, according to weight per foot superficial and size, is given in the 
ordinary builder’s Price Books. 

Market Forms.—Sheet glass is generally sold in crates. The number of sheets in a 
crate varies according to the thickness of the glass, and is as follows :— 

15 oz. glass é 40 sheets 
Py Camere 2 : : 34 (Cs, } of stock sizes. 
ONDE THe a ; A 7x) ae 


Characteristics,—Sheet glass has a somewhat duller surface than crown 
glass, but can be made thicker and to yield larger panes. 

CyLInDER Grass, German Pirate Gass, and Britis SHEET Gass, 
are various names given to sheet glass, 

Fiurep Surrt Guass is of a wavy section, having flutes or corrugations 
on both sides, 

The sizes kept in stock do not exceed 13 feet in area, or 55 inches in 
length, or 38 inches in width. It is not advisable to make fluted sheets 
larger than this, but, if ordered, they can be made of the same size as ordi- 
nary sheets, 


1 This glass, though sold as 15 oz., generally weighs 16 oz. per foot superficial, and 
is y, inch in thickness. 
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This glass is used in situations where it is necessary to secure privacy, 
without so much obstruction to light as is offered by obscured glass. 

Parent Piate GLass, or Blown Plate, is made by polishing sheet glass on 
both sides. 

It must not be confounded with British plate glass, which is a better and 
more expensive material. 

Patent plate may be distinguished from British plate by the bubbles in the 
glass, In the former case these are elongated and irregular, in consequence 
of the glass having been blown after the bubbles were formed. In British 
plate the bubbles are circular. The surface of the patent plate is also more 
wavy than that of British plate.’ 


Qualities.—Patent plate is made in the three qualities which are respectively used for 
the purposes mentioned below. 

Best. B, For engravings or very good glazing. 

Second. O, For good glazing. 

Third. COC, For ordinary glazing. 

Colowr.—Messrs. Chance of Birmingham make each of the qualities above mentioned 
in two colours—the Usual (or Crystal), and the Extra white. The usual is the better 
for glazing, as it is harder, more lustrous, and less liable to be scratched in cleaning. 
The extra white is better for engravings and water-colour drawings, etc. 

Thickness and Weight.—Each quality (with the exception stated in Table) is made in 
the following gradations of thickness and weight, identified as Nos. 1 to 4 :— 


EW ise Ss BRU TSS IE ee 


| | 
Average weight 


Average “ 
; S. per foot Remarks. 
thickness: superficial. 

No. 1] 2 inch 13 ounces | Extra white is made 
‘ in Nos. 1 and 2 

No.2) tz » a thicknesses only. 

No. 3 to ” 21 ” 

No. 4| } to $ in. OA es 


Lee 


Sizes.—The squares kept in stock do not exceed 10 or 12 feet in area, the length 
being not greater than 50 inches, or the width than 36 inches. 


“ Flattened sheet glass and patent plate should be cut with the convex 
side of the air bubbles downwards, or it will be liable to crack starwise, and 
it should be glazed with the convex face outwards, or it will present the 
appearance of being hammered on the face.” * 

British Plate Glass, ordinarily known as Plate Glass, is made by pouring 
white-hot glass on to an iron table, and rolling it out under a heavy metal 
roller. 

The surface is either left rough, or polished, or indented by a pattern cut 
upon the surface of the table. The several varieties of plate glass differ 
from one another according to the nature of the surface thus formed, and 
are named Rough-cast Plate, Rolled Plate, or Polished Plate, accordingly. 

Advantages. —All plate glass has the advantage of being strong. If of 
sufficient thickness it keeps out the cold, and, moreover, is a “ preventive to 
robbery, as it will not yield to the diamond and allow of being noiselessly 


a 
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removed.” Other advantages are possessed by the different descriptions 
according to the nature of their surface, 

Roveu-cast Prats, or Rough Plate, is the glass cast as above described 
and rolled upon a smooth iron table, 

One side has a wavy but polished appearance ; the other side is also wavy 
but dull. 


Quality.—This is the cheapest plate glass made, and there is only one 
quality. 


Size and Thickness.—The plates kept in stock range as high as those containing 60 
superficial feet. 


The thicknesses made are }, 3, 4, 3, and 1 inch. 


Uses.—Rough plate may be used in all situations where a certain amount 
of light is required, combined with strength—such as lights in pavements, in 
risers to steps, in windows close to the ground, etc. ete. 

Rouen Rotiep Puare, or Rolled Plate, is made after the patent of 
Messrs. Hartley and Co,, Sunderland, and is often called Hartley's Rolled Plate, 
or Hartley's Patent Rough Plate. 

The melted glass is rolled as before, but upon a table having lines, or, in 
some varieties, flutes, cut upon its surface. 

Glass of this description is wavy, but smooth on one side ; the other side 
being marked with parallel ridge lines, or with flutes. 

Rough rolled plate is divided into 

Plain, which has very narrow parallel ridge lines close together. 

Fluted.—Small, with about 11 flutes to the inch. 

Large, with about 4 flutes to the inch. 


Sizes. —Those kept in stock range as high as 30 feet in area, the length not exceeding 
110 inches, or the width 36 inches, 
Thickness.—Both plain and fluted (large and small) are made in the following thick- 


nesses :—4, 7, $, 8 inch. The 3 thickness weighs about 2 lbs. per square foot, and the 
other thicknesses in proportion. 


Uses.—This glass is suitable to any position where coarse, strong, trans- 
lucent material is required. The light is admitted without scorching or 
glare. 

It is used for skylights, conservatories, cupolas, roofs of all kinds (the large- 
fluted form in especially large roofs). It is also used for the windows of 
railway stations, factories, etc, 

British PoutsHep Piare Guass is made from material of a superior 
description, cast and rolled in the same way as rough plate, and then care- 
fully ground down to a plane surface, and polished on both sides, 


Qualities.—There are three qualities :— 
Ordinary glazing 
Best glazing 
Silvering quality for looking-glasses. 

Lhickness.—The usual thickness of polished plate glass is about } inch, but special 
thicknesses are made as follows :—,8,, 3, 8, 3, 4, 1 inch. : 

Size.—The plates kept in stock (4 inch thick) range as high as 100 feet superficial ; 
larger plates, or plates exceeding 160 inches long, or 96 inches wide, are charged an extra 
price. 

The limit of area for special thicknesses is as follows :— 


for windows, etc. 


Thickness (inches) . . . eb i 
Maximum area in square feet , s : 25 50 50 40 20 20 
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Uses.—Polished plate is used for large windows and glass doors in the 
best houses, It has all the advantages of other thick plate glass, and in addi- 
tion is very clear and colourless, and transmits a large proportion of light, 
When scratched on the face it can be repolished. 

Patent Diamonp Rcvteu Puate Guass has one side smooth but slightly 
wavy ; the other side with a raised oblique lozenge-shape pattern filled in 
with narrow ridge lines, 

Patent QuarRRY RoveH Puiate Grass is similar to the above, but the 
pattern is larger to imitate the quarries or small panes used in leaded quarry 
work, 


There are two sizes, the measurement of the quarries, from point to point, both ways 
being as follows :— 
Large size, 6 x 4} inches, 
Small ,, 3x2 ,, 
The large size is used for churches, chapels, etc.; the other for schools, staircase 
windows, waiting rooms, etc. etc. 


In glazing, the smooth side of the glass should be inside, 

Perforated Glass.—Patent rough plate 4 and } inch thick, and 26 oz 
sheet glass, are both made in panes containing up to 8 feet superficial. The 
perforations run across the width of the pane, and are useful for purposes of 
ventilation. 

“There are two kinds of perforated glass: one having the perforations 
manufactured in the glass, the other having them afterwards cut. The latter 
is the best, as the former break very readily.” } 

Cathedral Glass is generally rolled or sheet glass of a neutral tint. 
It is much used for ecclesiastical work. 

Patent Rolled Cathedral is a species of thin rolled plate § inch thick, wavy 
on both sides, and tinted ; and rolled white cathedral is of the same colour 
as ordinary glass without the lines, 

Sheet Cathedral is also tinted and used for the same purposes. One variety 
has sand thrown upon its surface when hot, so that it fuses in, giving an 
appearance which is useful for artistic purposes. This is known as Sanded 
Sheet Cathedral. 

Ground Glass, or Obscured Glass, has one side covered with an opaque 
film, formed either by grinding the surface or by melting powdered glass 
upon it. 

The names for this glass seem to be used indiscriminately, without reference 
to the process by which it is made. Such glass is useful wherever light is 
required without transparency. 

Enamelled Glass is obscured in parts to a design which is stencilled 
upon it. Powdered glass, or enamel, is placed so as to form the pattern, and 
is then fluxed in by heat as before. 

STAINED ENAMELLED Guass is made as follows:—The whole is first 
covered with enamel ; the parts to be coloured are rubbed off with the aid of 
stencil plates, and then treated with chemical substances ; these, when sub- 
jected to the heat of the kiln, produce the colour required. 

Embossed Glass is also obscured in parts so as to form a pattern, as fol- 
lows :—The design is drawn or stencilled on the glass to be enamelled, 
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and the remainder of the surface covered with Brunswick black. The 
whole is then covered with fluoric acid, which eats into the unprotected 
portions, obscuring them in the form of the pattern drawn. 

Coloured Glass can be made in every variety of tint by adding metallic 
oxides and other substances to the materials before fusion. 

FniasHep Cotours are those in which plain sheet glass is covered on one 
side only with a thin layer of coloured glass. 

Designs may be formed in this glass by eating off the coloured layer, where 
it is not required, with fluoric acid. 

Por Merats are those in which the glass is coloured throughout its thick- 
ness. 

Special kinds of Glass are made for painted windows and other work of an 
artistic kind, but the description of such glass falls outside the scope of these 
Notes. 

Glass Tiles are made both in rough plate and sheet glass, either plain, 
fluted, or to correspond with the various-shapes of earthenware tiles, so as to 
be worked in with them in roofs, and admit light without the expense of 
skylights, etc. 

Glass Slates are also made both in rough plate and in sheet glass: the 
former in thicknesses from 4 to } inch ; the latter of glass varying from 16 te 
32 oz. The areas of the glass slates correspond with those of ordinary build- 
ing slates as given at p. 27. 

Wire-rolled Glass is manufactured about } inch thick, with a wire mesh 
embedded within the thickness of the glass, which can be obtained plain on 
one side and fine-lined on the other, with varying dimensions of mesh. The 
additional strength imparted by the wire is of value in the event of fracture 
of the glass by hail or otherwise. 

Interception of Light by Glass.—The effect of different descriptions of 
glass on the diminution of light has been shown by experiment’ to be as 
follows :— 

British polished plate } inch thick intercepts 13 per cent of the light. 
Rough-cast plate : s 30 as 
Do., rolled, four flutes to an inch % 53 a 
Sheet glass, 32 oz. 22 cj 
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PAPERHANGING. 


ALL papers may be divided into three classes :— 
ComMon oR PuLp Papers, in which the ground is tbe natural colour 
of the paper as first made, the pattern being printed upon it. 

Satin Papers, of which either the whole ground, or the pattern, or both, 
are of a polished lustre, having somewhat the appearance of satin. They are 
made by painting the paper over with the required colour, mixed with 
Spanish white, etc., after which it is polished with a burnisher, Or the 
colour is mixed with plaster of Paris, laid on, sprinkled with powdered French 
chalk, and then rubbed over with a hard brush to give the appearance of 
satin. 

Satin papers are very susceptible to damp, even from the paste used in 
hanging them ; they require to be hung with care, on dry walls, and should be 
protected by a lining paper. When once hung, if thoroughly dry, they can 
be kept clean for a long time, as the smooth surface of the paper prevents 
dust and dirt from adhering to it. 

Frock Papers, the design on which is formed by the adhesion of flock 
sheared off from the surface of woollen cloth. The pattern is first printed 
on the paper in size, next in varnish, the flock is then thickly sprinkled on, 
and adheres to the varnish, thus forming the pattern. 

Printing —The pattern on the best papers is printed from wood blocks. 
The position of each block is guided by four pins in its corners, and a sepa- 
rate block is required for each colour. 

Wall papers are printed also in large quantities, and very cheaply, by 
machinery, the patterns being engraved on metal rollers, one for each colour 
required, and printed on continuous bands of paper several hundred yards 
long. 

Machine-printed papers are inferior to those printed by hand; the colours 
of the former often wear off from not being properly set. 

Some of the common grained, marbled, and granite papers are roughly 
coloured by hand, and elaborate papers of the highest class have to be painted 
by artists. 

Distinction in Appearance between Different Classes of Paper.— 
Pulp papers can easily be distinguished from others, as the back is of the 
same colour as the ground of the front. 

Hand-printed papers can be distinguished from those that are machine- 
printed, as the former retain the marks of the pins used as guides for the 
position of the wood blocks, 
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Market Forms.—Wall papers are sold by the prece, except in the case of 
borders, which are sold by the yard, or dozen-yards run. 

The price varies according to the description and quality of the paper, and 
the nature of the pattern, an extra being charged for every additional colour 
included. The introduction of gold or silver in the pattern also enhances. 
the price considerably, in proportion to the amount used. 

Down each side of the paper is a blank margin about 4 inch wide. In 
hanging good papers both these margins are cut off, and the adjacent pieces 
are placed edge to edge. In common papers, however, only one margin is 
cut off, and the cut edge of one piece of paper overlaps the margin of the 
adjacent piece. 


ENGLISH PaPERS.—In these each piece is generally 12 yards long and 21 inches wide. 
It therefore contains 7 square yards. 

After the margins are removed the paper is 20 inches wide. 

Each yard in length of the paper then contains 36 x 20 inches = 5 feet superficial, and 
each piece 12 x 5 = 60 feet superficial. 

The number of pieces of paper required for a room is therefore equal to the number of 
superficial feet to be covered divided by 60. 

An allowance of from 4 to ro must, however, be made for waste. This allowance is 
greater for good papers and large patterns than for common papers and small patterns, 

Some manufacturers make papers of special widths differing from those mentioned above. 

FRENCH PaPERS are made in pieces containing 44 square yards. The length and 
breadth of a piece vary considerably, according to quality, but they often run about 9 
yards long and 18 inches wide. 

BorDERS are sold in pieces containing 12 yards, technically known as dozens. 


Lining Paper is common uncoloured paper placed under the better classes 
of paper, in order to protect them against damp and stains from the wall 
below, and to obtain a smoother surface to work upon. 

Colours.—The colouring pigments used for wall papers are as a rule harm- 


less, being pretty much the same as those given at page 420. 

Some of the white grounds contain, however, a proportion of white lead, 
and in some red papers arsenic is used to fix the dye.! Papers containing 
green are as a rule very objectionable, because they are often coloured with 
pigments containing arsenic, mercury, copper, arsenite of copper (Scheele’s 
green), and other deleterious substances. These fly off in the form of dust, 
and may poison the occupants of the room in which the paper is hung. 


“Green is by no means the only dangerous colour, others are fully as harmful. Blue, 
mauve, red, and brown have been found to contain great quantities of arsenic, Even 
the delicate French greys yield it very considerably.” 2 

** Arsenic is often found to the extent of from 6 to 14 grains to the superficial foot of 
wall; and Dr. A. §. Taylor has stated that he found some deep green papers which 
contained from 20 to 70 grains per superficial foot.” 

Lest for Arsenite of Copper.— The presence of arsenite of copper in a sample of such 
paper is readily proved by soaking it in a little ammonia, which will dissolve the arsenite 
of copper to a blue liquid, the presence of arsenic in which may be shown by acidifying 
it with a little pure hydrochloric acid and boiling with one or two strips of pure copper, 
which will become covered with a steel-grey coating of arsenite of copper. 

“On washing the copper, drying it on filter paper, and heating it in a small tube, the 
arsenic will be converted into arsenious acid, which will deposit in brilliant octahedral 
crystals on the cool part of the tube. It is obvious that, to avoid mistakes, the ammonia, 
hydrochloric acid, and copper should be examined in precisely the same way, so as to 
render it certain that the arsenic is not derived from them.” 4 
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Lincrusta Walton isa mixture of boiled linseed oil with dryers and fibre 
rolled on to a textile material and subjected by machinery to pressure, 
under which designs are formed upon it in relief. 

It is made in lengths like wall paper, and in five colours—green, drab, red, 
brown, and buff. 

The surface is hard, and can be washed or scrubbed without injury. It ia 
a non-conductor of heat, and very durable. 

It is fixed to walls by a thick mixture of 4 glue to # paste. Where the 
wall is very damp it should receive two coats of lincrusta varnish before the 
material is hung—and if the weather is cold the lincrusta should be put ina 
warm place before it is used, as it will then hang better.1 

Damp Walls should be covered with a thin sheet of some waterproof 
material before the wall paper is hung. 

Thin sheet lead, tinfoil, indiarubber, gutta percha, and thick brown paper 
have all been used for this purpose, the metals being the best but most 
expensive. The foil is made so thin that it may be fastened to the wall with 
paste. 

Varnishing and Painting Wall Papers.—Wall papers (except the most 
delicate) may be finished with good copal varnish over two coats of size, or 
they may be bought ready varnished. 

Flock papers may be painted (after well sizing) when they become shabby. 
In some cases they have a roller covered with wet paint passed over them, so 
that the raised pattern only receives the paint. 

Washable Paperhangings, made by Messrs. Wilkinson and Son, of 
London, are said to become as hard as stone when hung, to withstand wash- 
ing, and to be non-absorbent of the contagion of infectious disorders. 

Such papers would of course be better than those of the ordinary descrip- 
tion for a sick room. ‘The walls of hospital wards, however, are generally 
rendered in cement, and brought to a highly polished non-absorbent surface, 
thus avoiding the use of paper altogether. 

Paperhanging.—The points to be attended to in hanging wall papers 
have been mentioned in Part II. 

Expensive papers require to be hung with the most skill and care, At the 
same time, common papers are more difficult to hang well, as they are very 
apt to tear with their own weight when saturated with paste. 

In hanging flock or other thick papers, the paste should be applied some 
time before they are hung, in order that it may soak well into them, 

The ceilings should be finished before the paperhanging begins. 

Uses,—Wall papers are intended chiefly for ornament; they relieve the 
bareness of the walls, and give the room a bright cheerful appearance. 

A plain white paper may sometimes be applied with advantage to ceilings, 
especially where, from want of stiffness in the floor above, or from seme 
defect in the plastering, the ceiling is inclined to crack. 
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CHAPTER IX, 


MISCELLANEOUS. 


HIS Chapter will include the description of a few materials 
which could not be conveniently brought under any of. the 
heads comprised in the former chapters. 


GLUE. 


Glue is prepared from waste pieces of skins, horns, hoofs, and other animal 
offal. 

These are steeped, washed, boiled, strained, melted, reboiled, and cast into 
square cakes, which are then dried. 

The strongest kind of glue is made from the hides of oxen; that from the 
bones and sinews is weaker. The older the animal the stronger the glue. 

Characteristics of Good Glue—Good glue should be hard in the cake, of a 
strong dark colour, almost transparent, free from black or cloudy spots, and 
with little or no smell. 

The best sorts are transparent, and of a clear amber colour. 

Inferior kinds are sometimes contaminated with the lime used for removing 
the hair from the skins of which they are made, 

The best glue swells considerably (the more the better) when immersed in 
cold water, but does not dissolve, and returns to its former size when dry. 

Inferior glue, made from bones, will, however, dissolve almost entirely in 
cold water. 

Preparation of Glue.—To prepare glue for use it should be broken up into small 
pieces, and soaked in as much cold water as will cover it, for about twelve hours. 

It should then be melted in a double glue pot, covered, to keep the glue from dirt. 
Care must be taken that the outer vessel is full of water, so that the glue shall not burn, 
or be brought to a temperature higher than that of boiling water. 

The glue is allowed to simmer for two or three hours, then gradually melted, so much 
hot water being added as will make it liquid enough just to run off a brush, in a continu- 
ous stream, without breaking into drops. 

When the glue is done with, some boiling water should be added to make it very thin 
before it is put away. 


Freshly made glue is stronger than that which has been repeatedly 
remelted, ‘Too large a quantity should not therefore be made at a time. 

‘Glue may be freed from the foreign animal matters generally in it by softening it in 
cold water, washing it with the same several times till it no longer gives out any colour, 


then bruising it with the hand and suspending it in a linen bag beneath the surface of a 
large quantity of water at 60° Fahr.” 
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By doing this the pure glue is retained in the bag, and the soluble impurities pass 
through. If the softened glue be heated to 122° without water, and filtered, some other 
impurities will be retained by the filter, and a colourless solution of glue obtained.* 


Uses, —Glue is used chiefly by the joiner for joints, veneering, etc. 

The precautions to be attended to in using glue have already been men- 
tioned in Chap. vi., Part IT. 

A minimum amount of glue should be used in good work, and it should be 
applied as hot as possible. The surfaces of wood to be united should be 
clean, dry, and true; they should be brought together as tightly as possible, 
so that the superfluous glue is squeezed out. 


Strength of Glue.—‘ The cohesion of a piece of solid glue, or the force required to 
separate one square inch, Mr. Bevan found to be 4000 Ibs.” 

From other experiments Mr. Bevan found that the adhesion of two pieces of ash glued 
end to end amounted to at least 715 Ibs. per square inch. 

“The lateral adhesion of a piece of board cut out of Scotch fir, which had been quite 
dry and seasoned, was 562 lbs. to the square inch. Therefore, if two pieces of this board 
had been well glued together the wood would have yielded in its substance before the 


glue.” 
“The strength of common glue for coarse work is increased by the addition of a little 


powdered chalk.” ? 

Giuss To Resist Morsrure.— A good glue for outside work is sometimes made by 
grinding as much white lead with linseed oil as will just make the liquid of a whitish 
colour and strong, but not too thick.” ? 

“ Mix a handful of quicklime in 4 oz. of linseed oil ; boil them toa good thickness, then 
spread it on tin plates in the shade, and it will become very hard, but may be easily dis- 
solved over the fire as glue.” ® 

“Skimmed milk, in the proportion 1 lb. glue to 2 quarts of milk, is sometimes used to 
dissolve glue, with the view of increasing its capability of resisting moisture.” 3 

“ Ordinary glue can be rendered insoluble in water by adding to the water with which 
it is mixed a small quantity of bichromate of potash ; the exact proportion must be ascer- 
tained by experiment, but for most purposes z'yth the amount of glue will be sufficient.” 


Marine Guvz.—One part of indiarubber is dissolved under gentle heat in 
12 parts of mineral naphtha or coal tar, When melted, 20 parts of powdered 
shellac are added, and the mixture is poured out on metal plates to cool. It 
is applied by a brush in a melted state, and is specially suitable for all work 
exposed to wet or moisture. : 


SIZE. 


Size is, or should be, made from the best glue. The glue is prepared by 
boiling down the skin and horny parts of animals, parchment clippings, etc. 

Inferior glue is said to remain damp and to become mildewed. 

To make size, a piece of glue is placed in the pot and covered over with 
water. When melted, it is thinned by adding more water. 

A pound of glue makes about a gallon of size. 

Very good size may easily be made by boiling parchment clippings for 
several hours and straining them through a cloth. 

Size is used with earthy colouring matters to make them adhere to surfaces, 
also for clear cole, as described below. 

Double Size is merely size of double the strength of ordinary size. 
we Size “is a gelatine, and can be used without any soaking as required for glue 

Kilvin Dry Size is said to be colourless and odourless. It is sold in powder, and 
becomes gelatinous on cooling after a minute’s boiling. It will keep several days in the 
hottest weather, and will not affect the most delicate tints.4 
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Clear Cole is the name given to a coating of size which is often used to 
fill up the pores of wood or plaster in order to prepare them to receive var- 
nish, colour, ete., without absorbing too much. 


Parchment Size is used by gilders. Itis made by dissolving shreds of fine parch. 
ment in warm water. 


Gold Size, of different kinds, is applied to surfaces to be gilded, as a basis to receive 
and secure the gold leaf. 

Ort GoLp Sizz is made by grinding ochre in boiled linseed oil. The mixture is made 
as stiff as possible, kept for several years, if possible, and thinned down with boiled linseed 
and fat oil for use. 

This is the best size to use for outside work, and for any work that is not burnished. It 
is, however, rather slow setting, and must be applied some 12 to 18 hours before the leaf 
is laid on. 

BurnisH Gonp Size is laid over a basis of size and whiting to secure gold leaf that is 
to be rubbed bright with a burnisher. 

It may be made with a mixture of “ black lead, deer suet, and red chalk, 1 oz. each, 
with 1 lb. of pipeclay, ground together to a stiff paste,” but it is generally purchased 
ready made. 

JAPANNERS’ GOLD S1zE is made by boiling gum animé in linseed oil with driers, The 
process is an elaborate one, and is fully described in Spon’s Workshop Receipts. 

This size sets very quickly (in from 20 to 30 minutes when pure), and is used for 
gilding when but short time is available, also for repairs. 

It is not so durable, nor does it make such good work, as oil size, 

In gilding or japan work it is used as a basis to secure gold leaf or gold powder. 


KNOTTING. 


Knotting is the material used by painters to cover over the surfaces of 
knots in wood before painting, 


The object is to prevent the exudation of turpentine, etc. from the kncts, 
or, on the other hand, to prevent the knots from absorbing the paint, and 
thus leaving marks on the painted surface, 


Ordinary Knotting is often applied in two coats. 

First Size Knotting is made by grinding red lead in water and mixing it with strong 
glue size. It is used hot, dries in about ten minutes, and prevents exudation, 

Second Knotting consists of red lead ground in oil, and thinned with boiled oil and 
turpentine. 

Patent Knotting is chiefly shellac dissolved in naphtha. 

The following is a receipt for a similar knotting :— 

“Add together } pint japanners’ gold size, 1 teaspoonful red lead, 1 pint vegetable 
naphtha, 7 oz. orange shellac. This mixture is to be kept in a warm place whilst the 
shellac dissolves, and must be frequently shaken.” 4 

Hot Lime is sometimes used for killing knots. It is left on them for about 24 hours, 
then scraped off, and the surface coated with size knotting ; or if this does not kill the 
knots, they are then painted with red and white lead ground in oil, and when dry rubbed 
smooth with pumice stone. 


Sometimes after application of the lime the knots are passed over with a hot iron, and 
then rubbed smooth (see Part II.) 


When the knots are very bad they may be cut out, or covered with silver 
leaf, as described in Part IL 


PC Si ea Nee ee USSD Reva eR 
1 Davidson. 


PASTE—GOLD-LEAF. 449 


PASTE. 


Paste is requied by the paperhanger, in different degrees of strength, 
acaording to the thickness and weight of the paper to be hung with it. 

Paste should b: made with the best white wheat flour. 

The following receipts * are for paste of different strengths, the strongest 
being the last :— 


No. 1.—Beat up t lbs. of good white sifted wheat flour in cold water to form a stiff 
batter, taking care te get rid of all lumps ; then add enough cold water to bring it to the 
consistence of pudding batter. 

Pour boiling wate: over the batter, stirring rapidly. When the mixture swells and 
loses the white coloir of the flour it is ready. 

This makes about } pailful of paste, enough for a day’s work. It should be used cold, 
and is adapted for ordinary work. 

No. 2 is made in the same way as No. 1, except that just before the boiling water is 
poured on 2 oz. of atm are mixed with the batter. 

The alum imparts strength to the paste, but is said to make it more difficult to lay on. 

This paste is used for hanging flock papers. 

Wo. 3.—Make a latter as in No. 1, but of less consistency, and to 2 quarts of batter 
add % oz. of poundeé rosin ; set the mixture over a moderate fire, stirring till it boils and 
thickens, then allowit to cool, and thin with thin gum arabic water. 

This paste is used only where strong adhesiveness is required, and is indispensable in 
papering over varnished or painted surfaces. 

Vo. 4 is the sameas No. 3, but without gum, and is used for securing the edges of 
flock papers. 


GOLD LEAF. 


Gold leaf is required for gilding, in order to ornament different parts of 
buildings, more especially the internal fittings, such as the mouldings of the 
joinery or the decorations of the ceilings or walls. 

It is classed as singles, doubles, or trebles, according to thickness, and sold in 
books, each containing 25 pieces, whose dimensions are 3} by 3} inches 
They are placed between the paper leaves of the book, which are rubbed with 
red chalk to prevent the gold from adhering, 

The book should be warmed before use, so as to make the leaves quite dry 
and easy to detach from one another. 

There are several different tints of gold leaf, varying from deep orange red 
down to a pale silvery hue. 


Foreign Gold Leaf isthinner than that made in England, and the area of the leaves is 
smaller, 

Pale Leaf Gold is an alloy of silver and gold beaten into leaf. 

Dutch Gold is copper leaf coloured yellow by the fumes of molten zinc. It is much 
cheaper than genuine gdd leaf, and useful for large surfaces, where it can be protected by 
varnish, Without such protection it becomes discoloured. 

Bessemer’s Gold Pairt is in the form of powder. It is mixed with a little transparent 
varnish, and laid on with a brush. 


1 Slightly modified from those given in the Paperhanger, Painter, Gratver, amd 
Decorator's Assistant. 
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PUTTY. 


Painters’ and Glaziers’ Putty is made with whiting (see p. 256) and 
oil, The whiting is reduced to very fine powder, carefully dried, passed 
through a fine sieve (about 45 meshes to the inch), mixed with raw linseed 
oil into a stiff paste, well kneaded, left for 12 hours, and worked up in 
small pieces till quite smooth. 

For particular purposes, such as in fanlights, where the lap or hold is very 
narrow, a little white lead may be added with advantage.’ 


Harp Purry may be made by substituting turps for part of the oil. 

Very Harp Putty, from oil, red lead, white lead, and sand. 

Sorr Putty, from 10 lbs. whiting, 1 lb. white lead, mixed with 4 gill best salad oil and 
enough boiled linseed oil to bring it to the proper consistence.! 

The harder kinds crack unless they are soon painted. 


Plasterers’ Putty (see p. 244). 

Thermo-Plastic Putty contains tallow, which keeps the putty pliable, so 
that it is not loosened by the expansion and contraction of large panes of glass 
under changes of temperature.” 


RUST CEMENT. 


Rust Cement, known also as Oast Iron Cement, and by other names, is used 
for caulking the joints of cast iron tanks, pipes, etc. 

It is composed of cast iron turnings, pounded so that they will pass through 
a sieve of eight meshes to the inch; to these are added powdered sal-ammoniac, 
and sometimes flour of sulphur. 

The ingredients having been mixed are damped, and soon begin to heat. 
They are then again well mixed and covered with water. 

The exact proportions of the ingredients vary. A simple form is 1 oz. of 
sal-ammoniac to 1 cwt, iron turnings. 

The following are recommended by Mr Molesworth -— 

Quick-setting Cement—1 sal-ammoniac by weight. 

2 flour of sulphur. 
80 iron borings. 
Slow-setting Cement—2 sal-ammoniac. 
1 flour of sulphur, 
200 iron borings. 

The latter cement being the best if the joint is not required for immediate 
use. In the absence of sal-ammoniac the urine of an animal may be substi- 
tuted, 

The cement will keep for a long time under water. Its efficacy depends 
upon the expansion of the iron in combining with the sal-ammoniac. 
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LATHES. 


_ The laths principally required by the builder are of two kinds—those used 
for plastering, and those used for roofs to support the covering of slates or 
tiles. 

Plasterers’ Laths are thin strips of wood, about an inch wide generally, 3 
or 4 feet long, and of a thickness varying according to the work for which they 
are to be used (see Part II.) 

They should be straight ; free from large dead knots, which fall out and 
weaken them ; from splits ; and from sap, which leads to decay. 

They are sometimes made by hand, sometimes by machinery. In either 
case they should be split or rent from the log, so that each lath has its longi- 
tudinal fibres intact. In sawn laths the fibres are generally cut across in 
places, which makes the laths weak and apt to break across, 

Oak laths are sometimes used, but for ordinary work laths should be of the 
best Baltic fir. 

Thickness, —Plasterers’ laths are made in three thicknesses classified as 
follows :— 


Single laths : : ‘ % to ¥e inch thick, 
Lath and half laths . ; ; 4 9 
Double laths 4 ” 


They are made also in various lengths, varying from 2 to 5 feet, but the 
lengths most commonly used are 3 feet and 4 feet, 

Market forms.—Laths are split in this country, and are also imported from 
the Baltic and from America, and sold in bundles, round or half round, being 
either the whole or half of a young tree split up. 

The bundles generally contain 360 lineal feet, but sometimes as much as 
500 feet run of laths. 

Metal Laths are manufactured from 28 BWG iron in any lengths up to 
36 inches. They are fixed in the same way as ordinary laths, and the key 
for the plaster is afforded by the dovetail form into which the metal is bent. 
They are of common fireproof, and are very useful in special circumstances.} 

Slate or Tiling Laths, or Battens as they are often called, are generally 
sawn out of boards and sold in 10-feet lengths, the width and thickness vary- 
ing from 1} inch x ?inch to 2 inches x 1 inch, or even 3 inches x 1 inch. 


VULCANISED INDIARUBBER. 


Vulcanised Indiarubber consists of indiarubber mixed with 44 per cent 
oxide of zinc and 4 per cent of sulphur. An excess of sulphur injures the 
material, causing it to become brittle with age. 

This material is used chiefly for jointing pipes, for valves, etc. 

A rough way of testing its quality is to throw a piece into water; if it 
sinks, it probably contains an injurious excess of sulphur. 

A good sample should stand a dry heat of 270° Fahr. for 1 hour and a 
moist heat of 320° Fahr. for 3 hours. 
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TAR. 


Coal Tar is produced by heating coal in close iron vessels, and is a bye 
product in the manufacture of gas. When itself distilled it produces, in 
various stages—first, coal naphtha, which is useful for dissolving indiarubber, 
etc. ; then dead oil or creosote, used (see p. 392) for preserving timber ; and, 
lastly, pitch, which is used for asphalte work (see p. 255), also as an ingre- 
dient of varnishes, etc. 

Wood Tar is produced by the distillation of pine and other resinous 
trees. It has strong preservative qualities, owing to the creosote it contains. 
It is imported in barrels containing about 30 gallons, from the north of 
Europe as Stockholm and Archangel: tar, and from the United States as 
American tar. Of these varieties Stockholm is considered the best; the 
residue left after distillation is pitch (see p. 255). 

Mineral Tar is a natural substance found in Burmah, and also obtained 
by distilling bituminous shales, such as those found in Dorsetshire and else- 
where. It contains less volatile matter than the other kinds of tar, but is 
otherwise of similar composition. 


CREOSOTE. 


Creosote is a product obtained in distilling tar. It is an oily, dark 
liquid, varying in composition according to the quality of the coal from which 
it is obtained, and containing hydrocarbons of different degrees of volatility 
and varying antiseptic qualities. Until lately the portions of low specific 
gravity were considered the best, but experience shows that the lighter 
portions are volatile and soluble in water, so that the valuable acids may be 
washed out ; a heavy oil, well heated, and with high pressure, gives a better 
result, The naphthaline is dissolved by the heat, and afterwards fills the 
pores of the wood and then solidifies.’ 


“The minute glistening scales generally observable on newly creosoted wood consist of 
naphthaline, a substance that possesses considerable antiseptic properties ; when this 
substance exists in the liquor in moderate quantities it thickens and confirms its con- 
sistency, but when there is a very large proportion . . . it makes the liquor too solid.” 3 


Dr. Tidy’s specification for creosote is here summarised.” 


1. To be quite liquid at 100° without deposit until the temperature falls to 95°. 

2. One-fourth not to distil over in a retort at less temperature than 600°, and this 
fourth to be heavier than water. 

3. To contain 8 per cent of tar acids by analysis with caustic soda and sulphuric acid. 

4. No bone oil or shale oil or any oil not distilled from coal tar. 


There are two classes of creosoting oils, known in the trade as London oils 
and country oils. 


‘The London oils, which consist of those obtained from the gas tar derived from 
Newcastle coal, contain a large proportion of naphthaline, and are heavier and thicker than 
the country oils of the Midland districts, which yield a large proportion of tar acids, as 
they are called.” 

Previous to 1863 but little of this thin country oil was used, but since that they 
became more in demand, under the impression that the tar acids were the most valuable 
part of the oil. Subsequent experiments have shown, however, that the ‘‘so called green 
oils distilling over at a high temperature formed the best portion of the creosoting liquor, 
and that the importance of the tar acids had been much overrated.” 


The specific gravity of creosote depends upon the locality in which it is 


— 


1 Dent's Cantor Lectures. 2 RE. Journal. 
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distilled. The material is sold in casks containing from 36 to 38 gallons 
each. 

Hygeian Rock Building Composition is a bituminous substance used 
for keeping damp out of houses. 

The walls are built in two thicknesses, with a space of about } inch or 
more between them, into which as the wall is carried up the composition is 
run in a liquid state. Existing walls are made damp-proof by adding a 
lining of tiles or bricks with the composition between. The material is said 
not only to keep out damp and vermin, but to add to the strength of the 
wall. It is sold in bags of 1 cwt. which will cover about 25 square yards 
4 inch thick.” } 

FELT. 


Felt, generally saturated with bitumen and other substances, is sold in 
various forms useful to the engineer and builder, The following information 
regarding the different descriptions is from the circular of Messrs. Engert and 
Rolfe :— 

Asphalted Roofing Felt is nearly black in colour, has a strong odour of 
asphalte, and is about 4 inch thick. 

It is made 32 inches wide, and in any lengths up to 35 yards; and is 
used as a roof covering for temporary buildings, the lining under slates, etc., 
on roofs, etc. 

A coat of lime whiting or whiting and size is recommended where the 
smell of the asphalte would be objectionable. 

Sarking Felt is like the above, but only about zs inch thick. It is made 
in rolls 32 inches wide and 30 yards long, and is used as a roof covering for 
temporary sheds, and under slates. 

Tnodorous Bitumen Felt is of a brown colour, about } inch thick. It 
is made 32 inches wide, and in lengths up to 35 yards. It is used for damp 
walls, for lining iron houses, under slates or roofs, for laying under floors to 
deaden sound ; for bedding girders, columns, and heavy iron work. 

Fibrous Asphalte is a sort of felt well impregnated with asphalte mixed 
with grit. 

It is made in slabs 32 inches long, and either 44, 9, 134, 18, 23, 27, 30, 
or 36 inches wide. 

These slabs are very tough and waterproof. They are used for damp-proof 
courses (see Part I.), being bedded in cement or mortar ; the joints overlap 
2 inches, and are kept clear of mortar. 

Hair Felt, for preventing the escape of heat from boilers, pipes, ete., is 
dry, and not impregnated with asphalte, etc. 

It is made 3 feet wide, and in lengths up to 20 yards ; also in sheets 34 
inches by 20 inches. 


The felt is classed by numbers, according to weight per sheet, as follows :— 


Nos. : : ; 0 i 2 3 4 5 
Weight of sheet ‘ Thin 16 24 32 40 48 ounces. 
Thickness of sheet . ae 4 3 4 2 2 inch. 


This felt is attached to the boiler by a cement composed as described 
below, then covered with canvas and painted. 
Cement for attaching Hair Felt to Boilers.—1 \b. red lead, 3 lbs. white lead, and 


8 lbs. whiting, are thoroughly mixed with boiled linseed oil to the consistency of treacle, 
and spread over the edges of the felt and on the side next to the boiler. 


1 Patentees’ Circular. 
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Tarring Felt.—Three parts coal tar are boiled with one part slaked lime, powdered 
chalk, or whiting. The mixture is.applied warm, and dusted with as much sand or grit 
as it will absorb. Stockholm, Archangel, or thick purified coal tar may be used after 
merely warming, not boiling. 

Painting Felt for Exterior Work.—First prepare with a coat of lime whiting, then 
paint with red lead, boiled oil, and driers (no turps), on which sprinkle fine white silver 
sand ; over this any paint may be used. 


ASBESTOS. 


Asbestos, the well-known fireproof and acidproof fibrous mineral, is the 
basis of several substances useful to the builder, 


The raw material comes from Italy, Canada, California, Australia, ete. The two first 
are the best in the order given. Italian asbestos is grey or brown in colour, Canadian 
white, Asbestos Paints (see p. 426). 

Asbestos Concrete Coating is of a drab colour, and is used to cover beams to retard the 
action of fire upon them ; 100 lbs. will cover 200 square feet inch thick. 

Asbestos Roofing is made from canvas cemented to a surface layer of felt anda Manilla 
lining in compact flexible sheets resembling leather. 

It is supplied in rolls about 38} inches wide, containing 200 square feet, and weighs 
about 85 lbs. per square. 

Asbestos Sheathing is fireproof, and used for lining wooden partitions, ceilings, etc. It 
is made in rolls of from 60 to 100 lbs. 42 inches wide, weighing about 6 Ibs. per square ; 
also “double thick,” weighing about 10 Ibs. per square. 

Asbestos Building Felt is fireproof ; it is made in rolls of about 70 lbs. weight, 36 inches 
wide, weighing about 60 lbs. per square ; also “extra heavy,” weighing about 16 lbs. per 


square. 
WILLESDEN FABRICS. 


Willesden Fabrics! are vegetable substances which have been treated with 
certain compounds of copper and ammonia, the effect of which is to coat and 
impregnate them with cupro-cellulose, a varnish-like substance which not only 
protects the surfaces but adds strength to the fibres by cementing them together. 

This enables the fibre to resist the weather, and renders it less liable to 
catch fire. Ropes, cordage, and netting are treated in this way, but the fabrics 
most useful to the builder are the Willesden paper and canvas. 


Willesden Paper is of three classes. 

UNWELDED (marked WPG 1), or “one ply” paper, is made 54 inches wide, of indefinite 
length, and is chiefly used for packing. 

WELDED, which consists of several “plys’ or thicknesses of paper formed (while they 
are still gelatinised by the action of the cupro-ammonia solution) into a compact sheet 
or thickness. 

The different classes of this paper are known as follows. They are all made in brown 
and neutral green colours. 

Willesden 2 ply (WPG 2) is in continuous lengths, 54 inches wide. It is useful for 
underlining slates, tiles, internal decorations, floors, damp walls, leaky roofs, etc. 

Willesden 4 ply (WPG 4) is weatherproof and strong, a bad conductor of heat, free 
from condensation, does not easily catch fire, does not require painting, and is said to be 
proof against the white ant ; it is useful for roofing, sides of huts, etc. 

The relative covering powers of this and good galvanised iron are stated by the manu- 
facturers as follows :— 


Willesden paper. Galvanised 
WPG 4 iron. 
Weight of one square in lbs. . ‘ ‘ 3 Lb to. 18 103 to 280 
Area covered by one ton in squares . 7 . 125 to 150 8to 22 
Willesden 8 ply may be used as panel board. 


Willesden Canvas is prepared in a similar way to the paper, and can be used with ad- 
vantage for most purposes to which canvas is applied, including making hose. 


1 Patentees’ Circulars. 
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WIRE WOVE ROOFING. 


Wire Wove Roofing consists of a semi-transparent substance, apparently 
some preparation of linseed oil upon a basis of very fine wire mesh. It is said ta 
be waterproof, tough, elastic, strong, and not affected by atmospheric changes, 
and is made in sheets of 10 feet by 4 feet and of 10 feet by 2 feet. 


EMERY. 


Emery Cloth,! consisting of ground emery of different degrees of finenese 
attached to calico by glue, is used for finishing and polishing metal surfaces. 

Emery Paper is not much used for builder’s work. 

Glass Cloth and Glass Paper are made respectively from calico and paper 
coated with ground glass, and are used for producing a smooth surface on 
wood or for rubbing down painted surfaces. 


SILICATE COTTON. 


Silicate Cotton! or Slag Wood is a glasslike fibre blown from blast furnace 
slag. It is incombustible, vermin-proof, and very light, one ton covering 1800 
square feet 1 inch thick, and is therefore useful for making floors and ceilings 
sound and fireproof. 


NAILS. 


There are some 300 varieties of nails, named chiefly from the shape of 
their heads and points, or according to the particular use for which they are 
intended. 

No attempt will be made to describe them all, but it may be useful to the 
student to know the names and characteristics of some of those in most com- 
mon use for building and engineering work. 

The thickness of different classes is expressed by the terms “fine,” 
“ bastard,” “strong ;” and their weight is generally given in lbs. per 1000, 
and their length in inches. 

In former times nails were described according to their price per 100— 
thus, “tenpenny nails” and “ fourpenny nails” were those costing 10d. 
and 4d. per 100 respectively. ‘These terms are still sometimes used, but 
their meaning is now indefinite. It varies in different localities, and no 
longer refers to the price of the nails. The term “Tenpenny nails” now 
generally means nails about 23 inches long, not nails at 10d. per 100. In 
the same way “Sixpenny nails” are generally 12 inches long, ‘‘ Eightpenny ” 
24 inches, and “'Twentypenny ” 34 inches. Makers differ, however, as to 
the lengths corresponding to the different names. 

Cast Nails, made by running molten iron into moulds, are brittle and 
inferior in strength, but cheap. They are used for horticultural purposes, 
for lathing, and for many other purposes in common work. 

Malleable Nails ave made in the same way as cast nails, but are after- 
wards rendered malleable by the process described at page 268. They can 
be made thinner than the common cast nails. 

Hand-Wrought Nails are forged by manual labour. They are tougher 
and stronger than other varieties, and will bear clenching, but are more 
expensive. Their angles are sharp and clear, and the shanks are slightly 
compressed just under the heads. 

Cut Nails are of a cheaper description, cut by machinery out of sheets of iron. 


1 Manufacturers’ Circulars. 
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Patent Machine-Wrought Nails are made out of wrought iron pressed 
while red-hot into shape by grooved rollers, then cut up, and the heads 
formed bya die. They have not such sharp clean angles as the hand-wrought 
nails, and are not so strong or elastic. The shank under the head is rather 
flattened out, and their grip is maintained by the shank being slightly 
thicker near the point than in the centre. They are slightly cheaper than 
hand-wrought nails, and at present Rose and Clasp nails are the chief varie- 
ties made. 

Varieties of Nails in Common Use.—The following descriptions are 
of nails in common use :— 

Rosz Nais are either wrought, cut, or pressed. They take their distinc- 
tive name from the shape of their heads, and are divided into classes accord- 
ing to the nature of their points. 


fose Sharp Points are used for coopering, fencing, and for coarse purposes with hard 
woods. ‘There are both wrought and stamped varieties. They are classed according to 
stoutness, as “ Fine” (or “ Canada’) and “ Strong.” 

Rose Flat Points (Fig. 170) have chisel points, and are used when the ordinary points 
would act as wedges and split the wood. They are driven with the flat point along the 
grain, so as to prevent splitting and hold faster. These also are classed as “Fine” or 
“Strong.” 

ftose Clench are square ended, and easily punch through thin metal coverings without 
first boring a hole. They are used by boat-builders, and also for packing cases. 


Fig. 170. Fig. 171. Fig. 172. 


Cuasp Naius are much used by carpenters in soft woods, such as fir. 
They have heads which project downwards and stick into the wood, holding 
it together. They are also easily driven below the surface, so as to allow 
the plane to pass over them. 

Fig. 171 shows the shape of the wrought description. The cut clasp 
have heads nearly flat on both sides, as in Fig. 172. 


Wrought Clasp are divided into two classes—Fine and Strong, and are used for ledges 
to doors and other work where the nail requires to be clenched. 

To effect this a nail is selected of a length greater than the thickness of the wood 
through which it passes, and the projecting point is hammered, so as to be turned back 
into the wood. 

Cut Clasp are used for fixing rafters, ceiling joists, also architraves, skirtings, linings, 
and other joinery. 


Braps (Fig. 173) are flat-sided nails, either wrought or cut, with heads 
of the same thickness as the shank, of a shape known as billed, and being 
driven with the flat sides parallel to the grain, are not liable to split the 
wood, 
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The larger sizes are used for flooring ; the smaller for light work, such as 
fixing small mouldings, beads, etc. 

The ends of cut brads are not pointed as in wrought brads. 

The lighter varieties are called Joiners’ Brads and Cabinet Brads. 

Glaziers’ Brads or Spriys, used. for securing large panes of glass, are of 
the shape shown in Fig. 174, and have no heads, 

Crour Nars (Fig. 175) have flat, circular heads ; 
shanks round under the head, and with points either 
tapered or flat, The smaller sizes are mostly sharp, and 
the larger have flat chisel points. They are used for 
fastening sheet metal, felt, nailing hoop iron to wood, 
etc., and are made in two varieties, fine and strong. 

Countersunk Olouts (Fig. 176) have heads shaped so as 
to fit a counter-sinking, and are generally made with flat points. 

They are much used by wheelwrights and smiths, and for securing iron 
plates, etc., to woodwork. 

Wire Naits, known also as French Nails (or Pointes de Paris), are round 
or square in section, very tough and strong. They are said not to split the 
wood, and to require no hole bored for them. They are sold in lengths from 
8 to 4 inches, and of different thicknesses, varying from Nos.5 to 18 B.W.G., 
and are used for packing-cases and other purposes. 

Dog Naits are made with solid and slightly countersunk heads, These 
are sometimes hemispherical (‘‘die-heads”) ; the shanks are 
generally round, at least under the head, and their points flat. 

They are used for nailing down heavy ironwork, and for 
various other purposes when the heads are not required to 
be flush with the surface of the work. 

Spikes are very large wrought nails used for heavy work, 
when great strength is required, as in wood bridges, scupper- 
ing, ete. They range from 4 to 14 inches in length ; the 
smallest sizes have rose heads, but the larger ones have square 
heads with flat tops, as shown in the figure, which, it must 
be observed, is on half the scale of the sketches of the smaller 
nails, 

Tacks are small, short, and light nails, and are divided into 
three classes-—Rose, Clout, and Flemish ; the two former are 
named according to the shape of their heads. Clout tacks 
resemble the nail shown in Fig. 175. Flemish are similar, Figs.177. 178. 
but that the shank tapers throughout the upper portion, and 
is not finished in a cylindrical form as shown in Fig. 175. Tacks are used 
for close nailing very light sheet metal, but chiefly for upholsterers’ work. 

Tacks are generally wrought, but some of the smaller kinds are cut. 
They are either blacked, blued, or tinned. 

Copper Nails are made of the same shapes as iron nails, and are used 
in positions where the latter would be subject to corrosion, 

Composition Nails are those made of different alloys to avoid corrosion, 
or to prevent the galvanic action set up by iron when in contact with zine 
or other metals. They are varied in shape according to the purpose for 
which they are to be used. 


iM 


Figs.174. 175. 17 
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Stating Nats have circular flat heads and sharp-pointed shanks ; some 
are slightly countersunk, as in Fig, 179. 

They are made of various metals. For temporary work cast nails 
may be used, for better work malleable nails ; these, however, soon 
corrode away unless galvanised or dipped hot in boiled oil. Zinc 
nails are cheap, and sometimes used, but are too soft. Copper nails 
are often used in superior work, but are also soft, Composition nails 
are cast from an alloy (about 7 copper to 4 zinc) which is hard and 
does not corrode. When made of a really good strong alloy they are 
the best for superior work. 

Tie Pres is the name given to short cast-iron nails too thick for slating, 
and used for securing tiles to roofs. 

Steel Nails, made from molten metal pressed in moulds, have lately been 
introduced, and used largely for the best class of work. They are finer and 
cleaner than ordinary nails, but much dearer. 

Lata Nats may be obtained either wrought, cut, or cast. The cast and 
the cut are the cheapest. The cut nails are generally used. 

Wrought nails should be used for oak laths, 


IS 


The length of the nails varies acording to the thickness of the lath, being 
inch for single laths. 
», lath and half laths. 
» double laths. 


MISCELLANEOUS.—Besides the above-mentioned there is an innumerable 
variety of patent nails of different descriptions and in different metals, also 
brass-headed and fancy-headed nails, and nails used for special purposes, 
unconnected with buildings. These need not be further referred to, 

Weight of Nails.—The Table on the next page, which is taken chiefly 
from Government schedules, shows the weight per 1000 of some of the most 
useful sizes of different kinds of nails. 


Spikes are generally sold by the cwt. Their weight may be taken as follows :— 
Length 3 5 ‘ 5 6 7 8 9 inches, 
Weight per 1000 . 3 100 200 300 450 600 Ibs. 


Pound Nails are of a particularly heavy description, and are also sold by the cyt. 
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Adhesive Force of Nails.—The following abstract of records of experi- 
ments on the holding power of nails may be useful :— 


Houiprina PowER OF Wrovucut Iron TENPENNY NAILS, 77 to the lb., about 3 inches 
long, nailed through a l-inch board into a block, from which it was dragged in a 
direction perpendicular to length of nails.? 


Average Average 
No. of Break- | No. of Break- 
Nailsin} Kind of} Kind of} ing | Nailsin | Kind of | Kind of 
Square | Plank. | Block. | Weight | Square | Plank. | Block. 

Foot. per Foot. 
Nail. 


Ibs. 
Pine 380 ; Oak Oak 
Oak 415 Pine | Pine 

= 465 Oak) ee 
Pine 341 a6 Oak 
Oak 446 Pine | Pine 
551 Oak 


re) 39 


a 


Pine 612 3 Oak 
Oak | 555°5 


nop *»®} »® k CO WO CO 


e 


The surfaces in contact were from 1 to 2 square feet. The average strength decreased 
generally with the increase of surface. 


ADHESIVE Force of Narts forced into dry CHRISTIANIA DEAL at right angles 
to grain of wood.” 


Force 
Number} Length pevet in Ibs. 
: °* | Wood. a 
tract. 


Fine sprigs. : : ; 0°40 

"3 : ; ; 0°44 
Threepenny brads . : ; 0°50 
Cast-iron nails ; : 0°50 
Wrought iron 6d. nails . j 1°00 
1°50 
Aa Hes 2°00 
139 ; 1°50 


The relative adhesion when driven transversely and longitudinally is in deal about 2 to 
1, in elm about 4 to 3. 
To extract a common sixpenny nail from a depth of 1 inch required— 
Ibs. : Tbs. 
Beech, dry, across grain . Fe eloe Elm, dry, across grain . , 327 
Deal, Christiania, dry, do. Wee oi7i Do. do., with grain . : 257 
Do., do., with grain eS Oak, do., across grain . : 507 
Sycamore, green, do. . ; 312 
From experiments by Lieutenant Fraser, R.E., it appears tuat the holding power of 
spike nails in fir is 460 to 730 Ibs. per inch in length. 


} Haupt’s Afilitary Bridges. 2 Tredgold, Bevan’s Experiments. 
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SCREWS.' 


Wood-Screws (for screwing into wood) are made of metal, with sharp 


or bevelled threads of different forms, The most usual is shown by the 


section Fig. 180. 
The points are generally made sharp, so that they may penetrate the 


wood ; the body of the screw is tapered, so that the deeper it is driven the 


more tightly it will fill the hole ; the thread does not extend throughout the 
length of the screw, but a considerable portion below the head is left smooth ; 
the thread is formed to an acute angle, and there is a considerable pitch, 
or distance between the threads. 

Wood-screws are made in various sizes, and are divided as to strength into 
three classes—Strong, Middling, and Fine. 

Each length is made in from 15 to 30 different. thicknesses, identified by 
numbers. 

The following are the thicknesses or diameters corresponding to some of the numbers. 
The thicknesses of the other numbers are interpolated between those given, varying in 
succession about zy inch :— 


Number F ‘ ‘ 00 On es A Shee O7 8 2i 40 
Thickness or diameter in ‘i 3 4 coger 1 5 3 z 5 
Wa. Bee eala eee eae, AO Se a 8 


parts of an inch . 


The following Table shows the numbers or thicknesses in which iron wood-screws of 


different lengths are made :— 
Length from top of head to point in parts of an inch. 


5 3 7 
8 4 g 1 ly 14 13 


wh 


1 3 
4 8 
Numbers made. 


0to16 1t016 1t016 1tol8 2to20 3to24 4to26 5t028 6to30 7 to 32 


Length from top of head to point in parts of an inch. 
4 23 3 34 4 4h 5 6 


bo 
bo 
Ce 
bo 


Numbers made. 


8 to 36 9to38 10to40 11 to 40 12to 40 14t0 40 16to 40 16to 40 18to 40 20to 40 


They are also classified according to the shape of their heads, as round- 
headed, flat-headed (or countersunk), square-headed, cone-headed, ball-headed, 
hexagon-headed, Gothic-headed, etc. ete. 

Wood-screws are sold by the dozen or by the gross of 12 dozen. Those 
varieties that are used for securing furniture to doors, 
ete,, should be, and by some houses are, supplied with the 
furniture. 

FLATHEADED Screws (Fig. 180) are used in wood for fix- 
ing all metal work or furniture whose thickness is sufficient 
to admit of the head of the screw being countersunk into 
them, so that the top of the head is flush with the face 
of the metal to be screwed on. 

RounpD-HEADED Screws (Fig. 181) are used where the 
metal is too thin to be countersunk, as in some forms of Figs. 180. 181. 


locks, latches, etc. 
Me 
1 Se. Screw-nails. 


— ews 


NOTES ON BUILDING CONSTRUCTION. 


Patent Pointed Screws are made with sharp points like that of a gimlet, as shown in 
Fig. 180. They resemble the general description given above, 
and are commonly used. 

Fig. 182 shows an old-fashioned form of screw, with an / 
angular thread and blunt point, formerly known as Nettlefold’s 
Patent Screw. The advantage claimed for it was that the top 
side of the thread being horizontal or inclined upward, offers 
great resistance to the screw being dragged forcibly out. 
CoacH SorEws are large heavy screws used where great 
strength is required in heavy woodwork, and for fixing iron 
- work to timber. They have square heads, so that they can be 
screwed home with a spanner or wrench, and a thread like that 
shown in Fig. 183. 
HANDRAIL SCREWS are of a peculiar construction, and are intended 
for joining together two lengths of a staircase handrail, as shown in 
Figs. 184, 185. 


Fig. 184. 


The screws are from about 8 to 6 inches long, and are threaded at each end. 

A square nut s is made for one end, and for the other end a circular nut c, the latter 
having at intervals deep nicks in its circumference to receive the end of a screwdriver. 

The sketches at s and ¢ show the form of these nuts. Deep slots are cut from the 
under side to the centre of the handrail, through which they are dropped into the posi- 
tions sc in Fig. 184. A longitudinal hole, ad, is bored in the handrail, in which the 
screw is placed so as to pass through the nut at each end. The circular nut is turned on 
the screw by means of a screwdriver, so that the portion of the handrail in whicl it is 
fixed is drawn toward the other until the joint between them is quite tight. dd are 
dowels inserted to strengthen the joint. 

Fig. 1861 shows another form of handrail screw, known as a dowel-screw. 

Brass SCREWS may be obtained in nearly every form, at about three times the cost of 
iron screws. They are very useful for securing work which requires to be easily remoy- 
able—such, for example, as the beads of sash frames (see Part I.) 

Screws are made in several other forms besides those mentioned, for special purposes, 
which need not be further referred to. 


Screws for Metal are made in different forms from wood screws ; the 
diameter of the screw is the same throughout ; the threads are close together, 
V-shaped, but with the points of the V’s rounded off. 

The great difference between screws for metal and those for wood is that 
the latter, by the pressure of their threads against the fibres make a hole into 
which they will fit exactly, whereas in metal such a hole has to be tapped of 
the exact size to receive the screw. 

Unless the internal thread of the nut, or of other metal into which the screw 
is to be driven, exactly fits the thread of the screw, one or the other will 
become distorted in screwing ; they will bear unequally upon one another, 
and great loss of strength would ensue, together with difficulties in working. 


1 Knight’s Dictionary of Mechanics. 
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Whitworth’s Standard Thread.—Screws for bolts and nuts, and for 
metal work, are now generally made according to Sir J. Whit- 
worth’s standard, the same form of thread being used through- 
out, and the same pitch and depth of thread being always nsed 
for screws of the same diameter, so that both screws and nuts 
are always interchangeable, which is an immense advantage in 
case of loss or fracture. 

Whitworth’s Standard Screw Thread is shown in section in Fig. 187. 
The sides of the thread are inclined at 55° to one another, and the sharp 
angles at the top and bottom are rounded off, each to a depth of about 2 


of “the depth of the thread—thus the depth of the thread is only % of 
what it would be if the angles were left sharp. 


Fig. 187. 
The following Table shows the number of threads per inch for screws of different 
diameters :— 


Number of | Diameter | Number of } Diameter | Number of | Diameter 
threads of screw. threads of screw. threads of screw. 
perinch. |Dec. ofinch.| perinch. |Dec. ofinch.} perinch, /Dec. of inch. 
48 100 12 600 4 2°375 
40 125 il 625 4 2°500 
32 150 11 650 4 2°625 
24 ‘175 11 675 34 2°750 
24 ‘200 11 “700 34 2°875 
24 225 10 ‘750 34 3°000 
20 250 10 800 34 3°250 
20 275 9 875 3} 3°500 
18 300 9 900 3 3°750 
18 325 8 1:000 3 4:000 
18 350 7 1125 25 4250 
16 375 7 1°250 2g 4*500 
16 400 6 1:375 22 4°750 
14 425 6 1°500 23 5-000 
14 "450 5 1°625 23 250 
14 475 5 1°750 23 5°500 
12 500 4h 1:875 2h 750 
12 525 44 2:000 24 6-000 
12 550 43 2125 
12 575 4 2:250 


Whitworth’s Gas Threads.—For the screwed ends of wrought-iron gas-tubing and for 
common metal work a shallower thread is used, as shown in the following Table :— 


Diameter in inches . Pa 3 tele chee cil eal wr alk Gel eae 


A 


Number of threads per inch 28 19 19 14 14 11 rs 11 1 11 


SrovE ScrEWS are small screws of the form shown in Fig. 188, used for 
uniting the different parts of stoves, grate fronts, etc. The heads are some- 
times square, or cup-shaped, instead of being circular and flat as shown in 
Fig. 188. 

Adhesive Power o Screws.—Mr. Bevan experimented on — wood- 
screws 2 inches long, 2,2; diameter at exterior of threads, threads z$35 deep, 
12 to the inch. These were driven into boards 4 inch thick. The force required Fig. 188. 


464 NOTES ON BUILDING CONSTRUCTION. 


to extract them was—from hard woods about 790 lbs., from soft woods about half that 
amount? 


MakInG Screws is a subject which is beyond the scope of these Notes. 

Wood screws ordinarily used by the carpenter and joiner are made by 
machinery, the thread being turned in a sort of lathe. Very large screws are 
also turned in lathes in ordinary workshops. 

Small metal screws are cut in screw plates, larger ones with stocks and dies ; 
and the threads to receive screws may be tapped by the aid of hard master 
taps, turned by means of a long double handle. 

Bolts and Nuts are a good deal used by the carpenter for heavy work, 
and are alsc required in connection with iron roofs, ete. 

They hardly come within the range of notes on materials, and it is 
impossible, for want of space, to describe them at all. 


1 Tredgold. 


APPE ROT X. 


SHORT NOTE ON THE 
PHYSICAL PROPERTIES OF MATERIALS, AND ON ‘THE LOADS 
AND STRESSES TO WHICH THEY ARE SUBJECTED. 


DETAILED description of the physical properties of materials, and of the loads and 
stresses to which they are subjected, would be beyond the province of this volume, 
especially as the subject will be entered upon in Part IV. The following short expla- 
nations of some of the terms employed in describing those properties and stresses may, 
however, be useful. 

Load.—The combination of external forces acting upon any structure is called the 
load. 

Dead load is that which is very gradually applied, and which remains steady. 

Thus the weight of any structure is itself a dead load. Grain gradually poured on to 
a floor, or water run slowly into a tank, would also be dead loads. 

Live load is that which is applied suddenly, or is accompanied by shocks or vibration. 

Thus a fast train coming on to a bridge, or a sudden gust of wind upon a wall or 
roof, causes live loads. 

Without going into the theory of the subject, it is sufficient to state that practically a 
live load produces in most cases very nearly twice the stress and strain which a dead load 
of the same weight would produce. 

Therefore to find the dead load which would produce the same effect as a given live 
load, the latter must be multiplied by 2. 

This is called converting the live load into an equivalent dead load. 

Iilustration.—-A bridge may weigh one ton per foot of area (7.e. dead load), and carry 
a live load of two tons per foot of area; the equivalent dead load would be (1 +2 x 2) = 
5 tons per foot of area. 

The breaking load for any structure or piece of material is that dead load which will 
just produce fracture in the structure or material. 

The Factor or SaFety is the ratio in which the breaking ioad exceeds the working 
load (t.e. the load which can be safely applied in practice). This ratio varies with the 
nature of the load and the nature of the material, and is found by experience. 

For the reasons stated above, the factor of safety for a live load is generally taken at 
double that for a dead load. 

The factors of safety for several different kinds of iron structures are given at p. 324. 
The following Table shows those recommended by Professor Rankine! for general prac- 
tice :— 


FAacTORS OF SAFETY. 
Dead Load. Live Load. 


For perfect materials and workmanship. : ; 2 4 

For good ordinary ma- ( Metals . 2 : : : 3 
terials and work- { Timber ; : : 4 to 5 8 to 10 
manship | Masonry : : ; : 4 8 


When a load is mixed, z.e. partly live and partly dead, the live portion may be 
converted into an equivalent amount of dead load, and the factors of safety for dead load 
then applied to the whole ; or 

A compound factor of safety may be deduced by applying the following rule :— 


1 Rankine’s Useful Rules and Tables. 
B.C.—III 2H 
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Multiply the factor of safety for dead load by the fraction that the dead load is of the 
whole load, and multiply the factor of safety for live load by the fraction that the live 
load is of the whole load. The sum of the results thus obtained will give the compound 
factor of safety. 

For example :—In a certain iron bridge the dead load is 5 tons per bay, the live load 
9 tons per bay ; the total load is therefore 14 tons per bay. 

The dead load is 35 of the whole. 

29 live oe 1 i) 

The factor of safety for dead load is 8, and for live load is 6. 

The compound factor of safety will be equal to 

(fe x 8) + Ge x 6) = 48 = 409 = say . 

The working load is the greatest dead load the material can with safety bear in prac- 
tice. It is found by dividing the breaking load by that factor of safety which is found 
to be suitable to the particular case. 

The proof load is the greatest load that can be applied to a piece of material to prove 
or test it by straining it to the utmost extent without producing permanent deformation 
or injury, ¢.e. not beyond the elastic limit (see p. 327). 

The breaking load or working load may be either live or dead, or a combination of both, 
but for convenience it is usual to reduce it all to an equivalent dead load, by doubling 
the live load and adding it to the dead load. 

Stresses.—StREss and STRAIN are words often used indifferently, either to mean the 
alterations of figure produced in a body by any forces, or to mean the forces producing 
those alterations. 

Of late years, however, the word strain has been taken to mean only the alterations of 
form caused by the forces, and stress to mean the forces producing these alterations. 

Materials are subject to the under-mentioned stresses, which produce strains, and (when 
carried far enough) fracture as stated. 


Mode of 


Stresses. Strain. Fracture. 


Tensile or Stretching 
Pulling * * +  * ) Elongation . 
Compressive or Shortening . 
Thrusting * ( Squeezing 
Transverse or Bending . Bending. . . . Breaking across. 
Shearing. 17% Distortion . . . Cutting asunder. 
Torsional or Twisting or wrenching 
Twisting asunder. 


; Tearing. 


; Crushing. 


Twisting. 


Intensity of stress is the amount of stress on a given unit of surface, and is expressed in 
Ibs., or sometimes in tons, per square inch. 

The ultimate stress, or breaking stress, on any piece of material is the stress pro- 
duced by the breaking load. 

The proof stress is the stress produced by the proof load. 

The working stress is that produced by the working load. It is always much smaller 
than the proof stress, in order to leave a margin of safety to cover defects in material, etc. 

A bar of 1 square inch sectional area might have a breaking strength of twenty tons, but 
the working stress to which it was subjected might be only five tons. The factor of 
safety in that case would be four. Its proof strength might be ten tons, this being the 
weight the bar could bear without exceeding the elastic limit. 

Strength.— Tenacity or tensile strength is the resistance offered by material to tension, 
that is to a stress tending to tear it asunder, as, for example, in the case of a vertical rod 
having a weight suspended from it, or in the tie rod of a roof, or the tension flange of a 
girder. 

Strength to resist crushing is the resistance offered by material to a compressive stress, 
thrust, or pressure. Such a stress tends to make it shorten, and eventually to crush it. 
Examples of this stress occur in the case of a short column supporting a weight, or in a 
strut which keeps two tottering walls from falling toward each other, or in the compres- 
sion flange of a girder. 

It should be observed, however, that long columns and struts tend to fail by bending 
outwards in the centre and then breaking across. This form of failure is called buckling. 
~ Transverse strength is the resistance offered by a body to forces acting across it, tend- 
ing to bend it, and eventually to make it break across. Thus a beam supported at both 
ends and loaded over any part of its length, bends downward and tends to break across. 
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When a body is subjected to transverse stress, some parts of it are in compression, 
some in tension, and others are exposed to a shearing stress, therefore transverse stress is a 
combination of these three stresses. A beam secured at the ends, and subject to pressure 
from below, bends upwards and also tends to break across. 

Shearing strength is the resistance offered by a body to being shorn, that is, to being 
distorted by one part of it sliding on another part. Thus, if two lapped plates united by 
a rivet be drawn longitudinally in opposite directions, the rivet would tend to shear by the 
upper plate sliding upon the lower. 

Torsional strength is the resistance offered by a bedy to being broken by torsion, i.e. 
‘wisting. This stress frequently occurs in machinery, but not in structures connected 
with buildings. 

Strength to resist bearing is the resistance offered by a material to being indented, or 
partially crushed by another body pressing upon it. Thus, the shank of a rivet may be 
indented by the plate bearing upon it, or the edge of the hole in the plate may be in- 
dented by the rivet ; again, a beam may be indented by the end of a post bearing upon 
it. Indentation by bearing is merely one form of crushing. 

The ultimate strength of any material is the intensity of stress required to produce 
fracture in any specified way. 

The proof strength is the intensity of stress required to produce the greatest strain of 
a specific kind without injuring the strength of the material. 

Pliability is the tendency of a body to change its form temporarily under different 
stresses. 

Stiffness or Rigidity is the reverse of pliability, and expresses the disinclination of 
some bodies to change their form under stresses. 

Thus stones and bricks are rigid up to a certain point. 

Elasticity 1 is the property which all bodies have (in greater or less degree of perfec- 
tion) of returning to their original figure after being distorted (7.¢. strained) by any 
kind of stress. 

When the original figure is completely and quickly recovered, the elasticity is said to 
be perfect.? 

When the original figure is not completely recovered, but remains permanently dis- 
torted to a certain extent. the elasticity is said to be imperfect,? and the distortion pro- 
duced is called a permanent set, or set. 

It has been found by experiment that the elasticity of most building materials is 
practically perfect up to a certain point. When stresses below this point are applied and 
removed, the strain, distortion, or change of figure is only temporary. ‘There is no 
appreciable set. Stresses above this point, however, cause sets (see p. 328), 

The Elastic limit of a material is the maximum intensity of stress that can be applied 
to it without causing an appreciable set. 

A Modulus of Elasticity is a number representing the ratio of the intensity of stress (of 
any kind) to the intensity of strain (of any kind) produced by that stress, so long as the 
elastic limit is not passed. 

The modulus of tensile elasticity is found by dividing the tensile stress in Ibs. per 
square inch of sectional area by the elongation (produced by that stress) expressed as a 
fraction of the length of the body. 

Thus, if a weight of one ton hung from an iron bar produce an elongation of +z49, of 
the length of the bar, the modulus of elasticity of that bar will be 2240 Ihs. + 007 = 
26,880,000 lbs. This is rather lower than the modulus of average wrought iron, 

Similarly the modulus of compressive elasticity is found by dividing the compressive 
stress in lbs. per square inch of section by the contraction (or rather shortening) produced 
by that stress, expressed as a fraction of the length. 

In most building materials the modulus of tensile and that of compressive elasticity 
are practically equal to one anvther so long as the stresses do not exceed the elastic 
limit. 


1 The elasticity here referred to is sometimes called elasticity of figure ; there is also an elasticity 
of volume, which need not be considered in connection with building materials. 

2 Mr. Eaton Hodgkinson’s investigations seem to show that the elasticity of every solid is really 
imperfect, that the slightest strain produces a set. Up to a certain limit of stress, however, the sets 
produced are so small that they cannot be measured with ordinary instruments, and therefore 
within that limit the elasticity may be said to be sensibly perfect for all practical purposes (see 
p. 315). 

3 Because the elongations and shortenings under equal stresses are practically equal up to the 
elastic limit ; beyond that they are irregular. 
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The modulus is generally denoted by the letter H, and its value is given in the tables, 
because it is useful in calculating the stiffness of beams and girders. 

In advanced works on applied mechanics several other moduli are used, which, 
however, are not required in ordinary calculations, and need not be referred to in these 
Notes. 

Deflection is the bending caused by a transverse stress. If the intensity of stress be 
below the elastic limit the deflection will disappear when the stress is removed, but if the 
intensity of stress be in excess of the elastic limit a permanent se¢ will remain. 

Resilience is a term used to express the quantity of ‘‘work done” in deforming a 
piece of material (up to the elastic limit) by the application of any kind of stress. It is 
equal to the product of the alteration of figure into the mean load which acts to produce 
such alteration. Thus the resilience of a bar in tension is found by multiplying the 
proof load by half the corresponding elongation. 

Resilience may be tensile, compressive, transverse, shearing, etc., according to the 
nature of the stresses imposed. 

Malleability is the property of being permanently extensible in all directions by 
hammering or rolling. 

Ductility is the property of being permanently elongated or drawn out under a ten- 
sile stress higher than the elastic limit. The change of form remains after the force is 
removed. It is therefore the converse of elasticity. 

Brittleness is the inclination to break suddenly under any stress. 

Hardness is the property of resisting indentation, or wear by friction. 

Softness is the converse of hardness. 

Toughness is a term defined in several different ways. 

Mr. Stoney defines it as the union of tenacity with ductility. 

Ultimate toughness is defined by Professor Rankine as being the greatest strain whicb 
a body will bear without fracture ; proof toughness the greatest strain it will bear with: 
out injury. He points out that malleable and ductile solids have ultimate toughness 
greatly exceeding their proof toughness, but that brittle solids have their ultimate and 
proof toughness equal, or nearly equal.? 

Fusibility is the property of becoming fluid when subject to heat. The temperature 
at which this is effected differs in each metal, and is called its melting point. 

Weldability is the power possessed by some metals of adhering firmly to portions of 
the same—or to other metals—when the two pieces are raised to a high temperature and 
hammered together. 

Hardening is the property of becoming very hard when heated and quenched. 

Tempering is lowering the degree of hardness after the process just mentioned, by 
reheating and cooling at different temperatures (see p. 305). 


1 Rankine’s Applied Mechanics. 2 Rankine’s Useful Rules and Tables. 
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A 


Abercarne sandstone quarries, 41. 
Aberdeen granite, resistance to wear, 
85 ; strength of, 81. 
Aberdeenshire granite quarries, 16, 
20, 21. 
re serpentine, 34. 
Aberfoyle slate quarry, 32. 
Aberllefenny slate quarries, 31. 
Aboyne marble quarries, 53. 
Absorption of bricks, 111, 114; of 
firebricks, 129; of granular and 
shelly limestones, 57; of lime- 
stones, 83 ; of sandstones, 36, 82 ; 
of slates, 25 ; of stone, 11, 81. 
Acacia, common, 377; appearance, 
characteristics, and uses of, 377, 
402 ; weight and strength of, 402. 
Acetate of copper and lead as driers, 
411. 
Achscrabster sandstone quarry, 46. 
Acid, ferro-silicic, as a preservative 
for stone, 80. 

» test for stone, 11; steel, 308. 
Ackworth sandstone quarries, 41. 
Action of foreign constituents on limes 

and cements, 235. 
a of water on lead, 340. 
Adamantine clinkers, 110; size and 
weight of, 113. 
Addistone slate quarry, 31. 
Adhesive power of screws, 463. 
Adie’s cement-testing machines, No. 1, 
187; No. 2, 189. 
Admiralty tests for wrought iron, 


282; for steel, 308; for steel 
plates, 308. 
Adulteration in Portland cement, 


192; of red lead, 406 ; of white 
lead, 405. 


African green, 415. 

» oak or teak, 374. 

Agents which destroy stone, 10. 

Agegloméré, Coignet’s Béton, 225. 

Ageregate for concrete, 215 ; materials 
used for, size and shape, 216; 
packing, 217. 

Agricultural drain pipes, 135. 

Air bricks, perforated, 139. 

5, flues, combined smoke and, 141. 

Air-slaking of quicklime, 151. 

Aish stone, position in quarry, 7, 61. 

Aislaby sandstone quarries, 39. 

Alburnum or sap wood, 357. 

Alder, 375 ; appearance, characteris- 
tics, and uses of, 375. 

Alexandra slate quarry, 31. 

Alkalies in clay for brickmaking, 88 ; 
colouring action of, 90 ; hydraulic 
properties of, 153. 

Alkaline silicates as a preservative for 

stone, 78. 

for artificially pro- 

ducing hydrauli- 


99 99 


city, 185. 
Alloys, 348-351; Babbit’s metal, 349 ; 
bell metal, brass, bronze 


(aluminium and phosphor), 
gun metal, and Muntz metal, 
348 ; sterro-metal and white 
brass, 348; table of com- 
position of various, 348. 

» of lead and tin, 353. 
Altmover sandstone quarries, 47. 
Altnaveigh granite quarry, 21. 
Alumina in clay for brickmaking, 86, 

88 ; in fireclay, 126. 
ye soluble oxalate of, action of, 

on limestones, 80. 
Aluminium bronze, 348. 

Amber, 428 ; varnish pale, 432. 


470 


American ash, 376. 
concrete-mixer, 234. 
larches, 370. 
oak, 373 ; weight, strength, 
etc., of, 402, 403. 
pine, yellow, 367 ; weight, 
strength, etc., of, 402. 
slate, strength of, 26. 
spruce, 370. 
tar, 452. 
timber, marks and brands 
on, 385. 
of clays for making fire- 
bricks, 127. 
of magnesian limestones, 58. 
Amal als of brick earth or brick, 149 ; 
of Chilmark stone, 64; off Has. 
sock, 66 ; of Kentish Rag, 66; of 
limes and cements, 243 ; of mag- 
nesian limestones, 59; of Port- 
land stone, 60; quantitative, of 
a brick earth or brick, 149. 
Ancaster limestone, absorption of, 83 ; 
colour, weight, etc., of, 68; quar- 
ries, 68 ; strength of, 83. 
Ancient marbles, 51. 
3 serpentine, 34. 


Analyses 


Angle brick, hollow, 122. 
», iron, Admiralty tests for, 282 ; 


forge tests for, 282 ; market 
forms and sections of, 285, 
286 ; relative value of differ- 
ent forms, 291; tensile 
strength and ductility of, 
315. 
Anglesea granite quarries, 18. 
fs marble quarries, 53. 
ss serpentines, 34, 
Angliham marble quarries, 54, 
Angus Smith, Dr., on carbonic acid 
in air, 3; process for preserving 
cast-iron pipes, 334. 
Animé gum for varnish, 429. 
Annahole limestone quarry, 71. 
Annealing steel, 307; plates, effect 
of, 323. 
Annual rings or layers in trees, 356, 
360. 
Anston marble quarries, 69. 
Anti-corrosion paint, 424. 
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Antimony, effect of, on wrought iron, 
265. 
a sulphide of, as a substitute 
for red lead, 406. 
Antique, Vert, serpentine, 34. 
Ants which destroy timber, 
black carpenter, dusky, 
and yellow, 400; 
against white, 400. 

Antwerp blue, 412. 

Apeenite, 75 ; absorption of, 85. 

Applethwaite slate quarry, 31. 

Application of varnish, 431. 

Arbroath paving, tensile strength of, 

84. 
- sandstone quarries, 46. 

Arch bricks, 121. 

Archangel deals, 365. 

Ardbraccan limestone quarries, 71. 

Arden lime, 160; weight of, 258. 

Ardsheal granite quarry, 20. 

Arénes, 201. 

Argyleshire granite, strength of, 81. 

Armagh (Navan) limestone quarries, 

72. 
Arsenic, effect of, on iron, 265, 278, 
4s yellow, 413. 
Arsenite of copper, test for, 444. 
Artificial cements, 161, 164; how 
manufactured, 164; Port- 
land, 165 ; selenitic, 184. 
hydraulic lime, 160. 
marbles, 76, 249, 
paving, 76. 
stone, 74-76 ; apcenite, 75 ; 
Chance’s, 76; Ransome’s, 
74; Rust’s vitrified 
marble, 76; silicated, 
Sorel, and Victoria, 75. 
‘, pozzuolanas, 201. 
Asbestos, 454 ; paints, 426 ; concrete, 
roofing, sheathing, etc., "454, 

Ash, 375 ; age at which it should be 
felled, 358; appearance, 375 ; 
Canadian and American, 376 ; 
characteristics and uses, 376; 
resistance of, to crushing and 
shearing, 408 ; weight, strength, 

te., of, 402. 
» Scotgate, sandstone, 37. 


400 ; 
white, 
protection 


250; 
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Ashford marble quarries, 52. 

Aspatria sandstone quarry, 41. 

Asphalt, 252-255, 453 ; advantages, 
disadvantages, characteristics, and 
uses of, 252 ; Barnett’s liquid, 255 ; 
British patent, 255; Brunswick 
rock, 255; Claridge’s patent or 
Seyssel, 253; fibrous, 453; in- 
ferior, 255; laying, 252; Lim- 
ner, 255 ; mastic and Montrotier, 
255; pitch in, 255; Pyrimont 
and Seyssel, 253; Seyssel, 253 ; 
Trinidad, 255; Val de Travers, 
254; varieties in the market, 
253. 

Asphalted roofing felt, 453. 

Assynt marble quarries, 53. 

Atkinson’s cement, 164 ; strength of, 
206. 

Atmospheric influence on stone, 3; 
on timber, 395. 

Aubigny stone, 66. 

Auchinlea sandstone quarry, 41. 

Auchray sandstone quarries, 46. 

Australian mahogany, 379. 

Avochie granite quarry, 20. 

Aycliff limestone quarries, 70. 


B 


Babbit’s metal, 349 ; composition of, 
348. 

Backs, 92. 

Bacon tier, position of, in quarry, 7, 
61. 

Bailey’s and Reid’s cement-tester, 191. 

Bakewell marble quarries, 52. 

Baldwin Latham’s directions for form- 
ing bends and junctions, 137. 

Balk timber, 362, 364. 

Ballachulish slate quarry, 32. 

Ballakiltry limestone quarries, 71. 

Ballast used for concrete, 216. 

Ballinahinch serpentine quarries, 34. 

Ballingdon bricks, 108. 

Ballintemple limestone quarries, 71. 

Ballintogher limestone quarry, 71. 

Ballisodare limestone quarries, 71. 

Ball’s Green limestone quarries, 68. 

Ballybeggan limestone quarry, 71. 


Ballybrew granite quarry, 21. 
Ballycastle limestone quarry, 71. 
Ballyconnell limestone quarries, 71. 
Ballyduff limestone quarry, 71. 
Ballykilaboy marble quarries, 54. 
Bally Knocken and Golden Grove 
granite, quarries, 21; strength 
of, 81. 
Ballymore marble quarries, 54. 
Ballynacraig granite quarry, 21. 
Ballyshannon limestone quarries, 71. 
Ballyvaddy limestone quarry, 71. 
Balsam, Canada, 410. 
Balsams, 428. 
Baltic fir, 382. 
planks, deals, and battens, marks 
and brands on, 382, 383. 

» spruce, 369. 

whinstone, resistance to wear, 
84. 

Baltimore oak, 373. 

Balvicar slate quarry, 32. 

Banffshire serpentine, 34. 

Bannerside slate quarry, 31. 

Bar iron, best, best best, etc., 275 ; 
different qualities of, 276; flat, 
286; market forms of, 286, 287 ; 
merchant, 274; price of, 290; 
puddled, 276; rail, market forms 
of, 288; rolled, tensile strength 
and ductility of, 316 ; scrap, 277 ; 
Swedish, strength of, 285. 

Bar steel, tensile strength and duc- 
tility of, 321. 

Bardiglia marble quarries, 55. 

Bardon Hill stone, 18, 23. 

Barff’s process for preservation of iron, 
335. 

Bargate sandstone quarries, 39. 

Barnac Mill limestone quarries, 68. 

Barnack limestone, weight of, 68. 

Barnard Castle sandstone quarries, 41. 

Barnett’s liquid asphalte, 255. 

Barrow lias lime, strength of, 186. 

Baryta, solution of, as a preservative 

for stone, 80. 
» sulphate of, test for, 406. 

Basalt, 23; bulkiness of, 85; disin- 
tegrated, sand from, 201. 

Basalts, strength of, 81. 
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Basebed roach, 8, 62; position of, in 
quarry, 7, 61. 
» Stone, 8, 60, 63; position of, 
in quarry, 7, 61. 

Bases for paints, 405-407. 

Basic process, 303. 

Bastard roach, 8, 60, 62. 
5s stucco, 249. 

Bath stone, 59 ; absorption of, 83; 
colour, 59 ; geological position of, 
59; quarries and quarrying, 59; 
seasoning and weathering, 59; 
size and uses of, 59; strength of, 
83; varieties in common use, 59, 
60. 

Bats, brick, 107. 

Battens, 362, 365; Baltic, marks and 

brands on, 383. 
» for slates or tiles, 451. 

Bay or cluster-fruited oak, 371. 

Beading iron, 288. 

Bearing and shearing stress of steel, 

327. 
‘5 strengthof wrought iron, 326. 

Beart’s patent bricks, 108. 

Beaulieu bricks, 108. 

Bed of limestone, natural, 57. 


Beds of Kentish Rag, 64-66. 
», Of stone, natural, position in a 
building, 9 


Beech, 374; appearance and charac- 
teristics of, 374 ; uses, 375, 401 ; 
weight, strength, etc., of, 402. 

Beer sandstone quarries, 39. 

Beeswax dissolved in naphtha as a 
preservative for stone, 78. 

Beetles, wood, protection 
401. 

Beggar’s Well sandstone quarry, 40. 

Belgian zine gauge, 344, 

Bell metal, 348 ; composition of, 348 ; 
properties of 352. 

Belnahua slate quarry, 32. 

Belton sandstone quarries, 40. 

Ben Cruachan granite, 81. 

Bends for pipes, 137. 

Benduff slate quarries, 32. 

Benzoline, 408. 

Berlin blue, 412. 

Berry Pomeroy marble quarries, 52. 


against, 
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Bessemer iron, 265; pig, 293 ; pro- 
cess of making steel, 302 ; steel, 
brands on, 312; steel, tensile 
strength, elastic limit, and ducti- 
lity of, 320-322; uses of steel, 
303. 

Bessemer’s gold paint, 449; patent 
steel for tools, strength and duc- 
tility of, 320. 

Bethell’s process for preserving timber, 
392. 

Bethesda, Penrhyn quarry, 31. 

Béton 225; aggloméré, Coignet’s, 
225. 

Bideford black, 412. 

Billing’s chimney terminals, 141. 

Binnie sandstone quarries, 41; 
strength of, 82; tensile strength 
of, 84, 

Birch, weight, strength, etc. of, 402. 

Birmingham metal gauge, 354. 

55 wire gauge, 353 ; 
nesses, 354, 

Bismuth, properties of, 352. 

Bitumen of Judea, 255. 

i felt, inodorous, 453. 

Bituminous paints, 426. 

Black bricks, 109. 

Brunswick, 433. 

carpenter ant, destruction of 
timber by, 400. 

oxide of iron paint, 423. 

stain, 434, 

varnish for metal work, 433. 

walnut stain, 434. 

Bincehand iron ore, 260. 

Blackenston (Dartmoor) granite quar- 
ries, 18. 

Blackhill granite quarries, 20. 

Blacks for colouring, 411 ; blue, bone, 
Frankfort, Grant’s or Bideford, 
ivory, lamp, and vegetable, 412. 

Blairgowrie marble quarries, 53. 

Blazing saws, 307. 

Blister steel, 300; forging of, 331; 
strength of, 320; uses of, 301. 

Block tin, 346. 

Blocks, invert and junction, 141; of 
terra cotta, 130; slate, 29; 
sleeper, 140. 


thick- 
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Blood, dragon’s, for varnishes, 429. 

Bloom, 275, 277. 

Bloomhill sandstone quarry, 47. 

Blown plate glass, 439. 

Blue, Antwerp, 412. 

black, 412. 

bricks, Staffordshire and Tipton, 
109. 

lias lime, strength of, 183; 
weight of, 258. 

5 Prussian, 412. 

Blues for colouring, 412; Antwerp, 
Berlin, Bremen or verditer, celes- 
tial or Brunswick, Chinese, cobalt, 
damp, Haerlem, indigo, 412; 
Prussian, 412; Roman, Saxon, 
and smalt, 412. 

Board of Trade, opinion of committee 

appointed by, as to 
use of steel, 326. 
3 rule for working 
stresses on wrought 
iron bridges, 326. 

Boarding oak, clap, 374. 

Bodmer’s concrete bricks, 110. 

Body copal varnish, best, 431. 

Boiled linseed oil, 409. 

», oil to be used with zine paint, 
409. 
Boiler plates, price of, 289; extras 
charged for, 291. 
»  seatings, 124. 

Boilers, cement for attaching hair felt 
to, 453. 

Boiling and steaming timber, 388. 

»  linsced oil as a solvent, 429. 
Bolsover Moor limestone, quarries, 
70; weight of, 70. 
Bolton Wood sandstone 

41. 

Bolts and nuts, 464. 

Bonaw granite quarry, 20. 

Bonding bricks, Jennings’, 140. 

Bone black, 412. 

Borders for wall papers, 444. 

Boss granite quarries, 18. 

Boston marble ,, 54. 

Bothwell Park sandstone quarry, 41. 

Bottom Quarry sandstone quarries, 
40. 


”? 
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quarries, 


Boucherie’s process for preservation of 
timber, 393. 

Bower’s process for preservation of 
iron, 334. 

Box Ground Bath stone, 60; absorp- 
tion of, 83; strength of, 83. 

Brackenhill sandstone quarries, 41. 

Brackernagh limestone __,, ar 

Bradford sandstone Me 41. 

Brads, 456; cabinet, glaziers’, and 
joiners’, 457 ; size and weights of, 
459. 

Braichgoch slate mine, 31. 

Bramham Moor limestone, quarries, 70. 

Bramley Fall sandstone, 37 ; quarries, 
41; strength of, 82. 

Brands on iron, 293-308 ; common, 
296 ; effect of mixing dif- 
ferent, 315 ; good marked, 
295; list, 294; Midland, 
296; North of England, 
2938, 297; pig, 293; Scotch, 
293, 298; Shropshire, 293 ; 
Staffordshire, 294, 296; 
Swedish, 298 : Welsh, 293, 
297 ; wrought, 294 ; York- 
shire, 293, 297. 

on steel, 311 ; Bessemer, cru- 
cible cast, shear, double 
shear and Landore, 312. 

a on timber, 381-385 ; Ameri- 
can, 385; Baltic fir, 382 ; 
Baltic planks, deals, and 
battens, 383; Norwegian, 
385; remarks by Building 
News on importance of a 
knowledge of, 385; Rus- 
sian and Finland deals, 
383 ; Swedish, 383. 

Brard’s test for stone, 11, 36. 

Brass, 347 ; colour and properties of, 
352, 347; composition of, 347 ; 
contraction of, in cooling, 353 ; 
lacquer for, 482; screws, 462 ; 
weight of, 355 ; white, 349. 

Brazil wood lake, 414. 

Brazing, 350, 351. 

Breadalbane slate quarry, 32. 

Breaking weights of briquettes of 
selenitic cement mortar, 213. 
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facing, 110 ; machine moulding, 
94; malm for making, 92; mals, 
price of, 106; manger, 125; 
method of distinguishing clamp- 
burnt, kiln-burnt, and machine- 


Brecklet slate quarry, 32. 

Breeze from gasworks used for con- 
crete, 216. 

Bremen blue, 412. 

Brick clays, analysis of, 89. 


» earths, 86-90; characteristics 
of different kinds, 89 ; clas- 
sification of, practical, 88 ; 
constituents of, 86; good, 
composition of, 89 ; prepara- 
tion of, 91. 

Brickmaking, 901-11. 

Bricks, 86-125 ; absorption of, 111, 

114; arch, 121; Ballingdon, 108 ; 

bats, 107 ; bearing off, 93; Beart’s 

patent, 108; Beaulieu, 108; black, 

109 ; blue Staffordshire and Tip- 

ton, 109; Bodmer’s concrete, 110; 

boiler seatings, 124; bonding, 

140; broken, used for concrete, 

216; bull-nosed, 123;  bull- 

heads, 121; burning of, 99; 

burning in Bull’s patent semi- 

continuous kiln, 104 ; burning in 
clamps, 96; burning in Hoffmann’s 
kiln, 102; burning in kilns 


and Scotch kiln, 99; channel, 


124; characteristics of good, 
111; classification of, 104; classi- 
fication of clamp-burnt, 105; 
classification of kiln-burnt, 107 ; 
colour of, 90; colouring, 125; 
compass, 121; concrete, 110; 
coping, 124; cornice, full, hol- 
low, and moulded, 123; cutters or 
rubbers, 104, 105; different forms 
of, 121-125; double cant, 123; 
drab, 109; drain, 124; dressed, 
95; drying in sheds, 93 ; drying 
out of doors, 94; dust, 109; 
Dutch clinkers, 110 ; enamelled, 
110; Fareham red, 109 ; freedom 
of, from flaws and lumps, 111 ; 


made, 112 ; moulded, 110 ; names 
of different varieties, 105; Not- 
tingham patent, 109; ordinary 
building, 104, 105, 114 ; pallette, 
110; paving, 123; perforated, 
122; perforated air, 139; Pether’s 
ornamental, 110; plinth course, 
123; polished 95; pressed, 95 ; 
price of, 106 ; purpose-made, 121 ; 
quality of clamp-burnt, 97 ; red, 
109 ; round-ended, 123 ; salted, 
110; sand moulding, 93 ; scint- 
ling, 94; shape and surface, 111 ; 
side wedge, 121; sill, 125; sink, 
124; size of, 112, 1138; slag, 
111; slop moulding, 93 ; soaps, 
122; sough, 124; splay, 123; 
splits, 122; Staffordshire blue, 
109 ; stock, force necessary to tear 
apart, 186 ; strength of, 115,116; 
strength of, in a wall, compared 
with mortar, 116 ; string course, 
123; Suffolk white, 108; table 
of absorption and weight of, 114 ; 
table of resistance of, to compres- 
sion, 115; table of sizes and 
weights of, 112; tensile strength 
of, 121; tests for, 113; texture 
of, 112; time of burning in 
clamps and kilns, 97, 100 ; Tipton 
blue, 109 ; transverse strength of, 
121; tubular, 122; tunnel-head, 
124; underburnt and misshapen, 
104, 105; varieties of, in the 
market, 107 ; washed, 92, 106; 
weight of, 111, 112,114; white, 
107; Wood’s patent concrete, 111. 


Brickwork, strength of columns of, 118. 


frog in, 95; Gault, 108; grizzle | Bridge rail, 288. 

or place, 105; gutter, 124 ;| Bridge sandstone quarry, 40. 
hacking, 94; hand moulding, 92;| Bridston marble quarries, 52. 
Hoffmann’s kiln for burning, 102 ;| Bright fronts, bricks, 106 ; price of, 
hollow, 122 ; in a wall, strength 106. 

of mortar as compared with, 116;| _,, ironwork, preservation of, 335. 
kerb, 124 ; Lancashire red pressed! _,, pig-iron, 266. 
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Brighton green, 415. 
Brights, American yellow pine, 368. 
Briquette of Portland cement, 177 ; 
method of making, 177; shape 
of, 178. 
Briquettes of selenitic cement mortar, 
breaking weights of, 213. 
Britannia sandstone quarry, 41. 
British asphalte, patent, 255. 
5 iron, extras charged on, 289. 
» iron ores, 259. 
3 Oak, OT hk. 
» Plate glass, 439 ; polished plate 
glass, 440; sheet glass, 
438. 
Brixham limestone quarries, 71. 
Broad Moss slate quarry, 31. 
Brocatella marble quarries, 55. 
Broken brick and stone used for con- 
crete, 216. 
Bronze, 347 ; aluminium and _ phos- 
phor, 348 ; composition of, 348. 
Bronzing bright ironwork, 335. 
Broomhall Company’s patent roofing 
tiles, 144. 
Brown and Company’s steel, strength 
of, 319. 
Brown bed, Chilmark stone, 64. 
» hematite, 260. 
Brown’s Hill limestone 
Bhi 
Browns for colouring, 413 ; for com- 
mon colours, 421 ; for hard spirit 
varnish, 432 ; ochre, pink, purple, 
Spanish, and Vandyke, 413; oxide 
paint, purple, 423. 
Brunswick black, 483; blue, 412 ; 
green, 415 ; rock asphalte, 255. 
Brunton sandstone quarries, 41. 
Bryn Eglwys slate mine, 31. 
Buckled plates, Mallet’s, 289. 
Building bricks, ordinary, 105. 
“ clampsfor burning bricks, 96. 
position of a stone in a, 4. 
4 stone, characteristics of, 2. 
# terra cotta, 131. 
Buildings in which Chilmark stone is 
used, 64. 
re in which Portland stone is 
used, 63. 


quarries, 


Built-up plate-iron girders, working 
stresses for, 325. 
Bulb iron, 288; forge tests for hot 
and cold, 284. 
Bulk of concrete produced from given 
quantity of materials, 223. 
» of mortar produced from given 
quantity of materials, 210. 
Bulkiness of different classes of stone, 
85. 
Bull-nosed bricks, 123. 
Bull’s patent semi-continuous kiln for 
burning bricks, 104. 

Bunter sandstone, 82 ; strength of, 82. 

Burdon Hill granite, 18. 

Burghead sandstone quarries, 46. 

Burham bricks, size and weight of, 

BLS: 
ne lime, strength of, 186. 
Burlington slate quarry, 31. 
Burnet’s, Sir Wm., process for pre- 
serving timber, 394. 

Burning bricks, 95; comparative 
advantages of kiln and 
clamp, 100; in Bull’s 
semi-continuous kiln, 
104; in clamps, 96; 
in cupolas or ovens, 104 ; 
in Hoffmann’s kiln, 102 ; 
in kilns, 99; in Scotch 
kiln, 99; time of, 97, 
100. 

ie cement, 198. 
H of fireclay ware, stone- 
ware, and terra cotta, 135. 
a of limes and cements, 193- 
199 ; rotatory process of, 
197. 
Burnish gold size, 448. 
Burnt clay as a substitute for sand, 
200 ; for concrete, 215. 
5 sienna, 413 ; umber, 413. 
Burr, soft, position in Portland quar- 
ries, 7, 61. 
Burrs, 97, 106. 
Bushel, striked and trade, used for 
cements, 163. 
ie weights of, 163. 
Ee weight of cement, 171, 174, 
258. 
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Cabinet brads, 457. 

Cadeby limestone, quarries, 70 ; weight 
o1,: 70. 

Caen stone, 66. 

Caherbarna sandstone quarry, 47. 

Cairncry granite quarry, 20. 

Caithness paving, tensilestrength of, 84. 

Caleareous clays, 88. 

B sandstones, 36. 

Calcination, definition of term, 150; 
effects caused by different degrees 
of, on lime and cement stones, 
238; of hydraulic limes and 
cements, 236; of ores, 259; of 
pure or fat lime, 235. 

Calcium hydrate, 150. 

Calderwood cement, 164. 

California sandstone quarry, 41. 

Calp limestone, 160. 

Calverley Wood sandstone quarries, 

41. 

Cambrian sandstone quarries, 47. 

» formation, 30. 
‘5 slates, 25, 30. 

Cammell and Co.’s steel, ductility of, 
319. 

Canada balsam, 410. 

» | rock elm, 377; 
Canadian ash, 376 ; weight, strength, 
etc., of, 402. 
" or red oak, 373. 

Cant bricks, double, 123. 

Cap rising, position in quarry, 7, 61. 

Capped pipes, 138. 

Carbon, amount of, in cast iron, 263, 
335 ; in pig iron, 263 ; in steel, 
263, 309, 335 ; in wrought iron, 
263, 335 ; effect of, on cast iron, 
263 ; influence of, on strength of 
steel, 323 ; percentage of, in iron 
and steel, 335. 

Carbonaceous matter objectionable in 
brick clays, 88. 

Carbonate of lime in brick clays, 89 ; 

in limestones, 151. 

of magnesia as a consti- 
tuent of limes and ce- 
ments, 153, 161, 241. 


Carboniferous limestone, hydraulic 
limes from, 160; quarries, 70, 
TI. 

Carland sandstone quarry, 47. 

Carlin Knowse stone, 23. 

Carlisle sandstone quarries, 40. 

Carlow marble 54. 

Carminated lake, 414. 

Carmine as a colouring pigment, 413. 

Carnsew granite quarry, 18. 

Carnsore Point granite quarries, 21. 

Carpenter ant, black, destruction of 

timber by, 400. 
5 bee, destruction of timber 
by, 401. 

Carpentry, large timbers in, timbers 
suitable for, 401. 

Carrara marble quarries, 55. 

Carriage varnish, best pale copal, 
4315 second, 432. 

Carrick Slaim limestone quarries, 71. 

Carrigacrump i a1. 

Carrin Hill granite quarry, 21. 

Carton pierre, 251. 

Case-hardening, 307. 

Cashel limestone quarries, 71. 

Cast iron, 266 ; amount of carbon in, 
263, 3385; cement, 450; char- 
acteristics and uses of, 336; 
chilled, 268 ; corrosion of, 336 ; 
effect of repeated re-meltings and 
temperature on strength of, 314; 
effects of arsenic upon, 265, of 
carbon, 263, of copper, 265, of 
manganese, phosphorus, and sul- 
phur, 264, of titanium, 265; 
elastic limit of, 329; factor of 
safety for, 324; grey, 267; how 
obtained, 267 ; influence of various 
circumstances upon the strength 
of, 314; malleable, 268, 336; 
Matheson’s remarks on__ tests 
for, 274; mottled, 267; pipes, 
examinations of castings of, 
273; preservation of, by paint- 
ing, 334; Dr. Angus Smith’s 
process of preserving, 334; 
properties of, 352; strength 
Of, (3183 “tests, for, 273; to 
distinguish grey from white, 


” 
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267; toughened, 268; weight 
of, 355; white, 267; working 
stresses for, 325. 

Cast lead, 339. 

,, nails, 455. 
steel, 301; crucible, 301; brands, 
on crucible, 312; for chisels, 
323 ; forging, 331; strength 

of, 318. 

Casterton limestone quarries, 68. 

Casting, contraction of metals in, 
353; in loam, 270; in sand, 
269 ; pipes, 270. 

Castings, 269-274; description of 
pig iron for, 268; examination 
of 278 form of, 271; Mitis 
wrought iron, 291. 

Castle Hill granite quarry, 18. 

Castlehill sandstone quarries, 46. 

Castlemore limestone quarry, 71. 

Castlewellan granite quarries, 21. 

Cathedral glass, 441 ; patent rolled, 
sanded __ sheet, and sheet, 
441. 

Catlow sandstone quarries, 41. 

Cauldron slate quarry, 31. 

Cedar, 370 ; appearance, characteris- 
tics, market forms, and uses of, 
371; brands:on, 385; weight 
and strength of, 402. 

Cefn sandstone quarries, 40. 

» Slate quarry, 31. 

Cefndu slate quarry, 31 

Cement, Atkinson’s, 164, 207 ; burn- 
ing, 196; Calderwood, 164; 
east iron, 450 ; clinker, Portland, 
198 ; East Kilbride, 164; effect 
of fine grinding, 171; for 
attaching hair felt to boilers, 453 ; 
Harwich, 163; Keating’s, 245 ; 
Keene’s, 245; kilns, Portland, 
196; Roman, 197; lias, 246 ; 
Martin’s, 245 ; means for testing 
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tensile strength of, 187; Medina, 
163, 206; metallic, 246; mix- 
ture of lime and, 213; mortar, 
213; mortar made from given 
quantities of cement and sand, 
210; mould, split, 187 ; 
grave’s, 


Mul- 


164; nodules, 162; 


Parian or Keating’s, 245 ; Par- 
ker’s, 162; Portland, 165-187, 
206, 245; quantity required for 
mortar, 210; quick and slow set- 
ting rust, 450; Robinson’s, 246 ; 
Roman, 162, 164; rust or cast 
iron, 450; Scott's, 184, 206; 
selenitic, 184; selenitic for mortar, 
211; Sheppy, 163; should be 
used for important works, 203 ; 
stones, composition of, before cal- 
cination, 154; containing clay, 
236; stones or nodules, 162 ; 
storing Portland, 181; storing 
Roman, 163; strength of Port- 
land, 176, 177, 182, 183 ; stucco, 


Portland, 246; stucco, John’s, 
246; testing machines, 181, 


187-192 ; tests for Portland, 167- 
181 ; to be used in mortar, 202 ; 
weight of, 258; Whitby, 164; 
wire sieves for, 169. 

Cementation, 300. 

Cementing material to be used for 
concrete, 222. 

Cements, 161-199 ; action of foreign 
constituents in, 235; analysis of, 
248; artificial, 164, 243; classi- 
fication of limes and, 153; 
dangerous, 199; effect of sand in 
mortars made from various, 206 ; 
hydraulic, containing clay, 236 ; 
natural, 161; strength of, 164, 
176, 177, 182, 183, 186 ; used 
as plasters, 244; weight of, 258. 

Chain iron, 289 ; price of, and extras 
charged for, 291. 

Chairs for drain pipes, 137. 

Chalk for concrete, 216; lime, grey, 
160; white, strength of, 186; 
lower, limestone quarries, 67 ; 
weight of, 85; used in manu- 
facture of Portland cement, 165 ; 
weight of, 85. 

Chance’s artificial stone, 76. 

Channel bricks, 124. 

- iron, 287 ; forge tests for, 284. 

Charcoal plate, 289, 346. 

» mild steel for, 346. 
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Charlton white, 422. 
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Charnwood granite quarries, 18, 

Charring timber, 392. 

Cheesewring granite, colour, quarries, 
weight of, and where used, 18. 
Chelura terebrans, or wood-boring 

shrimp, 399. 

Chemical analysis of a brick or a 
brick earth, 149; of 
Chilmark stone, 64; of 
limes and cements, 243 ; 
composition of a building 
stone, 2; of Mansfield 
stone, 66; of Portland 

stone, 60. 

Cherry and Wade’s roofing tiles, 145. 

Chestnut, 375; appearance, charac- 
teristics, and uses of, 375 ; pur- 
poses for which it is useful, 401 ; 
resistance of, to crushing, 403 ; 
weight and strength of, 402. 

Chilled iron, 268. 

Chilmark limestone, 63; absorption 
of, 85; buildings in which used, 
64; chemical analysis of, 64 ; 
colour of, 67; general bed, 64; 
quarries, 64, 67 ; resistance of, to 
crushing, 64 ; tensile strength of, 
84; Scott or Brown bed, 64; 
strength of, 64, 84; trough or 
hard bed, 64; weight of, 67; 
working of, 64. 

Chimney flue pipes, 141. 
cs pots, 141. 

5 terminals, Billing’s, 141. 

Chinese blue, 412; lake, 414; red, 
414; yellow, 413. 

Chisels, cast steel for, 323. 

Chloritic granite, 15. 

Chrome green and orange, 415 ; yel- 
lows, 413. 

Chromium or chrome steel, 304. 

Chudleigh marble quarries, 52. 

Chuffs, 106. 

Churchtown limestone quarries, 72. 

sf marble - 54, 

Cilgwyn slate quarries, 31. 

Cinder iron, 266. 

Cinders as a substitute for sand, 
201. 

Cinnabar, 414. 
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Clamp, building the, 96; burning 
bricks, 96 ; burnt bricks, classifi- 
cation of, 105; method of distin- 
guishing, 112; comparative ad- 
vantages of kiln and, 100; illus- 
trations of, 98. 

Clamps for burning bricks, 95 ; for 
lime, 193. 

Clap boarding oak, 374. 

Clare Castle limestone quarries, 72. 

» Hill limestone quarry, 72. 

Claridge’s patent asphalte, 253. 

Clasp nails, 456; cut and wrought, 
456 ; size and weight per 1000, 
459. 

Clay, burnt, as a substitute for sand, 
200; defined, 236 ; digging and 
weathering, 91; composition of, 
for cements, 238, 240; cement 
stones containing, 238 ; for mak- 
ing firebricks, analysis of, 127; 
hydraulic limes and cements con- 
taining, 236 ; in limestones, hy- 
draulic properties of, 152; iron- 
stone, 259; machines, dry, 95, 
plastic, 94; nature of, for terra 
cotta, 130 ; proportion of, in hy- 
draulic limes and cements, 236 ; 
quantity required for making 
bricks, 92 ; selenitic, 185 ; slate, 
24; used in manufacture of Port- 
land cement, 165, 166; wares, 
miscellaneous, 139. 

Clays for brickmaking, 88 ; calcare- 
ous, mild and strong, 88; pure 
or foul, 88, 89. 

Cleaning old paint, 434. 

Clear cole, 448. 

Cleavage, planes of, in slates, 24. 

Clee Hill granite quarries, 18. 

Clench nails, rose, 456. 

Clichy white, 405. 

Clifden marble quarries, 54; serpen- 
tine quarries, 34. 

Cliff Hill granite quarries, 18. 

Cliffwood sandstone quarries, 45. 

Clinker from brick kilns as a substi- 

tute for sand, 201. 
» Portland cement, 198. 


Clinkers, adamantine, Dutch, and 
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terro-metallic, 110; size and 
weight of, 113. 
Clinterty granite quarries, 20. 
Clipsham limestone quarries, 68. 
Clonmacnoise marble quarries, 54. 
Cloth, glass, 455. 
Clout nails, 457 ; size and weight of, 
459. 
Clouts, countersunk, 457. 
Cluster-fruited oak, 371. 
Coach screws, 462. 
Coal measure sandstones and grits, 
quarries, 41-47, 48. 
Coal tar, 452; pitch, 255. 
Coarse stuff, 247. 
Coating lead pipes to prevent poison- 
ing, 341. 
Cobalt blue, 412. 
Coburg varnish, white, 432. 
Coignet’s Béton aggloméré, 225. 
Coke, from gasworks used for concrete, 
216; plate, 346. 
Colcerrow granite quarries, 18. 
Colcothar, 406. 
Cold blast and cold blast iron, 260, 
261. 
», extreme, effect of, on iron and 
steel, 330. 
» forge tests for iron, 282, 283. 
», Tolled iron, 277. 
», Short iron, 277. 
3 Baut, 270. 
Cole Hill marble quarries, 52. 
Colin Well limestone quarry, 72. 
Collars for drain pipes, 135. 
College sandstone quarry, 41. 
Colley sandstone quarries, 39. 
Colly Weston sandstone quarry, 68. 
Colombo breakwater, concrete used 
at, 220. 
Colophony or common rosin, 428. 
Colour of slates, 25. 
Coloured distemper, 257. 
55 glass, 442. 
* lead paints, 418; paints and 
pigments for, 420. 
Colouring and whitening, 256. 
is bricks, 125. 
A common, cream, fawn, and 
buff or stone, 256. 


Colouring pigments for paints, 405, 
411-415, 

Colours and temperature for steel, 305. 

», flashed, for glass, 442. 

» for wall papers, 444. 

» pigments for common, 420; 
for superior, 421. 

Columns of brickwork, strength of, 
118; influence of length, 117; 
influence of mortar, 117. 

Combe Down limestone quarries, 60, 
68. 

Combined process of preserving tim- 

ber, 394. 
“| smoke and air flue, 141. 

Common iron, or merchant bar, 276 ; 
brands on, 296. 

Compact limestone, 
weight of, 56. 

Comparative advantages of hot and 

cold blast iron, 261. 
9 advantages of kiln and 
clamp burning bricks, 
100. 
Compass bricks, 121. 
s timber, 363. 

Composition, chemical, of stones, 2 ; 
nails, 457 ; nails, size and weight 
per 1000, 459; of fireclay, 126 ; 
of granite, 13; of limestones, 49 ; 
ornaments in plaster, 251; tubing, 
weight of, 345, 346; of sand- 
stones, 34; of various alloys, 348 ; 
of various lime and cement stones 
before calcination, 154-156; of 
white paint to cover 100 yards, 
417. 

Compositions, Szerelmey’s iron paint, 
liquid enamels, and stone compo- 
sition, 425. 

Compressed steel, Whitworth’s, 304 ; 
tensile strength and ductility of, 
318. 

Compression, resistance of bricks to, 


56; uses and 


116. 

fe resistance of concrete to, 
226. 

ae resistance of firebricks 
to, 129. 


He testing by, 175. 
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Concrete, 215-227; aggregate for, 
215; Bodmer’s, 110; bricks, 
110; Wood’s patent, 111; bulk 
of, produced from given quantity 
of materials, 223; cementing ma- 
terial to be used for, 223 ; expan- 
sion of, 224; experiments on the 
resistance of, to compression, 226 ; 
iron, 227; laying, 221; lead, 227 ; 
matrix, 215 ; mixing, 219 ; mix- 
ing machines, 230 ; plastic, 222 ; 
proportion of ingredients for 
making, 217; proportion of in- 
gredients used on various works, 
217, 220; selenitic, 224; strength 
of; 2265 tar, 227; uses ofp 225: 

Concrete-mixers, American, 234; 
Carey-Latham, 234 ; inclined cy- 
linder, 230 ; Le Mesurier’s, 232 ; 
Messent’s, 231; Ridley’s, 234; 
Stoney’s, 234. 

Coney Warren sandstone quarries, 41. 

Cong limestone quarries, 72. 

Connemara marble or serpentine, 34, 

Continental marble quarries, 55. 

Continuous system of kilns for lime- 
burning, 193. 

Contraction of wrought iron, 277 ; of 

metals in cooling or 
casting, 353. 
. of terra cotta, 130. 

Conversion of timber, 394-398 ; of fir 
and oak, 398. 

Converter used in Bessemer process, 
302. 

Cooling, contraction of metals in, 
353 ; steel, 306. 

Coolness, test for, in Portland cement, 
179. 

Copal, 429 ; varnishes, 431, 432. 

Coping bricks, 124. 

Copings for platforms and wing walls, 
124. 

Copper, 337; arsenite of, test for, 
444 ; effect of, on iron and steel, 
265 ; market forms of, 338 ; nails, 
457; nails, size and weight of, 
459; ores of, 337 ; oxidation and 
corrosion of, 338 ; properties of, 
337, 352; sheet, 338; tinned, 
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346; uses of, 337; weight of 
sheet, 338, 355 ; wire cord, 338 ; 
wire-covered steel ribbon sash line, 
338, 

Copperas as a drier for paint, 410; 
white, 429. 

Coralline oolite limestone quarries, 67. 

Cord, copper wire, working loads for, 
338. 

Cordes’ patent wrought nails, size 
and weight per 1000, 459. 

Cork paint, granulated, 427. 

Corkbarked elm, 377. 

Cornagrade limestone quarry, 72. 

Corngrit, 60. 

Cornice bricks, 
moulded, 123. 

Cornish granites, 16 ; resistance of, to 
crushing, 81. 

Corrennie granite, 20. 

Corrosion and preservation of iron 
and steel, 333. 

Corrugated sheet iron, 290. 

Corrugated tiles, 144 ; improved, 144. 

Corsehill sandstone quarries, 40. 

Corsham Down stone, 60. 

5, Ridge ,, 60. 

Cotton, silicate, 455. 

Countersunk clouts, 457; size and 
weight per 1000, 459. 

Countess slates, cost, size, and weight, 
etc., of, 27 ; thickness of, 28. 

Courleigh sandstone quarry, 47. 

Courses, damp-proof, 140. 

Cove granite quarries, 20. 

», sandstone quarry, 40. 

Cowdie or Cowrie pine, 371; ap- 
pearance, characteristics, and uses, 
371. 

Cowglen sandstone quarry, 41. 

Coxbench sandstone quarries, 41. 

Craiglea slate quarry, 32. 

Craigleith sandstone, absorption, 86 ; 
composition of, 38 ; colour, quar- 
ries, and weight of, 42 ; resistance 
of, to crushing, 82; tensile 
strength of, 84. 

Craignair (Dalbeattie) granite quar- 
ries, 20. 

Crease’s paints, 427. 


full, and 


hollow, 
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Creetown granite quarries, 20. 
Creosote, 452. 
Creosoting timber, 392. 
Cretaceous formation quarries, 
67. 
Cromford sandstone quarry, 42. 
Cronogort 5 oe AO. 
Croreagh granite quarry, 21. 
Crossdrum limestone quarries, 72. 
Crossland Hill sandstone quarries, 42. 
Cross Platts sandstone quarry, 42. 


39, 


Crown glass, 436; characteristics, 
qualities, and sizes of, 437; 


market forms of, quantity in 
crates, and thickness of, 436. 

Crucible cast steel, 301; brands on, 
312; characteristics and uses 
of, 302; Heath’s, Heaton’s, and 
Mushet’s processes of making, 
302. 

Crumpwood sandstone quarries, 40. 

Crushed stones as a substitute for 
sand, 200, 

Crushing across the fibres of timber, 
resistance to, 403. 

Crushing strength of cast iron, 313 ; 
of brick piers, 116 ; of firebricks, 
129; of steel, 322; of stone, 11, 
81; of wrought iron, 317. 

Crystal varnish, 433. 

Crystallised tin plate, 346. 

Cuba or Spanish mahogany, 379. 

Cullaloe sandstone quarry, 42. 

Cullipool slate quarries, 32. 

Cunliffe Blue sandstone quarries, 42. 
i“ stone, strength of, 82. 

Cupolas for burning bricks, 104. 

Cupshakes in timber, 359. 

Curf, 8, 60, 62; description of, 62; 
position in quarry, 7, 61. 

Cut nails, 455; clasp, 456; size and 
weight per 1000, 459. 

Cutters, bricks, 104, 105; price of, 
106, 

Cylinder, inclined, for mixing con- 
crete, 230, 231. 

Cylinder glass, 438. 

Cypress, 371. 
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Dacreback sandstone quarry, 46. 
Dalbeattie granite quarries, 20. 
Dalkey granite quarries, 21, 
Dammar, gum for varnish, 429, 
Damp blue, 412. 
»» proof courses, 140. 
» walls, how prepared for paper- 
ing, 445. 
Dancing Cairn granite quarries, 20. 
Dangerous limes and cements, 199. 
Dantzic oak, 373 ; appearance, mar- 
ket forms, and uses of, 373. 
timber, 364; appearance, 
characteristics, and market 
forms of, 364; different 
purposes for which it is 
used, 401 ; weight, strength, 
etc., of, 402. 
Darbishire’s granite quarry, 18. 
Darfield sandstone quarry, 42. 
Dark drying oil, 409. 


” 


| Darley Dale sandstone, quarries, 42 ; 


resistance of, to crushing, 82. 

Dartmoor granite, resistance of, to 
wear, 85. 

Dead-burnt lime, 199. 

Dead load, definition of, 465. 

Deals, American, marks and brands 
en, . 385; — Baltic, marks. and 
brands on, 383; cut and whole, 
362; - Russian and Finland, 
marks and brands on, 383; 
Swedish, marks and brands on, 
383; value of, and method of 
measuring, 385 ; varieties in gene- 
ral use, 365, 

Dean, Forest of, stone, 37. 

Decay of timber, 389-391. 

Defects in timber, cupshakes, heart- 


shakes, and starshakes, 359; 
doatiness, foxiness, rind-gall, 
twisted fibres, and upsets, 
360. 


Defects in wrought iron, cold short, 
27.7; red or hot short, 278. 

Deflection, definition of term, 468. 

Degree of heat for hardening steel, 
306. 
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Delabole Slate Company’s quarries, 
31. 

Delank granite quarries, 18. 

Delicate tints, 420; pigments for, 421. 

Delta metal, 347. 

Demesne limestone quarry, 72. 

Dennett’s fireproof material, 251. 

Dent marble quarries, 52. 

Desiccation of timber, 388. 

Destruction of timber by worms and 
insects, 399. 

Detection of dry rot, 391. 

Devlin’s limestone quarry, 72. 

Devonian limestone quarries, 71. 

Devonshire granite, 16. 

Diamond rough plate glass, 441. 

Dinas firebricks, 128; analysis of 
clay for, 127 ; resistance to com- 
pression, absorption, and weight 
of, 129. 

Dinorwie slate quarries, 31. 

Diphwys Casson slate quarries, 31. 

Dirt bed, position of, in quarry, 7, 
61. 

Disintegrated basalts, granites, and 
schists as substitutes for sand, 
201. 

Distemper, 256 ; 
white, 256. 

Distinction in appearance between dif- 

ferent classes of wall paper, 443. 

Doatiness in timber, 360. 

Dod, mould for pipes, 135. 

Dog nails, 457; size and weight per 
1000, 459, 

Dolomite, description of, 58. 

Doneraile marble quarries, 54, 

Doonagore sandstone quarry, 47. 

Dorothea slate quarries, 31. 

Double, angle iron, 288 ; cant bricks, 
123; headed rail, 288; junc- 
tions for pipes, 137; roll tiles, 
144 ; shear steel, brands on, 312 ; 
size, 447. 

Doubles or block tin, 346. 

a slates, size, weight, etc., of, 
27 ; thickness of, 28, 

Douglas or Oregon pine, 371. 

Doulting (Old Down) limestone quar- 
ries, 68. 


Doiics 


coloured, 
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Dowlais fireclay, 126, 127. 

Drab bricks, 109. 

Dragon’s blood for varnish, 429. 

Drain, bricks, 124; pipes, agricul- 

tural, 135. 

Draw-kilns for burning lime, 193. 

Dressed bricks, 95. 

Dressing, granite, 15 ; ore, 259. 

Drewsleighton marble quarries, 52. 

Driers for paints, 405, 410; for var- 
nishes, 429; patent, 411; pre- 
cautions in using, 411. 

Drimoleague slate quarry, 32. 

Dromasta slate quarry, 32. 

Drop lake, 414. 

Drumbane sandstone quarries, 47. 

Drumkeegan _,, 53 47. 

Dry clay machines, 95. 

5, floated deals, 368. 
», Trot, 390; detection of, 391. 
5». tiles, 147. 
Drying bricks, 93; in sheds, 93; 
out of doors, 94. 
oil, 407 ; dark, 409. 
oils, 407 ; for common work, 
409; non-drying, 407 ; 
dark, 409 ; pale, 409. 

Dublin limestone quarries, 72. 

Duchess slates, size, weight, etc., of, 
27; thickness of, 28. 

Ductility, definition of term, 468 ; of 
cast iron, 312; of cast steel, 319 ; 
of iron, 312; of malleable iron, 
315; of lLandore steel, 321; 
of steel, 318, 323; of steel 
plates and bars, 321; of wrought 
iron, .315, 316. 

Duffield Bank sandstone quarries, 42. 

Duke’s sandstone quarries, 42. 

Dundry sandstone, strength of, 68. 

Dungannon limestone quarry, 72. 

Dunkerrow sandstone, strength of, 54. 

Dunkit limestone 3 We: 

Dunmore sandstone ‘3 42. 

Duntrune sandstone quarry, 46. 

Durability of building stone, 2 
terra cotta, 131. 

Durable in wet positions, timber, 
401. 

Duramen or heartwood, 357. 
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Durmast oak, 372. 

Dusky ant, destruction of timber by, 
- 400. 

Dust bricks, 109. 

Dutch clinkers, 110 ; size and weight 


of, 131. 
or elm, 377. 
» gold leaf, 449. 
ic wel, 99: 
» pink, 414. 
white, 406. 


” 
Dyce granite quarries, 20. 
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Earth for brickmaking, characteristics 
of different kinds, 89; composi- 
tion of good, 89 ; constituents of, 
86 ; practical classification of, 88 ; 
preparation of, 91. 

Easdale slate quarries, 32. 

East Cornwall slate mine, 31. 

East Kilbride cement, 164. 

Eceleshill sandstone quarries, 42. 

Economy of fuel with Hoffmann’s 
kiln, 103. 

Effect of annealing steel plates, 323. 

» of carbon upon cast iron, 263. 

» of different processes and cir- 
cumstances on strength of 
steel and of wrought iron, 
317, 322. 

, of fine grinding on cement, 
ET. 

» of mixing different brands of 
iron, 315. 

» of rolling iron, 276. 

», of temperature on strength of 
cast iron, 314. 

» of temperature on strength of 
wrought iron, 317. 

» of tempering steel, 322. 

Effects caused by different degrees of 
calcination of lime and cement 


stones, 238. 

Efflorescence on walls, 242 ; appear- 
ance, composition, causes, disad- 
vantages of, and remedies for, 
242, 

SElastic limit, defined, 327, 467 ; of 
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cast iron, wrought iron, and steel, 
329; of cast steel, 318; raised 
by different processes, 328 ; raised 
by stretching, 329. 
Elasticity, defined, 467 ; limit of, 327, 
329; modulus of, defined, 467. 
Elemi, gum for varnish, 429. 
Elland Edge sandstone quarries, 42. 
Elm, 376 ; age for felling, 358 ; pur- 
poses for which it is useful, 
401; resistance of, to shear- 
ing, 403. 

» Canada Rock, 377; 
strength, etc., of, 402. 

,, Corkbarked, 377. 

» puch; 37-7. 

» English,commonorrough-leaved, 
376; appearance and char- 
acteristics, 376; uses, 377; 
weight, strength, etc., of, 402. 

yo Wen, SUG 

Elswick sandstone quarries, 42. 


weight, 


| Elterwater slate quarry, 31. 
| Elvan, 22. 


Embossed glass, 441. 

Emerald green as a colouring pig- 
ment, 415. 

Emery, cloth, paper, 455. 

Emperor’s Red marble quarries, 55. 

Empresses slates, size, weight, etc., of, 
27. 

Enamel paint, 424. 

Enamelled bricks, 110; glass, 441 ; 
glass stained, 441 ; slates, 29. 
Enamelling paint, Griffith’s patent 

silicate, 425. 
Enamels, Szerelmey’s liquid, 425. 
Encallow, encallowing, defined, 91. 
Encased pipes, lead, 341; weight 
and strength of, 342. 
Encaustic tiles, manufacture of, 146 ; 
inferior, 147. 
Encrinal marble, 51. 
Enderby Hill granite quarry, 18. 
English elm (see Elm), 376. 
5. Bramites, 18, 19, 
»» papers for walls, 444. 
» quarries, granite, 18; lime- 
stone, 67-71 ; marble, 52 ; 
sandstone, 39-47 ; slate, 31. 


484 


English serpentines, 34. 

3 slates, 30, 31. 
Enrichments in plaster, 250. 
Era slate mine, 31. 
Essential oils, 407. 

Evils of fat lime mortar, 202. 
Examination of castings, 273 ; 
sand, 200; of stone, 11. 

Expansion of concrete, 224. 
Experiments on iron, Kirkaldy’s, 
279. 

on resistance of con- 
crete to  compres- 
sion, 226. 
on steel by Committee 
of Civil Engineers, 
318. 
Extract of lethirium for removing 

paint, 434. 

Extras charged on British iron, 291 ; 

on steel plates, 311. 

Extreme cold, effect of, on iron and 

steel, 330. 


of 


F 


Facility for working stone, 5. 

Facing bricks, Lancashire red pressed, 
110, 

paviors, description and price 
of, 106. 

Facings, wall, 140. 

Factor of safety defined, 465. 

Factors of safety for cast iron, wrought 
iron, and steel, 324. 

Faija’s testing machine, 191. 

Fairbairn’s remarks on hot and cold 
blast iron, 261. 

Falling weight or impact test for iron, 
285. 

Fallow Vee limestone quarry, 72. 

Fancy iron, 288. 

Fareham red bricks, 109 ; resistance 
of, to compression, 115; size and 
weight of, 113. 

Farleigh Down limestone, 60; quar- 
ries, 68. 

Farn Gate (Moyour) limestone quar- 
ries, 72. 

Farn limestone quarries, 72. 
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Farrow-bar sandstone quarry, 47. 

Fat lime, 159; mortar made from, 

235 ; evils of, 202. 
limes, 153, 157, 159,.235; ¢al- 

cination of, 235; composition 

of, 154; precautions in using, 

157; setting of, 235; should 

only be allowed in inferior 

work, 202; slaking of, 235; 

stained, 157 ;. uses of, 157. 
Fatigue of iron, 328. 

Feebly hydraulic limes, 154; beha- 
viour in slaking and setting, 
159. 

Felling timber, age for, 357; oak, 
time of, 373. 

Felsite, 22. 

Felspar in granite, 13, 14; weight 
of, 85. 

Felspathic sandstones, 36. 

Felstone porphyry, 22. 

Felt, 453; asphalted roofing, 453 ; 
hair, inodorous bitumen and 
sarking, 453; tarring and 
painting, 454. 

» or silver grain in timber, 356. 
Fermoy limestone quarries, 72. 
Ferro-silicic acid as a preservative for 

stone, 80. 

Ffestiniog quarries, 31. 

Fibres, twisted in timber, 360. 

Fibrous asphalte, 453. 

» - plastér, 251. 

Fine stuff for plastering, 247. 

Fineness of grit for Portland cement, 

167. 
for selenitic cement, 

185. 

Finland deals, 366; brands on, 383. 

Finsdale sandstone quarry, 42. 

Fir, Baltic, marks and brands on, 
382; conversion of, 398; how 
imported, 363; market forms, 
362; resistance of, to crushing 
across the fibres, 403; resistance 
of, to shearing, 403 ; spruce, 361; 
timber, classification of, 361; 
weight, strength, etc., of, 402; 
white or spruce, 369. 

Fire, protection of timber from, 394. 
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Firebricks, 125-133; absorption of, 
129; analyses of different clays 
for, 127; description of, 128; 
Dinas, 128; Guismuyda, 129; 
Kilmarnock, 128; Le Moor and 
Narberth, 129; Newcastle, 128; 
resistance of, to compression, 129 ; 
Stourbridge, 128 ; weight of, 129 ; 
Windsor or Hedgerly, 129. 

Fireclay and firebricks, 125-133. 
ee composition of, 126; defined, 

125; for making terra 
cotta, 130; grain of, 128 ; 
refractory, 125; uses of, 
in building, 125; ware, 
133; where found, 125. 

Fireproof material, Dennett’s, 251. 

Firies limestone quarry, 72. 

Fishponds sandstone quarries, 42. 

Fixed oils, 407. 

Flagstones, 35. 

Flake white, 405. 

Flare-burnt lime, 199. 

Flare kilns for burning lime, 194; 
description of, 195. 

Flashed colours for glass, 442. 

Flasks used in casting, 269. 

Flat-bottomed rail, 288. 

Flat-headed screws, 461. 

Flat-iron, extras charged for, 289. 

Flaws, freedom from, of good bricks, 
It. 

Fletcher Bank sandstone quarry, 42. 

Fleurs in ridge tiles, 146. 

Flints for aggregate of 
216. 

Flitch plates, 289. 

Floated deals, 368; dry, 368. 

Flock papers for walls, 443. 

Floors, term used in quarrying, 24. 

» timber useful for, 401. 

Florentine lake, 414. 

Flue pipes, chimney, 141. 

Flues, combined smoke 
141. 

Fluid, marvel, for removing old paint, 
434; soldering, 351. 

Fluted sheet glass, 438. 

Flux used in melting iron, 261. 

Fluxes for soldering metals, 351. 


concrete, 


and air, 
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Force, adhesive, of nails, 460; of 
screws, 463. 

Foreign gold leaf, 449, 
5 substances in pig-iron, 262. 

Forest of Dean sandstone, 37; quar- 
ries, 42; where used, 38. 

Forge iron, 265. 

», tests for wrought iron, 282. 
Forging, 331; iron and steel, 331. 
Forgings, form given to, 331. 

Form of castings, 271. 
Forms of sewer pipes, different, 136. 

», market, of steel, 310. 

Foul clays for brickmaking, 88, 89. 

Foundry iron, 265. 

Fourcoil slate quarry, 32. 

Foxiness in timber, 360. 

Foynes limestone quarries, 72. 

Fracture of sandstone, 36; of stone, 
Way 

Fractured surface of steel, to judge 

quality from, 

308. 
of wrought iron, 

appearance of, 

284, 
Frankfort black, 412. 
Freeman’s “non- poisonous” 

lead, 422. 
Freemator granite quarries, 18. 
Freestone defined, 35. 
French greens, 415. 

oo  medlles 457. 

a3 OBE a 4s 

» papers for walls, 444. 

» polish, 432. 

Fret lead, 342. 

Frog in hand-made bricks, 95. 

Fronts, bright, bricks, description and 

price of, 106. 

Fucata, Lycoris, 400. 

Fuel, economy of, by using Hoff- 
mann’s kiln, 103. 

», required for burning bricks, 

100; limes and cements, 
198. 

Furlough granite quarries, 21. 

Furnace granite quarry, 20, 

Fusibility defined, 468. 


+P) ” 


white 


486 
G 


Galena, 339. 
Galvanised iron, 291. 
Galvanising as a means of preserving 
iron, 333. 
Gangue, 261. 
Ganister, 302. 
Gardner’s process for preserving tim- 
ber; 394. 
Garl bed of Kentish Rag, 65. 
Garrybeg (Killaloe) slate quarry, 32. 
Garth sandstone quarries, 42. 
Garvary Wood granite quarries, 21. 
Gas threads, Whitworth’s standard, 
463. 
Gatelaw Bridge sandstone quarry, 40. 
Gatherley Moor sandstone quarries, 40. 
Gauge, Birmingham iron wire, sheet 
iron and wire, 353; metal, 355 ; 
Whitworth’s standard wire, 354 ; 
zinc, 344. 
Gauged stuff for plastering, 248. 
Gauges for wires and metals, 353-355. 
Gault bricks, 108; absorption of, 114; 
resistance of, to compression, 115. 
Gazeby sandstone quarries, 42. 
Gedge’s metal, composition of, 348. 
General bed, Chilmark stone, 64 ; 
strength of, 64. 
General remarks on burning lime, 197. 
» on glass, 435. 
5 on stone, 1. 
, on tests for wrought 
iron, 278. 
Geological position of Bath stone, 59. 
German plate glass, 438. 
Ps steel, 304. 
»  vermilion, 414. 
Giallo Antico marble quarries, 55. 
Giffneuk or Gifnock sandstone, ab- 
sorption of, 85; quarries, 43 ; 
resistance of, to crushing, 82. 
Gilding ironwork, 335. 
Gillogue limestone quarries, 72. 
Gipton Wood sandstone quarries, 
43. 
Girder iron, rolled, 287. 
Glammis sandstone quarries, 46. 
Glandore 47, 


9 %) 


INDEX. 


Glannan marble quarries, 54. 
Glanrafon slate quarry, 31. 
Glasgow fireclay, analysis of, 127. 
Glass, 435-442; blown plate, 439; 
British plate, 439; British 
polished plate, 440; British 
sheet, 438; cathedral, 441; 
coloured, 442; crown, 4386; 
cylinder, 438; embossed, 441 ; 
enamelled and stained enamelled, 
441; flashed colours on, 442; 
fluted sheet, 438 ; general remarks, 
on, 435; German plate, 438; 
ground, 441 ; interception of light 
by, 442; obscured, 441; patent 
diamond and quarry rough plate, 
441; patent plate, 439; per- 
forated, 441 ; polished plate, 440 ; 
rough cast and rolled plate, 440 ; 
sheet, 437, 438; slates, 442; 
tiles, 442. 
Glazes for clay wares, opaque, 135 ; 
transparent, 134. 
Glaziers’ brads or sprigs, 457. 
% putty, 450. 
Glazing, clay wares, 134; lead and 
salt, 134. 
Glebe sandstone quarries, 48. 
Glenalbin slate quarry, 32. 
Glencree granite quarries, 21. 
Glentilt marble 53. 
Glue, 446; characteristics of good, 
446 ; marine, 447; preparation of, 
_ 446; uses and strength of, 447. 
Glusha sandstone quarry, 47. 
Glynrhonwy slate quarry, 31. 
Gneiss, 22. 
Godstone sandstone quarries, 39. 
Gold leaf, 449; Dutch, foreign, and 
pale, 449. 
» paint, Bessemer’s, 449. 
» size, 448 ; burnish, 448 ; japan- 
ners’, 411, 448; oil, 448. 
Golden Bridge limestone quarry, 72. 
Goraghwood granite quarry, 21. 
Gorestown limestone quarry, 72. 
Gorton limestone quarry, 72. 
Grain of fireclay, 128; of sandstone, 
36; of slates, 25; silver, in 
timber, 356. 
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Grains, size of, in granular limestone, 
56. 

Grange sandstone quarry, 43. 

Granite, 13-21; absorption of, 81; 
bulkiness of, 85; characteristics 
of, 15; chloritic, 15; composi- 
tion of, 13; Cornish and Devon- 
shire, 16; disintegrated, 201 ; 
dressing, 15; English, 18, 19; 
graphic, 15 ; Guernsey, 16; Irish, 
16, 21; Leicestershire, 16; por- 
phyritic, 15; quarries, principal, 
in Great Britain and Ireland, 18- 
21; quarrying, 15 ; resistance of, 
to crushing, 81; resistance of, 
to wear, 85; schorlaceous, 15; 
Scotch, 16, 20, 21; strength of, 
81; syenitic, 14; talcose, 15; 
true or common, 13; uses of, 16 ; 
varieties of, in common use, 16 ; 
weight, 81, 85. 

Granitic paint, 425. 

Grant’s black, 412. 

Granular limestone, absorption of, 57 ; 
bulkiness of, 85; colour of, 56; 
composition and structure of, 56 ; 
natural bed of, 57; shelly, 56; 
size of grains, 56; uses of, 57; 
varieties of, 57 ; weathering qual- 
ities of, 56; weight of, 57, 85. 

Granulated cork paint, 427. 

Graphic granite, 15, 

Gravel used for concrete, 216. 


Great and upper oolite limestone 
quarries, 68. 

rf Finsdale sandstone quarry, 42. 

5 Meadow limestone quarries, 


72. 
», rag bed of Kentish Rag, 65. 
Greaves’ slate quarries, 31. 
Green Rag bed of Kentish Rag, 65. 
» stains on white bricks, 108. 
Greencliff sandstone quarries, 45. 
Greenheart, 380; appearance and 
characteristics of, 380; market 
forms and uses of, 381; weight, 
strength, etc., of, 402. 
Greens for colouring, pigments, 415 ; 
Brighton, Brunswick, chrome, 
emerald, French, marine, min- 
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eral, mountain, patent, Prussian, 
Scheele’s verditer, Vienna, 415. 
Greensand, limestone quarries in, 67. 
Greensmoor sandstone quarry, 43. 
Greenstone, 23. 
Greor limestone quarries, 72. 
Grey cast iron, 267; to distinguish 
from white, 267. 
» Chalk lnme, 160; 
258. 
Griffith’s patent silicate enamelling 
paint, 425, 
re patent white paint, 422. 
Grinding clay for brickmaking, 91. 
Grinding, fine, effect of, on cement, 


weight of, 


Et. 
Grinshill sandstone quarries, 40. 
ie stone, strength of, 82. 


Grit, fineness of, for Portland cement, 
167; for selenitic cement, 185. 

Grits, 35 ; coal measure quarries, 41- 
46. 

Grizzle bricks, absorption of, 114; 
description and price of, 106. 

Groby granite quarries, 18. 

Grosby sandstone quarries, 39, 43. 

Grosmont granite quarry, 18. 

Ground, glass, 441; lime, 208. 

Grout, 214. 

Grove Height sandstone quarries, 43. 

Growth of trees, 356. 

Guernsey granite, 16; resistance of, 
to wear, 85. 

Guismuyda firebricks, 129. 

Gum, animé, 429; dammar, 429; 
elemi, 429; resins, 428. 

Gums used for varnishes, 428. 

Gun metal, 346, 348; composition 
of, 348; properties of, 352; 
weight of, 355. : 

Gunnerston sandstone quarry, 43. 

Gunnislake granite, 18. 

Gutter bricks, 124. 

Gypsum, 244. 


H 


Hacking bricks, 94. 
Hacks for drying bricks, 94. 
Heematite iron ore, redand brown, 260. 
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Hematite pig iron, 293. 
Haerlem blue, 412. 
Hailes sandstone quarry, 43. 
Haines’s patent lead-encased pipes, 
341. 
Hair felt, 453; cement for attaching 
to boilers, 453.. 
» used by the plasterer, 247. 
Half-socket pipes, 136. 
Hall’s hanging wall tiles, 146. 
Ham Hill limestone quarries, 68. 
Hamburg lake, 414 ; white, 406. 
Hamelin’s mastic, 246. 
Hamhill limestone, strength of, 83. 
Hand masts, 362. 
» mortar mill, 230. 
», moulding bricks, 92. 
» wrought nails, 455. 
Handles, timber useful for, 401. 
Handrail screws, 462. 
Hard bed, Chilmark stone, 64. 
oak varnish, 432. 
paviors, 106; price of, 106. 
putty, 450. 
solders, 349, 350; flux for, 351. 
spirit varnishes, brown and 
white, 432. 
steel, 304. 
stock bricks, description and 
price of, 106. 
wood, 361, 371; classification 
of, 360. 
Hardening and setting Portland ce- 
ment, 180. 
and tempering steel in oil, 
307. 
case, 307, 
defined, 468. 
steel, 299, 305; degree 
of heat for, 306. 
Hardness defined, 468. 
i of slates, 25; of stone, im- 
portance of, 5; of terra 
cotta, 131. 
Hardwood lacquer, 432. 
Harehills sandstone quarry, 43. 
Hartford Bridgesandstone quarries, 43. 
Harwich cement, 163. 
Hassock in Kentish Rag, 64-66; ab- 
sorption of, 85; analysis of, 66 ; 
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quarries, 39; unfit for external 
work, 66. 

Hawksworth Wood sandstone quar- 
ries, 43. 

Haydor limestone quarries, 68. 

Hayter, Mr., on concrete, 219. 

Haytor, or High Tor, granite quarries, 
18. 

Header and Headstone laying beds of 
Kentish Rag, 65. 

Header brick, hollow, 122. 

Headington limestone quarries, 67. 


| Heads, tunnel bricks, 124. 


Heale granite quarries, 18. 
Heartshakes in timber, 359. 
Heartwood, 357. 

Heat, degree of, for hardening steel, 
306. 

Heath’s and Heaton’s processes, 302. 

Heckwood granite quarries, 19. 

Heddon sandstone, absorption 
85. 

Hedgerly firebricks, 129; analysis of 
clay for; 127. 

Herm granite, quarries, 19; resist- 
ance of, to wear, 85. 

High Rock granite quarries, 20. 

5 <r ” rp) 18. 
Hildenley limestone quarries, 68. 
Hill o’ Fare granite, 20. 

Hip tiles for roofing, 146. 

Hipperholme sandstone quarry, 43. 

Hodge Close slate quarry, 31. 

Hoffmann’s kiln for burning bricks, 
102; advantages and disadvan- 
tages of, 103 ; economy of fuel by 
using, 103; modifications of, 104 ; 
size and produce of, 103. 

Holland white, 406. 

Hollington sandstone quarries, 40. 

Hollow bricks, 122; cornice, 123. 

Homogeneous metal, 305. 

Honduras mahogany, 378; appear- 
ance, characteristics, and uses of, 
378; market forms of, 379; 
weight, strength, etc., of, 402. 

Honister slate mine, 32. 

Honless Hill sandstone quarries, 43. 

Honley 43. 

Hoole limestone 72. 


of, 


” ” 
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THoop iron, 291; widths and gauges 
on; 291. 

FHopton sandstone quarries, 43. 

FHopton Wood limestone, quarries, 70 ; 
strength of, 83. 

THornbeam, 381 ; appearance, charac- 
teristics, and uses of, 381 ; weight, 
strength, etc., of, 402. 

THornblende, in granite, 14, 15 ; schist 
or slate, 23. 

FHorncliffe sandstone quarry, 43. 

Forse Bridge bed of Kentish Rag, 
65. 

Horse mortar-mill, 229. 

» Shoe iron, 289. 

THorses’ teeth in porphyritic granite, 
15. 

HHorsley Castle sandstone quarries, 
43. 

HHot-air seasoning of timber, 388. 

», blast iron, 260, 261. 
», forge tests for steel, 308. 
for wrought iron, 282, 
283. 
Wot lime for killing knots, 448. 
» Shortness in iron, 278. 

THowler’s Hill sandstone quarry, 43. 

Hiowley Park sandstone quarries, 
43. 

Howth fireclay, analysis of, 127. 

», limestone quarries, 72. 

HHuddlestone limestone, quarries, 70 ; 
strength of, 83. 

HHumbie sandstone, tensile strength of, 
84 ; quarries, 43. 

Hunger Hill sandstone quarries, 43. 

Hunter’s Hill - f 43. 

THydrate of lime, 150. 

Hydraulic limes, 158-160 ; artificial, 
160 ; classification of, 159 ; cal- 
cination of, 237 ; composition of 
various, 154-156; proportion 
and composition of clay in, 236 ; 
varieties of, 160 ; where generally 
used, 203. 

Elydraulic limestones, effects caused in, 
by different degrees of calcination, 
237. 

H\ydraulicity of limes and cements, 
151; constituents of limestone 
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which - produce, - 151, ..152; 
methods of artificially producing, 
185. 

Hygeian rock building composition, 
453. 


I 


Idle sandstone quarries, 44. 
Igneous rocks, 13; other than gran- 
ite, 22. 
Impact test for iron, 285. 
Imperial slates, size, weight, etc., of, 
27. 
Improved corrugated tiles, 144. 
Impurities in pig iron, 264. 
Inch masts, 362. 
Inclined cylinder 
230. 
Indestructible paint, 424. 
India Office tests for iron, 281. 
Indian oak or teak, 379. 
9) ted, 414, 
Indiarubber, vulcanised, 451. 
Indigo, 412. 
Indurating solutions, Ransome’s, for 
preserving stone, 78. 
Inferior asphaltes, 255. 
5 encaustic tiles, 147. 
ri terra cotta, 132. 
Ingredients in mixed paints, propor- 
tions of, 416. 


concrete - mixer, 


Bf of varnish, 428. 

5 proportion of, for mortar, 
205. 

i si to form con- 


crete, 217. 
Injurious effect of lead paint, 419. 
Inodorous bitumen felt, 453, 
ay paint, 421. 
Insects, destruction of timber by, 
399, 400. 
Inside painting, quantity required for, 
417. 


| Intensity of stress defined, 466. 


Interception of light by glass, 442. 

Interior joinery, timbers useful for, 
401. 

Intermittent kilns for burning lime, 
195. 
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Intermittent system of lime-burning, | Iron—continued. 
1 


194. 

Inveraray granite quarries, 20. 

Invert blocks, 141. 

Iona marble quarries, 53. 

Ipplepen marble quarries, 52. 

Ireland, fireclay from, analysis of, 
127; quarries in, granite, 21, 
limestone, 71, marble, 54, sand- 
stone, 47, slate, 32; varieties of 
marble in, 51. 

Irish granites, 16, 81 ; green marble, 
34; limestone quarries, 71-73 ; 
serpentines, 34; slates, 28, 30, 
32. 

Iron, action of impurities on, 264, 
265 ; amount of carbon in, 263, 
335; angle, strength of, 316; 
angle, tee and other sections, 287 ; 
bar, 276, 286; beading, 288 ; 
Bessemer, 265; best Yorkshire, 
286, 293 ; black oxide of, paint, 
423; brands on, 293-298; cast, 
266 (see Cast Iron); cement, cast, 
450; chain, 289 ; channel, 287 ; 
characteristics and uses of, 335, 
336 ; chilled, 268 ; cinder, 266 ; 
cold blast, 260; cold rolled, 
277; colouring action of, on 
sandstones, 35 ; common or mer- 
chant bar, 276, 287; compara- 
tive advantages of hot and cold 
blast, 261; concrete, 227 ; con- 
traction of wrought, 277; cor- 
rosion and preservation of, 333 ; 
corrugated sheet, 290; defects in 
wrought, 277; description of 
wrought, 285; effect of carbon 
on, 263; effect of rolling, 276 ; 
elastic limit of, 329; factors of 
safety for, 324; fatigue of, 328 ; 
forge and foundry, 265; forging, 
331; galvanised, 291 ; grey cast, 
267; hoop, 291; horse -shoe, 
289 ; hot blast, 261; in granite, 
14; influence of carbon on, 268 ; 
malleable, strength of, 316; malle- 
able cast, 268, 336 ; manufacture 
of T, I, and other forms of, 277 ; 
market forms of wrought, 286 ; 


mine, 266; mottled cast, 266, 
267; mail, 289; nails, 459 ; 
oak, 373; of various qualities, 
tensile tests for, 281; ores of, 
259; oxide of, colouring action 
on bricks, 88, 90; oxide of, as a 
base for paints, 407; oxide of, 
paints, 423; paints, 425; pig, 
261, 262 ; plate, 283, 289 ; plates, 
strenyth of, 316; preservation of, 
333-335 ; production of, 259 ; 
properties of, 352; pyrites in 
brick earths, 88, in slates, 26 ; 
quadrant, 288; rails, types of, 
288; rivet, 289, 316; rolled 
girder, 287; sheet, 283, 289, 
290; strength of, 312-317; 
Swedish, 285, 298 ; tests for cast, 
273, for wrought, 278-285; to 
distinguish steel from, 307; 
toughened cast, 268 ; value, rela- 
tive, of wrought, 291; varnish 
for, 433; welding, 332; white 
cast, 266, 267 ; wire gauge, Whit- 
worth’s standard, 354 ; weight of, 
355 ; working stresses for, 325 ; 
wrought, 274-292, 294-298 (see 
Wrought Iron). 

Tronstone, clay, 259. 

Ironwork, bright, how preserved from 
oxidation, 335. 

Isle of Man marble quarries, 53. 

Italian oak, 374. 
» of Venetian tiles, 144. 

Ivory, black, 412. 


J 


Jackdaw Craig limestone quarries, 70. 

Japanners’ gold size, 411, 448. 

Japanning, 433. 

Jarrah, or Australian mahogany, 379 ; 

appearance, characteristics, market 

forms, and uses of, 379 ; weight, 
strength, etc., of, 402. 

Jennings’ improved drain pipes, 138. 

John’sstucco cement for plastering, 246. 

Johnson and Co.’s process for making 
Portland cement, 165. 
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Joiners’ brads, 457. Kilns for burning bricks, Bull’s patent 
Joinery, interior, timbers useful for, semi-continuous, 104; cupolas 
401. or ovens, 104; Dutch, 99; 
Joint, lip, in terra cotta, 141. Hoffmann’s, description of, 
»,  Stanford’s patent, for pipes, 139. 102; other forms of, 104; 
Joints, mortar, in terra cotta, 131. Scotch, 99. 
Junction blocks, 141. » for burning cement, Michele- 
Junctions for pipes, double and single, Johnson, 197 ; Portland, 196 ; 
137. Roman, 197. 
Fi » for burning lime, continuous and 
- draw, 193; flare, 193, 194; 
Kaolin, 16. intermittent, 193, 194; per- 
Kawrie, Cowrie, or Coudie pine, 371 ; petual, running, sow, and 
weight, strength, etc., of, 402. tunnel, 193. 
Keate’s specific gravity bottle, 172. Kilwaughter limestone quarry, 73. 
Keating’s cement, 245. King’s yellow, 413. 
Keene’s cement for plastering, 245 ;| Kingstown granite quarries, 21. 
weight of, 258. Kintail marble quarries, 54. 
Keinton limestone quarries, 69. Kintogher limestone quarry, 73. 
Kemnay granite ss 20. Kippenmuir sandstone quarry, 44. 
Kenmare limestone __,, 72. Kirkaldy’s, Mr., experiments on iron 
Kennack Cove serpentine, 34. and steel, 279, 284. 


Kentish Rag, 64; absorption of, 85 ;| Kirkmabreck granite quarry, 20. 
analysis of, 66; beds of, 64;|Kirkstone slate quarry, 31. 
quarries, 66 ; weight of, 85. Klondyke slate quarry, 32. 

Kenton sandstone, absorption of, 85 ;| Knockdonagh sandstone quarry, 47. 
quarries, 44; resistance of, to) Knockerra sandstone quarry, 47. 


crushing, 82. Knockly sandstone quarries, 46. 
Kerb bricks, 124. Knotting, hot lime, 448; ordinary 
Kerf, 8. and patent, 448. 

Ketton limestone, absorption of, 85 ;| Kremnitz or Krems white, 405. 

quarries, 69 ; strength of, 83. Kuhlmann’s process for stone, 78. 


Ketton Rag limestone, quarries, 69 ;| Kyan’s process for timber, 393. 
strength of, 83. 


Kilbride, East, cement, 164. L 

‘ lime, 160. 

Kilkenny marble, quarries, 54. La Moye granite quarries, 19. 
Killacolla sandstone quarry, 47. Lac for varnish, 429; seed, shell, 
Killaloe, Imperial Slate Co.’s quarries, and stick, 429, 

32, slates, strength of, 82. Lackagh sandstone quarry, 47. 
Killarney limestone quarries, 73. Lacquer for brass and hardwood, 432. 
Killey Park marble ie 52. Lacquers, or spirit varnishes, 430. 
Killin serpentine, 34. Ladies slates, cost, size, weight, etc. 
Kilmarnock firebricks, 128 ; analysis of, 27; thickness of, 28. 

of clay for, 127. Lakes, as colouring pigments, 414; 
Kiln-burning bricks, 99 ; comparative Brazil wood, drop, carminated, 

advantages of clamp and, 100. Chinese, Florentine, Hamburg, 
Kiln burnt bricks, classification of, | Roman, scarlet, Venetian, 414; 

107; method of distinguish- | yellow, 413. 


ing, 112. Laminated lead, 340. 
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Lamorna granite quarries, 19, 

Lampblack, 411. 

Lancashire red pressed facing bricks, 
110; size and weight of, 113. 

Land rag bed of Kentish Rag, 65. 

Landore Siemens-steel, 321. 
pe tensile strength and duc- 

tility of, 321. 

Lanesborough limestone quarries, 73. 

Larch, 370; age of, for felling, 358 ; 
appearance, characteristics, and 
uses, 370; weight and strength 
of, 402. 

Larches, American, 
Tamarak, 370. 

Larcombe slate quarry, 31. 

Lath nails, 458. 

», work, selenitic plaster for, 248. 

Latham’s, Mr. Baldwin, directions for 

forming bends and junctions, 
37. 
Laths, 451; plasterers’, market forms 


Hacmatack or 


and thickness of, 451; metal, 451 ; | 


slate or tiling, 451. 
Latt sandstone quarries, 47. 
Launceston slate quarries, 31. 
Layers of sandstone, thickness of, 
36. 
Laying asphalte, 252. 

» concrete, 221. 

Lazonby sandstone quarries, 40. 

Lead, 339-343; acetate of, 410; 
action of water upon, 340 ; and 
tin, melting points of alloys of, 
353 ; cast, 339 ; concrete, 227 ; 
encased pipes, Haines’s patent, 
341; fret, 342, 343; genuine 
dry white, 405; glazing, 134 ; 
laminated, 340; market forms 
af, 3893. milled: 339% old 
white, 406; ores of, galena, 
339; oxide of, 410. 

» paint, 416; injurious effect of, 
419; mixing, 419; white and 
coloured, 416. 

» Pipes, 340; coating of, to pre- 
vent poisoning, 341; size and 
weights of, 341, 342. 

5» pipes, encased, 341; weight and 
strength of, 342. 


INDEX. 


Lead, properties and uses of, 339, 352. 
5, red, adulteration of, tests for and 
uses of, 406 ; as a base, 406 ; as 
a drier, 411 ; asa pigment, 414. 
sheets, 339; weight and thick- 
ness of, 339. 
sugar of, 410, 429. 
weight of, 355. 
white, adulteration of, 405; as 
a base, 405; market forms of, 
405; old, 406; uses, advan- 
tages and disadvantages of, 406. 
Le Mesurier’s concrete machine, 233. 
Leaf, gold, 449; Dutch, foreign, and 
pale, 449. 
5, wood, 37-1; classification of, 360. 
Lee Moor firebricks, 129; absorp- 
tion, resistance to com- 
pression and weight of, 
IPAS): 

Lee sandstone. quarries, 44. 

Leicestershire granite, 16. 

Lemon chrome, 412. 

Leoch sandstone quarry, 46. 

Lersclip limestone quarries, 73. 

Lethirium, extract of, 43.4. 

Letterfrack serpentine, 34. 

Letternaphy marble quarries, 54. 

Leysmill sandstone quarry, 46. 

Lias cement, 246. 

Lias lime, 160 ; strength of, 186, 206. 

», limestone, quarries, 69; weight 
of, 85, - 

Lidded pipes, 138. 

Light, interception of, by glass, 442. 

», red, as a pigment, 414. 

Lime, air-slaking of, 151; amount of, 
in fireclay, 127; and cement 
burning, 193; artificial hydrau- 
lic, 160 ; calcination of, 150, 237 ; 
carbonate of, 151; caustic of quick, 
150; dangerous, 199; dead- 
burnt, 199; description of, 
to be used in mortar, 202; 
effect of, on clay for brickmaking, 
87; flare-burnt, 199; grey 
chalk or stone, 160; ground, 
208; hot, for killing knots, 
448; hydrate of, 150; hydraulic, 
to be used for important works, 
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203 ; hydraulicity of, 151 ; kilns, Limnoria térebrans, 399. 


classes of and operation of burning, 
193-196; lias, 160; mixture of 
cement and, 2138. Mortar made 
from fat, 235; evils. of, 202, 
made from _ selenitised, 211. 
Nature of, for selenitic cement, 
185 ; quantity required for mor- 
tar, 210; selenitic mortar made 
with ordinary, 212; rough tests, 
156; slaking and setting of, 150, 
151; superphosphate of, for pre- 
serving stone, 80; varieties of, in 
common use, 159, 

Limerick limestone, quarries, 73 ; 
marble quarries, 54. 

Limes and cements, analysis of, 243 ; 
classification of, 153; dangerous, 
199 ; how produced, 150; weight 
Of, 258, 

Limes, calcination of pure or fat, 235 ; 
fat, 159; fat, should only be 
used for inferior work, 202 ; fat, 
stained, 157; hydraulic, 158- 
160, classification of, 159; action 
of, 235; poor, 157; composition 
of, 154; rich or fat, 157, 235; 
composition of, 154. 

Limestones, 49-73; absorption of, 
83; action of foreign constituents 
in, 235; carboniferous, 160 ; 
classification of, 50; colour of, 
67-73; compact, 56; composi- 
tion of various, 154-156; con- 
stituents of, 151, 152; granular, 
56; magnesian, 57, 69, 160; 
manufacture of Portland cement 
from, 166; quarries, principal, in 
Great Britain, and Ireland, 67- 
73; shelly, 57; strength of, 83; 
weight of, 67-73, 85; where used 
for building, and remarks, 67- 
73. 

Limit, elastic, defined, 467; of cast 
iron, wrought iron, and_ steel, 
329, 

Limit of elasticity defined, 327-329. 

Limit to increase of strength with 
age of Portland cement, 184. 

Limner asphalte, 255, 


Lincrusta Walton, 445. 

Lindley’s limestone quarry, 68. 

Lingrefield sandstone quarries, 44. 

Linhill sandstone quarry, 47. 

Lining paper for walls, 444. 

Linseed oil, 408; boiled, 409; and 
raw, 408 ; boiling, 429; uses of, 
408.. 

Liquid asphalte, Barnett’s, 255. 

» enamels, Szerelmey’s, 425. 

»  petrifying, as a preservative 
for stone, 80. 

»5 process of laying Val de Tra- 
vers asphalte, 254. 

» stains, 433. 

»» . szerelmey’s stone, as a pre- 
servative for stone, 79. 

Lismore sandstone quarries, 47. 

Lissatonay limestone quarry, 73. 

Lissoughter marble eo. es 

List brands on iron, 294. 

Listowel limestone, quarries, 73 ; 
weight of, 73. 

Litharge as a drier, 410, 429. 

Little Island marble quarries, 73. 

Little Orme’s Head limestone quarry, 
70. 

Live and moving loads, 329, 330. 

» load defined, 465. 
3 Oak, 373, 

Liver rock, 35. 

Lizard serpentine, 34. 

Llandilo slate quarry, 31. 

Llechwedd slate mine, 31. 

Lloyd’s tests for steel, 309. 

Load Bridge limestone quarries, 69. 

Load, defined, 465; breaking, dead, 
and live, 465; proof and work- 
ing, 466; set caused by con- 
tinued, .328. 

Loads, live and moving, 329; re- 
peated, 330; repeated or falling, 
test for steel rails, 309. 

Loam, castings in, 270. 

Loams for brickmaking, 88, 90; 
analysis of, 89. 

Locharbriggs sandstone quarry, 40. 

Lochee sandstone quarries, 46. 

Longannet sandstone quarries, 44, 46. 
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Longford sandstone quarries, 47. 
Longhaven granite 98 20. 
Longridge sandstone __,, 44, 
Longwood Edge __,, x 44, 
(each granite ne 


Ludgens Hill sandstone quarry, 44, 
Luminous paint, 427. 

Lundy Island granite quarries, 19. 
Luxulyan granite quarry, 19. 


M 


Machine-made bricks, method of dis- 
tinguishing, from clamp and 
kiln-burnt, 112. 

» moulding bricks, 94. 

Machines for brickmaking, dry clay, 

95; plastic clay, 94. 

for mixing concrete, 230- 
235; American, 234; 
Carey - Latham, 234 ; 
inclined cylinder, 230 ; 
Le Mesurier’s, OR ONS 
Messent’s patent, 231 ; 
Ridley’s and  Stoney’s, 
234, 

for mixing mortar, 
230; hand mill, 230; 
horse mill, 229; mill 
driven by steam power, 
228; portable mill, 229. 

for testing cement, 187- 
192; Adie’s, 187, 188; 
Michaelis’s, 189, 190; 
Michele’s, 190; Reid 
and Bailey’s, 191; Thur- 
ston’s, 192. 

53 for testing iron, 280. 

Madrana slate quarry, 32. 

Maen granite quarry, 19. 

Maenoffern slate mine, 31. 

Magheramore limestone quarry, 73. 

Magnesia, carbonate of, 153, 161, 

241; colouring action of, on 
bricks, 90; in brick clays, 89. 
Magnesian limestones, analysis of, 58 ; 
colour of, 69, 70; composition 
of, 57; crushing weight of, 83; 
hydraulic limes from, 160; quar- 
ries, 69, 70; structure of, 58; 
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weight of, 69, 70, 85 ; where used, 
and remarks on, 69, 70. 
Magnetic iron ore, 260. 
6 paint, Pulford’s, 423. 
Mahogany, 378; African teak, or, 
374; Cuba or Spanish, 
379. 
Honduras, 378; appear- 
ance, characteristics, 
and uses of, 378; 
market forms of, 379. 
Jarrah or Australian, 337. 
Marks and brands on, 
385. 
Mexican, Nassau, and St. 
Domingo, 379. 
purposes for which it is 
useful, 401. 
resistance to crushing 
across fibres, 403. 
stain, 434. 
weight, strength, etc., of, 
402, 
Main Bridge bed of Kentish Rag, 65. 
Majolica tiles, 148. 
Malachite, 415. 
Malleability defined, 468. 
Malleable cast iron, 268; character- 
istics and uses of, 336. 
Malleable iron, tensile strength and 
ductility of various de- 
scriptions, 316. 
53 nails, 455. 
Mallet’s buckled plates, 289. 
Mallow sandstone quarries, 47. 
Malm, 89; preparation of, 92. 
5 bricks, 92 ; absorption of, 114; 
price of, 106. 
Manganese, effect of, on cast iron, 264. 
is oxide and sulphate of, as 
driers, 411. 
Manger bricks, 125. 
Manley sandstone quarries, 40. 
Mansfield stone, 38; absorption of, 
83; quarries, 39; red, white, 
and where used, 38; strength 
of, 83. 
Mansfield Woodhouse limestone, 66 ; 
chemical composition, 
uses, and where used, 66, 
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Mansfield, yellow, limestone, 66; quar- 
ries, 70. 

Manufacture of Portland cement from 
chalk and clay, 165 ; 
from limestone and 
clay or shale, 166. 

ss of T and I irons, 277. 

Marble, absorption of, 85; artificial, 
249; description of, 50 ; different 
forms of, 51; quarries, 52- 
55; Rust’s vitrified, 76; tensile 
strength of, 84; uses of, 51; 
weight of, 85. 

Marbles, 50-55; ancient, encrinal, 
Madrepore, and shell, 51; arti- 
ficial, 249, 250; continental, 55 ; 
English, 52; Irish, 54; Scotch, 
53; resistance of, to crushing, 
83. 

Marble Hole marble mine, 52. 

Marcasite, in granite, 14; in slates, 
26. 

Marchionesses slates, size, weight, etc., 
of, 27; thickness of, 28. 

Marezzo marble, 250. 

Margary’s process for preserving tim- 
ber, 394. 

Marine glue, 447. 

Markfield granite quarries, 19. 

Marks and brands on iron, pig, 293 ; 

wrought, 294- 
298, 
»  onsteel, 311, 312. 
» on timber, 381- 
385. 

Marls for brickmaking, 88, 90. 

Marsh sandstone quarry, 44. 

Martin’s cement, 245. 

Marvel fluid, 434. 

Masons’ tools, tempering, 305. 

Massicot, 410. 

Mastic, 252; asphalte, 255. 

» for varnish, 429. 
»  Hamelin’s, 246. 

Mastics, 246. 

Masts, hand and inch, 362. 

Material, cementing, to be used for 
concrete, 222, 

Material, Dennett’s fireproof, 251. 

Materials used by plasterers, 244; 
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for ordinary - plastering, 246; 
quantity required for plastering 
and rendering, 257. 

Matheson’s, Mr., remarks on tests for 
cast iron, 274, 

Matrix for concrete, 215. 

M‘Dougal’s patent for coating lead 

pipes, 341. 

M‘Neile’s process for seasoning timber, 

388. 

Means for testing tensile strength of 

cement, 187. 

Measuring timber deals, method of, 

385. 

Medina cement, 163; strength of, 

164, 206; weight of, 258. 

Medullary rays in timber, 356. 

Meelick limestone quarries, 73. 

Meelin limestone quarry, 73. 

Melting points of alloys of lead and 

tin; 353. 
of solders, 351. 
of steel, 352. 
of iron, 352. 
of copper, 352. 
- * of tin, 352. 

Memel fir, weight, strength, etc., of, 
402; deals, 365; timber, 364. 

Mento marble quarries, 54. 

Merchant bar iron, 276. 

Merrivale granite quarries, 19. 

Merryfield sandstone quarry, 44. 

Mersey Company’s steel, strength and 
ductility of, 320. 

Messent’s concrete-mixer, 231. 

Metal, Babbit’s, 348 ; bell, 348; bronze, 
347, 348; Delta, 347; gauge, 
Birmingham, 355; Gedge’s, 348 ; 
gun, 348; homogeneous, 305 ; 
Muntz, 347, 348, 352; screws 
for, 462; sterro, 348; work, 
black varnish for, 433. 

Metals, 259-355 ; contraction of, in 
cooling, 353; fluxes used for, 
351; pot, 442; properties of 
useful, 352; weight of different, 
355; welding, 331. 

Metallic cement for plastering, 246. 
5 oxides, 153. 

Metamorphic sandstones, 36. 
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Methylated spirits of wine in varnish, 
429. 

Metropolitan Main Drainage Works, 
cement used on, 168-171; com- 
position of concrete used at, 220. 

Mexican mahogany, 379. 

Mica in. granite, 13, 14; schist or 
slate, 23. 

Micaceous sandstones, 36. 

Michaelis’s double cement testing 
apparatus, 189. 

Michele-Johnson kiln for cement, 197. 

Michele’s cement-testing machine, 190. 

Micklefield limestone quarries, 70. 

Middle chrome, 412. 

Midland brands on iron, 296. 

Mild clays for brickmaking, 88. 

» steel, 304. 

Milking Hill sandstone quarry, 44. 

Mill, New, granite quarries, 19. 

Milled lead, 339. 

Milverton limestone quarry, 73. 

Mine iron, 266. 

Minera sandstone quarries, 44. 

Mineral green, 415. 

3 pitch, 255, 
» tar, 452. 

Mirror-iron, 303. 

Misshapen bricks, 104, 105. 

Mitis wrought iron castings, 291. 

Mixing lead paint, 419. 

» Materials for concrete, 219; 
for mortar, 208. 

» Portland cement, 182. 

» -seyssel asphalte, 254. 

» varnishes, 430, 431. 

Mixture of lime and cement for mor- 
tar, 213. 

Modulus of elasticity defined, 467. 

Moelferna slate mine, 31. 

Moel Tryfan slate mine, 31. 

Moisture, glues to resist, 447. 

Molluses, action of, on stone, 10. 

Mona marble quarries, 53. 

Money Point sandstone quarries, 47. 

Monte marble quarries, 54. 

Montrotier asphalte, 255. 

Mora, 381; appearance, characteris- 
tics, market forms, and uses of, 


381; weight, strength, etc., of, 402. ! 
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Mordant, 434, 

Morley sandstone quarries, 44. 

Morley Moor sandstone quarries, 44. 

Mortar, 202-214; bulk of, produced 

from given quantities of materials, 
209,.210; cement, 202 ; compo- 
sition of, 202; effect of different 
proportions of sand in, 206 ; evils 
of fat lime, 202; grout, 214; in 
brickwork, General Scott’s pro- 
portions for, 206; joints for 
terra cotta, 131; made from fat 
lime, 235, from given quantities 
of lime, cement, and sand, 210, 
with ordinary lime, 212, lime or 
cement to be used with, 203; 
mill for preparing selenitic, 211 ; 
mills for mixing, driven by steam 
power, 228, hand, 230, horse 
and portable, 229; mixing 
machinery, 228-235 ; quality re- 
quired for concrete, 218; mix- 
ing, 208; ordinary, 202; pre- 
cautions in using, 214; prepara- 
tion and mixing of, 207; pro- 
portion of ingredients, 205 ; sand 
to be used in, 203; substitutes 
for sand in, 204; selenitic, 211, 
made with selenitised lime or 
selenitic cement, 211, with ordi- 
nary lime, 212; strength of, as 
compared with bricks in a wall, 
205 ; sugar in, 211; uses of, 202 ; 
water to be used in, 204. 

Mortars made from various cements, 
showing effect of different 
proportions of sand in, 206. 

a5 pozzuolana, 185. 

Mosaic paving slabs, uses of, 148. 
Moss and Gamble’s cast steel, strength 
and ductility of, 320. 

» Rigg slate quarry, 32. 

Mottled cast iron, 267 ; pig iron, 266. 

Mould press, cement, 187. 

‘ split cement, 187. 
Moulded bricks, 110; cornice, 123. 
Moulding bricks, hand, 92; machine, 

94; sand and slop, 93. 
Mount Argus limestone quarry, 73. 
Mountain green, 415. 
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Mountmellick sandstone quarries, 48. 
Mountsorrel granite, quarries, 19; 
strength of, 81. 

Moving and live loads, 329. 
Mulgrave’s cement, 164. 

Munlochy sandstone quarries, 46. 
Muntz metal, 347; composition of, 
348 ; properties of, 352. 
Mushet’s process, 302. 

Mylnefield or Ringoodie sandstone 
quarries, 46. 


N 


Nail iron, 289. 

Nails, 455; adhesive force of, 460; 
cast, 455; clasp, 456; clout, 
composition and copper, 457; 
Cordes’ patent wrought, 459 ; cut, 
455; cut clasp, 456; dog, 457; 
French, 457; hand-wrought, 455 ; 
lath, 458; malleable, 455; mis- 
cellaneous, 458 ; patent machine- 
wrought, 456 ; pound, 458 ; rose, 
456 ; slating and steel, 458 ; table 
of size and weights of different 
kinds per 1000, 459; tenpenny, 
holding power of, 460; varieties 
of, in common use, 456; weight 
of, 458, 459; wire or French, 
457; wrought clasp, 456. 

Nairn sandstone quarries, 47. 

Naphtha for varnish, 408. 
% paraffin dissolved in, as a pre- 

servative for stone, 77. 
ys wood, as a solvent for var- 
nish, 429. 

Naples yellow, 412. 

Narberth firebricks, 129. 

Nassau mahogany, 379. 

Natural bed of granular limestones, 57. 
» beds of stone, 9. 
» cements, 161-163. 
»  pozzuolana, 201. 
», Seasoning of timber, 387. 
», Steel, 304. 

Naylor’s and Vickers’ steel, strength 
and ductility of, 319, 320. 

Nettlefold’s patent screw, 462. 

New Farm sandstone quarry, 44. 
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New Red sandstone quarries, 40. 
New Vronheulog slate quarry, 31. 
New Welsh Slate, slate mine, 31. 
Newbiggin sandstone quarry, 40. 
Newbridge sandstone quarries, 41. 
Newcastle firebricks, 128 ; analysis of 
clay for, 127; resistance 
to compression, weight 
and absorption of, 129. 
a white, 405. 
Newfoundland red pine, 370. 
Newington Cleaves bed of Kentish 
Rag, 65. 
Newry granite quarries, 21. 


'| Newtownards sandstone quarries, 48. 


Newtown limestone quarry, 73. 

Nodules or cement stones, 162. 

Noir Antico marble quarries, 55. 

Non-drying oils, 407. 

North Anston limestone, analysis of, 
59. 

» Of England brands on iron, 

293, 297. 

» Owram sandstone quarries, 44. 
Northamptonshire pig iron, 293. 
Northern pine, 363. 

Norway timber, 365. 
Norwegian deals, 366; marks and 
brands on timber, 384. 
Nottingham patent bricks, 109. 
if white, 405. 
Nut oil, 409. 
Nuts and bolts, 464. 
Nyland deals, 366. 


O 


Oak, 371; age for felling, 358; ap- 
pearance, characteristics, com- 
parison of the different varie- 
ties, and uses of, 372. 

» African teak or mahogany, 374. 

», American White or Pasture, 373; 
appearance, ~ characteristics, 
market forms, and uses of, 373. 

», Baltimore, 373. 

», British, 371; cluster-fruited or 


bay, 371; Durmast, 372; 
stalk-fruited or old English, 
371. 


Pam a 
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Oak, Canadian or red, 373. 
clap boarding, 374. 
conversion of, 398. 
Dantzic, 373 ; appearance, mar- 
ket forms, and uses of, 373. 

felling of, 373. 

French, 374. 

how supplied to H.M. Dockyards, 
362. 

iron, 373. 

Italian or Sardinian, 374. 

live, 373. 

purposes for which it is useful, 
401. 

resistance to crushing across 
fibres and shearing, 403. 

Riga, 374. 

stain, 434. 

varnish, 432. 

wainscot, 374. 

5, weight and strength of, 402. 
Oakley slate mines, 31. 
Obscured glass, 441. 

Ochil Hills serpentine, 34. 

Ochre, brown, 413; chrome 

orange, 415; Oxford, 


and 
413; 


Spanish, 415; spruce, stone, and 


yellow, 413. 

Oil, as a preservative for stone, 77 ; 
boiled, for zine paint, 409 ; dark 
drying, 409; drying for common 
work, 409 ; gold size, 448 ; hard- 
ening and tempering steel in, 
307; linseed, 408; boiled, 409, 
429, raw, 408; of turpentine, 
407, 409; nut, pale drying, and 
poppy, 409. 

» varnishes, 429; mixing, 
receipts for, 431. 

Oils as a vehicle for paints, 407 ; 
drying and non-drying, 407 ; 
fixed and volatile, or essential, 
407. 

Okehampton slate quarry, 32. 

Old English oak, 371. 

» paint, cleaning, 434. 
» Red sandstone quarries, 46-48. 
» white lead, 406. 
Oldtown granite quarry, 20. 
Oligoclase, 13. 


430 ; 


INDEX. 


One Ash marble quarries, 52. 
Oolitic limestone __,, 67-69. 
» Sandstone ,, 39. 
Open hearth steel, 308, 310. 
Opercular or lidded pipes, 138. 
Orange chrome, 412, 415; ochre and 
red, 415. 
Oranges, colouring 
415. 
Ordinary building bricks, 104, 105, 
115. 
iron pyrites in slates, 26. 
lime, selenitic mortar made 
with, 212. 
mortar, composition of, 202. 
tarring, 426. 
Ore, magnetic iron, 260; spathic, 
260. 
Oregon or Douglas pine, 371. 
Ores, 259; blackband and brown he- 
matite, 260; clay ironstone, 259 ; 
of copper, 337; of iron, 259; 
of lead, galena, 339; of metals, 
259; red hematite and spathic, 
260; smelting of, 260; of tin, 
345; of zinc, 343. 
Oreston marble quarries, 52. 
Ormonde slate quarry, 32. 
Ornamental bricks, Pether’s, 110. 
Ornaments, plaster, 250; composi- 
tion, 251. 
Orpiment, yellow, 413. 
Orthoclase, 13. 
Osborne and Company’s steel, tensile 
strength and ductility of, 319. 
Osmotherley sandstone quarries, 40. 
Outside painting, quantity required 
for, 417. 
Overburnt limes and cements, 199. 
Overheating forgings, 331. 
Oxalate of alumina as a preservative 
for limestone, 80. 
Oxford ochre, 413. 
Oxidation of copper, 338. 
Oxide of iron as a base for paints, 
407 ; colouring action of, 88, 90; 
in brick clay, 89; paints, 423, 
black, purple, brown, and silicate, 
423. 
Oxide of lead as a drier, 411. 


pigments for, 
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Oxide of manganese as a drier, 411. 


» Of zinc as a base for paints, 


uses of, 407. 
Oxides, metallic, in limestones, 153. 
Oxygen, action of, on stones, 3. 
Oxy-sulphide of zine in paint, 407. 


P 


Packing for concrete, 217. 
Painswick limestone quarries, 69. 
Paint, anti-corrosion, 424 ; as a pre- 
servative for stone, 77 ; Bessemer’s 
gold, 449; black oxide of iron, 
423; cleaning old, 434; enamel, 
424; granitic, 425; granulated 
cork, 427; Griffith’s patent sili- 
cate enamelling, 425; Griffith’s 
patent white, 422 ; indestructible, 
424 ; injurious effect of lead, 419; 
inodorous, 421; lead, 416; mix- 
ing lead, 419 ; Pulford’s magnetic, 
423; silicate oxide, 423; tar, 
426; titanic, 424; wash for re- 
moving, 434; white lead, 418; 
white, quantity required to cover 
100 square yards, 417 ; Wolston’s 
Torbay, 423; zinc, 419. 
Painter’s putty, 450. 
Painting as a preservative for iron, 
334; for timber, 392. 
A felt for exterior work, 454. 
s. wall papers, 445, 
Paints and varnishes, 404; Asbestos, 
426. 
», bituminous, 426; coloured, 
420; coloured lead, 418; 
iron, Szerelmey’s, 425; 
mixed, proportion of ingre- 
dients in, 416; oxide of 
iron, 423 pigments for 
coloured, 420; silicate, 424; 
special, 421-427. 
Pale amber varnish, 432; drying oil, 
409. 
» leaf gold, 449. 
Pallas Kenry marble quarries, 54. 
Pallette bricks, 110. 
Panelling, timbers useful for, 401. 
Pantiles, 144. 


Paper, lining for walls, 444. 
5» glass, 455. 
5» varnish for, 4338, 
Paperhanging, 443-445 ; uses of, 445. 
Paperhangings, washable, 445. 
Papers for papering walls, 443, 444; 
colours used for, 444; common 
or pulp, 443; different classes of, 
distinction in appearance, 443; 
English, 444 ; flock, 443 ; French, 
444; market forms of, 444; 
printing, 443; satin, 443; var- 
nishing and painting wall, 445. 

Papier-maché, 251, 

Paraffin as a preservative for stone, 
(ae 

Parchment size, 448. 

Parian cement, 245 ; weight of, 258. 

», marble quarries, 55. 

Paris, plaster of, 244. 
Parisha limestone quarry, 73. 
Park Nook limestone, quarries, 70 ; 
strength of, 83. 
»5 Quarry (New Malton) sandstone 
quarries, 39. 
» Quarry (Toxall) sandstone quar- 
ries, 40. 
» Spring sandstone, absorption of, 
85; quarries, 39; resistance 
of, to crushing, 82. 
» Wood slate quarry, 32. 
Parker’s or Roman cement, 162. 
Parnells granite quarry, 21. 
Parrock End slate mine, 32. 
Paste, 449. 
Pasture oak, 373. 
Patent knotting, 448 ; size, 447. 
Patterns, timbers useful for, 401; 

used in castings, 269. 

Paving bricks, 123; tiles, 143. 

» Slabs, mosaic, 148. 

Paviors, hard and facing, description 

and price of, 106. 

Payne’s process for preserving timber, 
394, 

Pegs, tile, 458. 

Pelsea bed of Kentish Rag, 65. 

Penmaenmawr diorite quarry, 19. 

Penmon limestone quarry, 71. 

Penrhyn slate quarries, 31. 
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Penrith sandstone quarries, 40. | 
Penryn granite quarries, 19. 
Pen-yr-Orsedd slate quarry, 31. 
Percy’s, Dr.,remarks oninfluence of car- | 
bon in iron, 263. 
Hs .s on vibration, 330. 
Perforated air bricks, 139. 
bricks, 122. 
3 glass, 441. 

Permanent set, false, 228. 

Permian, Upper; sandstone quarries, 
41, 

Perpetual kiln for 
193. 

Persian red as a colouring pigment, 
414. 

Persley granite, 20. 

Perthshire serpentine, 34. 

Peterhead granite, colour, weight of, 
and quarries, 20 ; resistance of, to 
crushing, 81; resistance of, to 
wear, 89. 

Pether’s ornamental bricks, 110. 

Petit Tor marble quarries, 52. 

Petrifying liquid as a preservative for 
stone, 80. 

Petworth marble quarries, 52. 

Pew Tor granite 19. 

Pewter, 355. 

Pholas dactylus mollusc, 10. - 

Phosphor bronze, 349 ; properties of, 
352, : 

Phosphorus, effect of, on iron, 264. 

Physical structure of stone, 4. 

Pickling iron, 334. 

Pierre, carton, 251. 

Piers, brick, strength of, 118. 

Pig iron, 262-266, 268, 293; brands 
on, 293; classification of, 265 ; 
descriptions of, for castings, 268 ; 
different materials produced from, 
262; foreign substances in, 262 ; 
hematite, 293; impurities in, 
264, 265; Northamptonshire and 
Staffordshire, 293. 

Pigments for coloured paints, 420, 
421, for colouring, 405, 411, 
415. 

Piles, timber useful for, 401. 


” 


lime - burning, 


” 


Pillough sandstone quarries, 44. 
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Pine, 361. 

American, 366; red, 366; aip- 
pearance, characteristics, maar- 
ket forms, uses, and whe2re 
found, 367. 

American yellow, 367 ; appeaar- 
ance, characteristics, markcet 
forms, and uses of, 367 ; claas- 
sification of, 368. 

Canada red, 366. 

. Kawrie, Cowrie, or Cowdie, 3771; 
appearance, _ characteristiccs, 
and uses of, 371. 

Newfoundland red, 370. 

Northern, 363. 

Oregon or Douglas, 371. 

pitch, 368 ; appearance, charaac- 
teristics, and uses of, 3618; 
market forms of, 369. 

Quebec yellow, 368. 

resistance to crushing acrcoss 
fibres and to shearing, 403. 

weight, strength, etc., of, 4022. 

wood, 360, 363; characteristiics 
and examples of, 360. 

Pink, brown, 413; Dutch and roase, 
414. 

Pipes, 135; agricultural drain, 1335 ; 
capped, 138; cast iron, examima- 
tion of castings, 273; chanmel, 
142; chimney flue, 141; Jeen- 
nings’ improved patent drain, 1338 ; 
junctions for, 137; lead, 34t0; 
lead, coating to prevent poiscon- 
ing, 341; lead, size, weight, and 
strength of, 340, 341; lead-cen- 
cased, strength and weight of, 3441, 
342; opercular or lidded, 1338 ; 
sewer, socket, and half sock<et, 
136; taper, 137; test for sewver, 
139. 

Pisolites, 56. 

Pit sand, 200. 

Pitch, 255 ; coal tar and mineral, 2155. 

pine, appearance, characterris- 

tics, and uses, 368; mnar- 
ket forms of, 369; weigzht, 

strength, etc. of, 402. 

Place bricks, description and price: of, 
106. 


? 


” 
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Pilain tiles, 144. 
Pilane tree, 375; weight, strength, 
etc., of, 402. 
Pilanes of cleavage in clay slates, 24. 
Pilanks, Baltic, marks and brands on, 
383; market forms of, 362; of 
oak, how supplied to H.M. Dock- 
yards, 362; size of, 362; varie- 
ties of, 365, 366. 
Plaster, fibrous, 251 
of Paris, 244; 
258. 
ornaments, 250. 
»  selenitic, 248. 
Plasterers’ laths, thickness and market 
forms of, 451. 
materials used by, 244. 
putty, 248. 
tub for mixing selenitic 
mortar, 212. 
Plastering, materials used in ordinary, 
246. 
on lath work with selenitic 
plaster, 248. 
outside work with selenitic 
plaster, 249. 
quantity of materials re- 
quired for, 257. 
Pilasters, cements used for, 244. 
Plastic clay machines, 94. 
» Clays for brickmaking, 88 
% concrete, 222. 
Pilate, charcoal, 289, 346. 
coke and crystallised tin, 346. 
» gauge, 355. 
glass, British, 439; advantages 
of, 439. 
* ss ~ polished, 440. 
German, 438, 
patent or blown, 439; 
colour, quali- 
ties, sizes, thick- 
ness, and weight 
of, 439. 
diamondand quar- 
* 3 fe ry, rough, 441. 
polished British, 440 ; 
qualities, sizes, thick- 
ness, and uses of, 
440, 


a weight of, 


” 


” 
? 
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> 


” 
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Plate glass, rough rolled, 440; plain 
and fluted, 440; sizes 
and thickness of, 440. 
Plate iron, 289. 
i: forge tests for, 283. 
35 price of, 291; extras 
charged for, 289, 291. 
» terne, 289; tin, 346. 

Plates, boiler, extras charged for, 291, 
311; flitch, 289; iron, strength 
of, 316; Mallet’s buckled, 289; 
steel, Admiralty tests for, 308; 
effect of annealing, 323; extras 
charged for, 311, tensile strength 
and ductility of, 321; tin, 289. 

Platforms, copings for, 124. 

Platinum, properties of, 352. 

Plerry, 24. 

Pliability defined, 467. 

Plinth bricks, 123. 

Plumbers’ solder, melting points of, 
proportion of ingredients and pur- 
poses for which used, 351. 

Plymouth marble quarries, 52. 

Pocombe a3 si 52. 

Pointed screws, patent, 462. 

Poisoning by lead pipes, coating to 
prevent, 341. 

Poles, scaffold and ladder, 362. 

Polish, French, 432. 

Polished bricks, 95. 

Fe plate glass, British, 440. 
Polkanuggo granite quarry, 19. 
Pomphlet limestone quarries, 71. 
Pool Bank sandstone quarry, 44. 
Poplar, 378; appearance, character- 

istics, and uses of, 378; weight, 

strength, etc. of, 402. 

Poppy oil, 409. 

Porphyries, 22. 

Porphyritic granite, 15. 

Porphyry, felstone and quartziferous, 
22; characteristics of, 22. 

Port John granite quarries, 19. 

Port Mary slate quarry, 32. 

Port St. Mary sandstone quarries, 53. 

Portland cement, 165; adulterations, 

192; breaking weights of, 
on various works, 174 ; 


briquette, method of mak- 


INDEX. 


ing, 177; shape of, and 
nature and proportion of 
water for, 178; clinker, 
198; colour of, 173; cool- 
ness, tests for, 179; fine- 


ness of grit, 167; hardening | 


and setting, 180; kilns, 
196; limit to increase of 


strength with age, 184;_ 
chalk | 
and clay, 165; manufacture | 


manufacture from 


from limestone, clay, or 
shale, 166; from slag, 
166; market forms of, 
184; method of weighing, 
172; quality, tests of, 167 ; 
storing, 181; strength of, 
181, 187; 2073: stucto, 
246 ; tensile strength, test 
for, 173; tests for, 168- 
180; used for plastering, 
244; weight of, 170, 258. 
Portland oolite limestone quarries, 67. 
i screw, 62. 
- stone, 8, 60-63 ; absorption 
of, 83; basebed, 8, 63; 
basebed roach and bastard 
roach, 8, 62; buildings in 
which used, 63; chemical 
composition of, 60; curf, 
or kerf, 8, 62; lime, weight 
of, 258; quarries, 63, 67; 
quarry, section of, 7, 61; 
strength of, 83; true roach 
and whitbed, 8, 62. 
Portmadoc slates, 27. 
Portnant quartz porphyry, 22. 
Portsoy serpentine, 34. 
Portwash marble quarries, 53. 
Position, geological, of bath stone, 
59. 
a of a stone in a building, 4; 
in a quarry, 7. 
Posts, timbers useful for, 401. 
Pot metals, glass, 442. 
Pots, chimney, 141. 
Pozzuolana, 185, 201, 240; artificial 
and natural, 201. 
+f mortars, 185. 
Precautions in using driers, 411. 


Precautions in using fat lime, 157. 
9 3 mortar, 214. 
Preparation of glue, 446. 
bs malm for brickmakimg, 
92. 
mortar, 207. 


9 
| Preparations for preserving stone, 7’7, 


80. 
Preservation of iron and steel, 33:3- 
335. 
of stone, different mne- 
thods of, 76-80. 
i of timber, 392-394. 
from fire, 394. 


| Press, cement mould, 187. 


Pressed bricks, method of makimg, 
95. 
» facing bricks, Lancashire reed, 
110. 

Presthope limestone quarry, 71. 

Princesses slates, area covered, siize 
and weight of, 27. 

Printing wall paper, 443. 

Production of iron from ores, 259. 

Proof load defined, 466. 

» Strength ,, 466. 
5 stress » 466. 
Protection of timber against the whiite 
ant and worms, 400. 
6 temporary, of stone suir- 
faces, 80. 

Prudham sandstone quarries, 45. 

Prussian blue, 412; deals, 365; 
green, 415. 

Psammites, 201. 

Puddle balls, 275. 

Puddlecote limestone quarries, 69. 

Puddled bars, 275, 276. 

% steel, 304. 

Puddling iron, 275, 

Pulford’s magnetic paint, 423. 

Pulp paper for walls, 443. 

Purbeck, beds of limestone, 67 ; lime- 
stone quarries, 67; marble quaar- 
ries, 53; weight of, 67. 

Pure clays for brickmaking, 88, 89.. 

Pure or fat limes, 235; calcinaticon 

of, 235 ; mortar made from, 
235; slaking and setting cof, 
235. 


INDEX. 


Purple brown as a colouring pigment, 
413. 
» oxide for paint, 423. 

Burpose- -made bricks, 121. 

Putty, 450; hard and soft, 450; 
painters’ and glaziers’, 450 ; plas- 
terers’, 248 ; thermo-plastic, 450. 

Pyotdykes sandstone quarries, 47. 

Pyrites, iron, in brick clays, 88. 

» in slates, ordinary and white, 


26. 
Q 
Quadrant iron, 288. 
Quarella sandstone quarries, 45 ; 


strength of, 82. 
“ Quarries,” flooring tiles, 143, 
Quarries, Bath stone, 59. 
, granite, 18-21. 
Kentish Rag, 66. 
. limestone, 67-73. 
marble, 52-55. 
sandstone, 39-48. 
slate, 31, 32. 
Eaetand stone, 63. 
Quarry Lodge limestone quarry, 73. 
Pordiand, section of, 7, 61. 
5» position . stone in, 1. 
» rough plate glass, 441. 
Ze. Bap, 6; 10. 
Quarrying Bath stone, 59. 
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5 granite, 15. 
xe remarks on, 12. 
" slates, 24. 


Quartz, composition of, 13; in granite, 
13; weight of, 85. 
Quartziferous porphyry, 22. 
Quebec yellow pine, 368. 
Queens slates, area covered, 
weight, etc. 27. 
Queensberry sandstone quarries, 45. 
Quick cements, 155, 156. 
Quicklime, 150; weight of, 258. 
Quick-setting rust cement, 450. 


cost, 


R 


Rag, Kentish, 64-66 ; Rowley, 24, 76. 
Rags slates, area covered, 
weight, etc., of, 27. 


cost, and 


503 


Ragstone bed of Kentish Rag, 64; 
uses of, 65. 

Rail bars, 288; bridge, double-headed, 
tram and Vignolesor flat-bottomed, 
288. 

Rails, iron and steel, test of, 309. 

Ramsley marble quarry, 53 

Ransome’s artificial stone, 74; ab- 

sorption of, 85 ; cement, 
166; characteristics of, 
74; uses of, 75. 

3 indurating solutions, 78. 
Rathlin limestone quarry, 73. 
Ravaccione marble _,, 55. 

Raw linseed oil, 408. 

» sienna, 413; umber, 413. 

Recipes for varnishes, 431-433. 

‘3 » stains, 434. 
5 » paste, 449. 
Red bricks, 109; Fareham, 109; 
Lancashire pressed facing, 110; 
size and weight of, 113. 
» Corsehill sandstone, strength of, 
82. 

», Cow limestone quarries, 73. 

»» hematite, 260. 

» lead, adulteration and tests, 406; 
as a base for paint, 406; asa 
colouring pigment, 414; asa 
drier, 411. 

» Mansfield stone, 38. 

» or Canadian oak, 373. 

»» pine, American, 366; Newfound- 
land, 370. 

», Shortness in iron, 278. 

stain, 434. 

Redgate sandstone quarries, 45. 

Reds for colouring pigments, bright, 
carmine, Chinese, Indian, light, 
Persian, and Venetian, 413. 

Refining iron, 275. 

Refractory clays, 125. 

Reid and Bailey’s cement-tester, 191. 

Remedies for efflorescence on walls, 
242. 

Remeltings, repeated, effect of, on 
strength of cast iron, 314. 

Removing paint, wash for, 434. 

Rendering, quantity of materials re- 
quired for, 257. 
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Repainting old work, 418. 

Resilience defined, 468. 

Resins as an ingredient of varnish, 
428; gum, 428. 

Resistance to compression, of bricks, 
115 ; of concrete, 226; 
of firebricks, 129; of 
stones, 11, 81, 82, 83. 

to crushing and shearing, 
of timber, 403. 

3 to wear, of granites, 85. 

Rhiwbach slate mine, 31. 

Rhosydd _,, 55 opeds 

Ribbon sash line, breaking strain, 338. 

Rich or fat limes, 157, 159 ; calcina- 
tion of, 235; composition of, 
various, 154; slaking and setting 
of, 235. 

Rickers, 362. 

Ridge tiles, 146. 

Ridley’s concrete-mixer, 234. 

Riga deals, 370 ; fir, weight, strength, 
etc., of, 402; oak, 374 ; timber, 
364. 

Rigidity defined, 467. 

Rimpton limestone quarries, 69. 

Rind-galls in timber, 360. 

Ringby sandstone quarries, 45. 

Ringoodie sandstone quarries, 46. 

Rivet iron, 289; tensile strength and 
ductility of, 316. 

Rivets, steel, 309, 310. 

», tests for, 284; of, 321. 

Roach, 8, 60, 62; basebed, bastard, 
and true, 8, 60, 62; position of, 
in quarry, 7, 61. 

Roark’s sandstone quarry, 47. 

Roasting ore, 259. 

Robin Hood sandstone quarries, 45. 

Robinson’s cement, 246. 

Roche Abbey limestone, absorption 
of, 85; crushing weight of, 83; 
quarries, 70. 

Rock asphalte, Brunswick, 255. 

Rock concrete tubes, 226. 

», elm, Canada, 377. 
=, Suber, sus 

Rocks, igneous, other than granite, 22. 
» trap, 23. 

Roestones, 56. 
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Roll tiles, double, 144. 
Rolled bars, tensile strength and ducec- 
tility of, 316. 
» girder iron, 287. 
» glass, cathedral, 441; plates, 
440, 
yy aPOn, -cold,-B7 7, 
Rolling iron, 275 ; effect of, 276. 
Roman cement, 162; for plasteringy, 
245; kilns, 197; markest 
forms, storing, and uses off, 
163; weight and strength 
of, 162, 164, 206, 258. 
», lake, 414. 
Roofing felt, asphalted, 453. 
tiles, 143; Broomhall Com:- 
pany’s or Taylor’s patentt, 
145; corrugated and doublée 
roll, 144; hip and valley, 
146; pan and plain, 144:; 
Venetian or Italian, andl 
Wade and Cherry’s, 145 :; 
wire-wove, 455. 
Rose nails, 456; clench, flat, andl 
sharp, 456; size and weightt 
per 1000, 459. 
»» pink, 414. 

Rosin, common, for varnish, 428. 

Ross of Mull granite quarries, 20. 

Rosso Antico marble __,, 55. 

Rostrevor granite quarry, 21. 

Rot in timber, 390; dry, 390. 

Rotatory process of cement manufac-- 
ture, 197. 

Rouge Royal marble quarries, 55. 

Rough-cast and stucco, 249, 

cast and rolled plate glass,, 
440. 

» leaved elm, 376. 

plate glass, diamond and quarry, , 
44]. ; 

Round and half round iron, 286;; 

extras charged for, 291. 

Round-ended bricks, 123. 

Round-headed screws, 461. 

Rowley Regis basalt, 19; used im 
making Chance’s artificial stone,, 
76. 

Royal blue, 412. 

Royal Oak granite quarry, 19. 
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Rubbers, 104, 105 ; characteristics of 
good, 112; should be avoided for 
exposed work, 105. 

Rubislaw granite quarries, 20. 

Runcorn sandstone, crushing weight 
of, 82; quarries, 41. 

Running kilns for lime-burning, 193. 

Russian deals, 365; marks and brands 
on, 384. 

Rust cement, 450; quick and slow 
setting, 450. 

Rust’s vitrified marble, 76. 


S 


S. Tauton, marble quarries, 53. 
Sabicu, 377; appearance of, 377; 
characteristics of, 378. 
Saddles for pipes, 137. 
Safety, factors of, defined, 465. 
for iron and steel, 
324, 
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Salt glazing, 134. 

Salt in clay for brickmaking, 88. 

,», Water objectionablein mortar, 204. 

Salted bricks, 110. 

Samel bricks, 105. 

Sand, 200 ; casting in, 269 ; descrip- 
tion of, to be used in mortar, 203; 
examination of, 200; in limestone, 
152; in mortar, substitutes for, 
204; in mortars, effect of differ- 
ent proportions of, 206 ; moulding 


bricks, 93; pit, river, and sea, 
200; quantity required for mor- 
tar, 210; screening, 200; size of 
grit, 200; substitutes for, 200; 
washing, 200. 

Sandarach, 429. 

Sanded sheet cathedral glass, 441.. 

Sandstones, 34-48, 82, 85; absorption 
of, 36, 85; Brard’s test for, 11, 
36; calcareous, 36; Cambrian, 


47; cretaceous, 39; classification 
of, 35 ; coal measure quarries, 41- 
46; colour of, 35, 39-48 ; com- | 
position of, 34; felspathic, 36; 
from cretaceous formation, 39 ; 
grain of, 36; Irish quarries, 47, 
48; metamorphic, 36; micaceous, 
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36; New Red quarries, 40; Old 
Red quarries, 47, 48; oolite and 
lias, 39; quarries, 39-48; Smith’s 
test for, 11, 36; strength of, 82, 
83; tests for, 36; thickness of 
layers, 36; transverse strength 
of, 84; Upper Permian quarries, 
41; uses of, 36; varieties of, in 
common use, 37; weight of, 36, 
39-48, 85; Yorkshire, 37. 

Sapwood, 357. 

Sardinian oak, 374. 

Sarking felt, 453. 

Sash iron, 288. 

Sash line, copper wire covered steel, 
338. 

Satin wall paper, 443. 


| Saxicava molluse, 10. 


Saxon blue as a colouring pigment, 
412; green, 415. 

Scaffold poles, 362. 

Scagliola, 250. 

Scarlet lake, 414. 

Scarlett marble quarries, 53. 

Scheele’s green, 415. 

Schist, hornblende, and mica, 23. 

Schists, disintegrated, sand from, 
201. 

Schorlaceous granite, 15. 

Schwartz’s patent for coating lead 
pipes, 341. 

Scintling bricks, 94. 

Sclattie granite quarries, 20. 

Scorize as a substitute for sand, 201. 

Scotch brands on iron, 293, 298. 


, bricks, size and weight of, 


113. 

» fir, 363; age for felling, 358; 

» granite, quarries, 20, 21; 
varieties in common use, 
16. 

» kilns for burning bricks, 99, 
100. 


limestone quarries, 71. 

marble quarries, 53. 

» serpentine, 34. 

slates, irregularity of thick- 
ness, 28, 830 ; quarries, 32. 

wrought iron, extras charged 
for, 291. 
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Scotgate Ash sandstone, 37; quarries, 
45; strength, 82. 

Scott bed of Chilmark stone, 64. 
Scott’s cement, 184; selenitic, 184; 
strength of, 206. 

»» processes for making cement, 
184. 

»,  proportionsfor mortar in brick- 
work, 206. 

Scott Hall sandstone quarry, 45. 

Scrabo sandstone quarries, 48. 

Scrap bars, 277. 

Screening sand, 200. 

Screw, Nettlefold’s patent, 462. 

» plates, 464. 
» thread, Whitworth’s standard, 
463. 

Screws, 461-464 ; adhesive power of, 
463; brass, 462; coach, 462 ; 
flat-headed, 461; for metal, 462; 
handrail, 462; making, 464; 
patent pointed, 462; round- 


headed, 461; stove, 463; wood, 
461. 
Sea sand, 200. 
Seacombe limestone quarries, 67. 
Seasoning stone, 8; Bath 59. 


3 timber, 386-389; boiling 
and steaming, 388 ; hot 
air, 388; M‘Neile’s pro- 
cess, 388; natural, 387; 
second and smoke dry- 
ing, 389; time required 
for 387, 389; water, 
388. 

Seatings, boiler, 124. 

Second seasoning of timber, 389. 

Seconds, bricks, description and price 

of, 106. 

Sections of wrought iron, market, 

288; miscellaneous, 287. 

Seed lac, 429. 

See Finn sandstone quarries, 48. 

Seggars, 135, 147. 

Segmental sewers, 142. 

Selection of timber, 386. 

Selenitic cement, Scott’s, 184; fine- 
ness of grit and 
nature of lime 
for, 185; propor- 
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tion of sulplhate, 
185;  stremgth, 
and where wsed, 
185. 
Selenitic cement for making selen- 
itic mortar, 211. 
clay, 185; finish for plas- 
ter, 249. 
concrete, 224. 
mortar, 211; made with 
ordinary lime, 212. 
,, breaking weights: of, 
213. 
» plaster, 248. 

Selenitised lime for making selemitic 
mortar, 211. 

Semi-continuous kiln, Bull’s paittent, 
104, 

Serpentine, 33, 34; ancient, 34; 
characteristics and colour of, 33; 
composition of, 33; English, Irish, 
and Scotch, 34; uses of, 33; 
varieties in common use, 34. 

Set defined, 328; caused by con- 
tinued load, 328; false perma- 
nent, 328. 

Setting and slaking of burnt cement 

stones, 162, 
235. 
4 of pure or fat 
limes, 235. 
», coat of selenitic plaster, 2:48. 
», Of lime defined, 151. 

Sewer pipes, 136; different forms of, 

136; tests for, 139. 
», joints for, 139. 

Sewers, segmental, 142. 

Seyssel asphalte, 253; mixing, 254. 

Shale and limestones, manufacture of 
Portland cement from, 166. 

“Shamrock” stone, 48. 

Shandon limestone quarries, 73. 

Shankill sandstone e 48. 

Shap Fell granite = 19. 

Shear steel, brands on, 311. 

double and single, 301. 

» gy. Forging, Sek. 
Shearing, resistance of various woods 
to, 403. 
strength defined, 467. 
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Shearing strength of wrought iron, 
Si7 >: of eteel, 
322. 
5 stress for steel, 327. 
Sheds for drying bricks, 93. 
Sheet copper, 338 ; weight of, 338. 
glass, 437; British, 488; cha- 
racteristics of, 438; cathe- 
dral, 441; fluted, 438 ; mar- 
ket forms and sizes of, 438 ; 
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qualities, thickness, and 
weight of, 437. 
» iron, 289; corrugated, 290; 


forge tests for, 283; gauge, 
thickness and weight, etc., 
of, 290, 353, 355; price of, 


291; extras charged on, 
291. 

,, lead, thickness and weight of, 
339. 


Sheets of lead, cast and milled, 339. 
Sheffield granite, 19. 

Sheldon marble quarries, 53. 

Shell lac, 429. 

Shell marble, 51. 


Shelly granular limestone, 56; weight | 
| Silurian formation, slates from, 30. 


of, 85. 
Shelly limestone, 57; absorption of, 
57; colour, structure, and uses 
of, 57; weight of, 57, 85. 
Sheppy cement, 163. 
Shepton Mallet limestone quarries, 
69. . 
Shetland Isles serpentine, 34. 
Shingle for concrete, 216. 
Shingling iron, 275. 

Shipley sandstone quarries, 45. 
Shippers, bricks, absorption of, 114 ; 
description and price of, 106. 

Shorrock sandstone quarry, 45. 

Shortness in iron, cold, 277; red or 

hot, 278. 

Shropshire brands on pig iron, 293. 

Shut, cold, in iron, 270. 

Siccative, Xerotine, 411. 

Sicilian marble quarries, 55. 

Sided timber, 362. 

Side-wedge bricks, 121. 

Siemens’ process, 303; modification 
of, 303. 


Siemens’ steel, 303. 

Siemens-Martin process, 303. 

Sienna, burnt, 413. 

marble quarries, 55. 
»  ‘Lerra de, and raw, 413. 

Sieves, wire, gauge of, 169. 

Signal Staff Hill serpentine, 34. 

Silica in clay for brickmaking, 87, 
89; in fireclay, 127. 

soluble, as a preservative for 
stone, 78. 

in limestones, 152. 
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| Silicate cotton, 455. 


enamelling paints, 425. 
oxide paint, 423. 
paints, 424. 

»  Zoppisa, 426. 
Silicated stone, 75. 

Silicates, alkaline, as a preservative 
for stone, 78. 
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- 4 assists hydrauli- 
city, 185. 
Silicon as an impurity in pig iron, 


264. 
Sill bricks, 125. 
Sills, window, timbers useful for, 401. 


Silver solder, 350. 
» White, 405. 

Single junctions, 137. 

Sink bricks, 124. 

Sir William Burnet’s system of pre- 
serving timber, 394. 

Size, 447; burnish, gold, and clear 
cole, 448; double, 447; gold, 
448; japanners’ gold, 411, 448, 
as a drier, 411; oil gold, 448; 
parchment, 448; patent, 447. 

Skerries limestone quarries, 73. 

Skull cap, position of, in quarry, 7, 
61. 

Skye marble quarries, 53. 

Slabs, mosaic paving, 148. 

5» Slate, 29. 
Slade sandstone quarry, 47. 
Slag, 261; as a substitute for sand, 
201; bricks, 111; from iron 
furnaces for concrete, 216. 
,, Portland cement made from, 166. 
Slaked lime defined, 150. 
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Slaking and setting of burnt cement 
stones, 162,239. 

of pure or fat 
limes, 235. 


9 


defined, 150; influenced by | 
239 ; | 


proportion of clay, 
of lime, 151; lime 
mortar, 207. 

Slate, blocks, 29; clay, 24; different 
forms of, 29; enamelled, 29; 
hornblende, 23; mica, 23; laths, 
451; quarries, 31, 32; quarry- 
ing, 24; slabs, 29; strength of, 
81; weight of, 85. 


for 


Slates, 24-33; absorption of, 25 ;| 


Cambrian and Silurian, 25, 28, 
20; characteristics and colour of, 
25 ; cost of, 27 ; crushing weights 
of, 81; English, 30, 31; glass, 
442; grain of, 25; hardness and 
toughness of, 25; Irish, 28, 30, 
32; pyrites in, 26; quality of, 
28; quarrying, 24; Scotch, 28, 
30, 32; sizes of various, 26, 27 ; 
stone, 33; table of area covered, 
cost, size, and weight of different, 
27; tests for, 28; thickness of, 
28; varieties in use, 29; veins 
in, 26; weight of, 27, 85; Welsh, 
29, 31. 

Slating nails, 458; size and weight 
per 1000, 459. 

Sleeper blocks, 140. 

Sleepers, timbers useful for, 401. 

Slop-moulding bricks, 93. 

Slow-setting cements, 155. 

¥ rust cement, 450. 

Smalls slates, area covered, cost, size, 
and weight, etc., of, 27. 

Smalt as a colouring pigment, 412. 

Smawse limestone quarries, 70. 

Smelting ore, 259, 260. 

Smith’s, Dr. Angus, process for coat- 
ing cast-iron pipes, 334. 

Smith’s, Mr. C. H., test for stone, 11. 

Smoke and air flues combined, 141. 

Smoke-drying timber, 389. 

Soaps, bricks, 122. 

Socket and half socket pipes, 136. 

Soft putty, 450. 
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Soft soldering, 351; solders, 349, 
350. 
5, wood, 361-371. 

Softening steel, 307. 

Softness defined, 468. 

Softsoap as a preservative for stone, 
v1 

Solder, 349 ; silver and spelter, 350. 

Soldering, 349; fluid 351; fluxes 
for hard and soft, 351; soft, 
351. 

Solders, coarse and fine, 350; hard 
and soft, 349, 350; proportions 
of ingredients, melting points, and 
purposes for which used, 351. 

Soluble oxalate of alumina as a pre- 

servative for limestone, 80. 
silica as a preservative for 
stone, 78. 

5 » in limestones, 152. 

Solution of baryta as a preservative 
for stone, 80. 

Solutions, Ransome’s indurating, 78. 

Solvents, 404, 429. 

Sough bricks, 124. 

| South Dorothea slate quarry, 31. 

South Owram sandstone quarries, 45. 

Sow kilns for lime-burning, 193. 

Spanish brown, 413. 

mahogany, 379; weight, 

strength, etc., of, 402. 

Sparkford limestone quarries, 69. 

Spars or poles, 362. 

Spathic iron ore, 260. 

Special paints, 421-427. 

Spelter, 344; solder, 350. 

Spiegeleisen, 302. 

Spikes, 457; weight of, 458. 

Spinkwell sandstone quarries, 45; 
weight of, 45. 

Spirit varnishes or lacquers, 430. 

mixing, 430; re- 

ceipts for, 431; 
white and brown, 
432. 

Spirits of wine, methylated, as a sol- 
vent, 429. 

Splay bricks, 123. 

Split mould for cement, 187. 

' Splits, bricks, 122. 
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Sprigs, glaziers’, 457 ; size and weight 
per 1000, 459. 
Spring steel, 301. 
Spruce, 361 ; age for felling, 358. 
» American, 370; appearance, 
characteristics, and uses, 
370. 
oy eetIG,. 369. 
eo? Oebre, 412, 
» weight, strength, and resist- 
ance to shearing, 402, 403. 
» white fir or, 369 ; appearance, 
characteristics, and uses,369. 
Squaring timber, 358. 
St. Austell granite quarries, 19. 
St. Bees Head sandstone quarries, 
41. 
St. Blazey granite quarries, 19. 
St. Domingo mahogany, 379. 
St. Giles limestone quarries, 69. 
Staffordshire bar iron, 287. 
es blue bricks, 109; ab- 
sorption of, 114; 
resistance of, to com- 
pression, 115; size 
and weight of, 113. 
brands on iron, pig, 293 ; 
wrought, 294. 
fireclay from, 126. 
iron, extras charged for, 
289. 
Staffordshire pig iron, 293. 
Stain, black, black walnut, mahogany, 
oak, red, and walnut, 434. 
Stained enamelled glass, 441. 
5, . fat limes, 157. 
Stains, 433; liquid, 433. 
Stainton or Stenton sandstone quar- 
ries, 45. 
Stair treads, timbers useful for, 401. 
Stalk-fruited or old English oak, 371. 
Standard screw thread, Whitworth’s, 
463. 
Standard wire gauge, Whitworth’s, 
354. 
Stanford’s patent joint for pipes, 139. 
Staningley sandstone quarries, 45. 
Stanley sandstone quarries, 41; 


strength of, 82. 
Stanton sandstone quarries, 45. 
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Starshakes in timber, 359. 

Staverton marble quarries, 53. 

Steaming timber, 388. 

Steel, 298-337 ; tests for, Admiralty, 
308; Lloyd’s, 309; Board of 
Trade, 309 ; Bureau Veritas, 309 ; 
British Corporation, 309 ; Ameri- 
can Bridge, 310; for bridges, 
roofs, girders, and builders’ steel- 
work, 309; amount of carbon in, 
263, 309; Bessemer, brands on, 
312; Bessemer’s process of mak- 
ing, 302; blister, 300; brands 
on, 311, 312; cast, 301, 318, 319; 
cast, for chisels, 323 ; character- 
istics and uses of, 299, 335, 337 ; 
chromium or chrome, 304; colours 
and temperatures of, for different 


tools, 305, 306; corrosion of, 
333; crucible cast, 301, 302, 
312, Heaton’s, Heath’s, and 


Mushet’s processes, 302; crush- 
ing strength of, 322; definitions 
of, by Grenier, Percy, Siemens, 
and Whitworth, 298, 299; de- 
gree of heat for hardening, 306 ; 
double shear, 301, 312; ductility 
of, 318-323; effect of different 
processes and circumstances upon 
strength of, 322; elastic limit of, 
329; factor of safety for, 324, 
326; forging, 331; fractured 
surface, to judge quality by, 308 ; 
German, 304; hard, 304; har- 
dening, 299, 305; hardening 
and tempering in oil, 307; in- 
fluence of carbon upon strength 
of, 323; Landore, strength and 
ductility of, 321, Siemens, 303, 
Siemens - Martin. process, 303, 
Lloyd’s tests for, 309, market 
forms of, 310; methods of mak- 
ing, 300; mild, 304; nails, 458 ; 
natural, 304; plates, Admiralty 
tests for, 308, effect of annealing, 
323, price and extras charged 
for, 310, strength and ductility 
of, 318 ; properties of, 352; pud- 
dled, 304; rails, sections, 288 ; 
relative value of different kinds 
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of, 310; ribbon sash line, break- 
ing strain, 338; rivets, 309; 
safe or working stresses for, 324- 
328; shear, 301, 312; shearing 
strength of, 322; spring, 301; 
strength of, 318-323; temper- 
ing, 299, 305, effect of, 322, in 
oil, 307; temperatures and col- 
ours for different tools, 305, 
306; tensile strength and duc- 
tility of, 318; tests for, 308, 
309 ; tilted, 301; to distinguish 
from iron, 307; Tungsten, 304; 
varieties of, 300-304; weight of, 
355; welding, 332; Whitworth’s 
compressed, 304, tensile strength 
and ductility of, 318; working 
stresses for, 326. 
Steetley limestone, analysis of, 59. 
ne quarries, 70. 
348; composition of, 


9) 
Sterro-metal, 
349. 

Sticklac, 429. 

Stiffness or rigidity defined, 467. 
Stirlinghill granite quarries, 20. 
Stock board, 93. 

Stocks, bricks, 106; absorption of, 


114; hard, 106; description and 
price of, 106; resistance of, to 
compression, 115. 

Stoke Ground Bath stone quarry, 60. 

Stone, 1-85; absorption of, 11, 85; 
acid test for, 11 ; agents which de- 
stroy, 3, 4,10; appearance of, 6 ; 
artificial, 74; atmospheric influ- 
ence on, 3; Brard’s test for, 11; 
cement, 162; characteristics of 
building, 2; chemical composi- 
tion of, 2; classification of, 12 ; 
crushed as a substitute for sand, 
200; crushing weights of, 11, 
81; durability of, 2; examina- 
tion of, 11; facility for working, 
5; fracture of, 11; granites, 13- 
22; hardness of, 5; igneous, 22- 
24; limestones, 49-73; liquid, 
79; natural beds of, 9; ochre as 
a colouring pigment, 413; phy- 
sical structure of, 4; position of, 


in a building, 4; in a quarry, 7 ; | 


preservation of, by various piro- 
cesses, 76-80; properties of dif- 
ferent, 81-85; quarrying, 1:2; 
Ransome’s artificial, 74; resiist- 
ance of, to crushing, 11, 81; 
sandstone, 34-48; seasoning, 8 ; 
serpentine, 33; silicated, 715; 
slates, 24-33; Smith’s test fior, 
115. strength on 6; 81, (84; 
tensile and transverse strength of, 
84; surfaces, temporary protectiion 
of, 80; tests for, 11 ; Tisbury, 633 ; 
weathering qualities of, 12; weight 
of, 6, 18, 39, 67, 81, 85. 
Stoneware, 133, 134. 
Stoney Stanton granite quarry, 19. 
Stoney’s concrete-mixer, 234. 
Storing Portland cement, 181. 
Stourbridge firebricks, 128 ; analyses 
of clays for, 127; absorption, 
crushing strength, and weight of, 
129. 
Stourton sandstone quarries, 41. 
Streamstown marble quarry, 54. 
Strength of bricks, 114. 
cast iron, 313, 314. 
cement, means of testimg, 
187; Portland, 173, 
181, 182; Roman, 162, 
164; selenitic, 185. 
Chilmark stone, 64. 
columns of brickwork, 
116-121. 
concrete, 226, 227. 
defined, 466. 
firebricks, 129. 
glue, 447. 
iron, cast, 313, 314; 
wrought, 315-317. 
lead pipes, and lead-en- 
cased pipes, 342. 
mortar, as compared with 
bricks in a wall, 205. 
proof, defined, 467. 
shearing, defined, 467. 
steel, 318-321; cast, 3118; 
Landore, 321. 
stones, various, 6, 
82, 83. 
tensile, defined, 466. 
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Strength of terra cotta, 131. 
timber, 401-403. 


ae to resist bearing and 
crushing, defined, 466, 
467. 

m torsional, defined, 467. 

se transverse, ,, 466. 

j ultimate s 312, 
467. 


woods, various, 402. 

e working, defined, 312. 
Stress and strain defined, 466. 
intensity of, ultimate or break- 

ingand working, defined, 466. 
, working, for steel, 326, 327. 
Stresses defined, 466. 
working, 325; for cast and 

wrought iron, 324. 
Stretcher, brick, hollow, 122. 

Strike used in brickmaking, 93. 

String-course bricks, 123. 

Strong clays for brickmaking, 88. 

Structure of compact and granular 
limestone, 56; of shelly lime- 
stone, 57; of magnesian lime- 
stone, 58; physical, of stone, 4. 

Stub on pantiles, 144. 
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Stucco, 249; bastard and common, 


249; John’s cement, 246; Port- 
land cement, 246; rough, 249; 
trowelled, 248, 249. 

Stuff for plaster, coarse, 247; fine, 
247 ; gauged, 248. 

Sturgeon’s sandstone quarry, 48. 

Substances, foreign, in pig 
262. 

Substitutes for sand, 200; in mortar, 
204, 

Suffolk white bricks, 108 ; resistance 
of, to compression, 115; size and 
weight of, 113. 

Sugar of lead, 410, 429. 

», use of, in mortar, 211. 

Sulphate of baryta, test for, 406. 

a of manganese as a drier, 411. 

of zine $5 411. 
s proportion of, in selenitic 

cement, 185. 

Sulphates, action of, on limes and 

cements, 153, 241. 


iron, 


Sit 


Sulphide of antimony, 406. 

Sulphur, action of, on iron and steel, 
264; as an impurity in pig iron, 
264. 

Superior colours, pigments for, 421. 

Superphosphates of lime as a pre- 
servative for stone, 80, 

Sutton limestone quarries, 69. 

Swales Moor sandstone quarry, 45. 

Swedish bars, tests for, 281. 

» deals, 366; uses of, 366. 
iron, 285 ; how marked, 298. 
timber, 365; appearance 

and market forms of, 

365 ; marks and brands 

on, 383. 

Swithland sandstone quarries, 47. 

Sycamore, 375; appearance, charac- 
teristics, and uses, 375; weight 
and strength of, 402. 

Syenite and syenitic granite, 14; 
true, 14; characteristics of, 15. 

Syphon traps, 138. 

Szerelmey’s compositions, 425; iron 
paints and liquid enamels, 425 ; 
stone liquid, 79. 
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T irons, 287; forge tests for, 284; 
manufacture of, 277; price of, 291. 
Tables. Granite quarries, principal, in 
Great Britain and Ireland, 
18-21. 
» Slates, area covered, cost, size, 
and weight, etc, of, 27; 
principal quarries of, in 
Great Britain and Ireland, . 
31, 32. 
Sandstone quarries, principal, 
in Great Britain and Ire- 
land, 39-48. 


» Marble quarries, principal, 


Continental, 55 ; in Great 
Britain and Ireland, 52-54. 
, Analyses of principal mag- 
nesian limestones, 59. 
5, Limestone quarries, principal, 
in Great Britain and Ire- 
land, 67-73. 
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INDEX. 


Tables, Resistance of stones to crush-| Tables. Compressive strength of limes 


ing, 81. 

Tensile and transverse strength 
of stone, 84. 

Absorption of stones, 85. 

Weight and bulkiness of vari- 
ous stones, 85. 

Analyses ofsome brick clays, 89. 
Size and weight of different 
varieties of bricks, 118. 
Absorption of different varie- 

ties of bricks, 114. 
Resistance of bricks to com- 
pression, 115; of brick 
piers to compression, 118, 
AES 
Analyses of different clays for 
firebricks, 127. 
Resistance to compression, 
weight, and absorption, of 
firebricks, 129. 
Dimensions and thickness of 
stoneware, fireclay, and 
other clay pipes, 136. 


Composition of various lime- | 


stones, cement stones, etc., 
before calcination, 154-156. 


Classification of hydraulic | 


limes, 159. 


Experiments on strength of | 
Roman and Medina cement, | 


164. 


Breaking weights of cement | 


at different works, 174. 
Comparison of adhesive and 
cohesive strength, 176. 
Comparative cementitious 
strength of, sifted and 
unsifted cement, 176. 

Strength of adhesive Portland 
cement to various materials, 
Wee 

Increase of strength of Port- 
land cement with age, 181. 

Proportion of clean pit sand 
to 1 cement, 182. 

Cement coarsely ground and 
sifted, etc., 182. 

Tensile strength of various 
limes, cements, etc., 183. 


and cements, 183. 

Force necessary to tear apart 
bricks cemented together, 
186. 

Effect of different proportions 
of samd in mortars made 
from warious cements, 206. 

Bulk of mortar produced from 
given quantities of lime, 
cemenit, and sand, 210. 

Breaking weights of briquettes 
made from various limes 
and cements, 213. 

Showing the proportions of 
the comcrete used in various 
works,, 220. 

Strength of concrete blocks, 
226, 2.27. 

Proportion and composition 
of clay, degree of calcina- 
tionand setting properties of 
various limes and cements, 
240. 

Analyses of Portland and 
Romam cement, 243. 

Quantity of materials used in 
plastering, rendering, etc., 
257. 

Weight oif limes and cements, 
258. 

Scale of tensile tests for iron 
of various qualities, 281. 
Classificaition of sheet iron as 

to thickness, 290. 

Thickness and weights of 
corrugated sheet iron, 
290. 

Relative value of different 
kinds of wrought iron, and 
extras clharged on, 291. 

Temperatiures and colours for 
steel, 3005, 306. 

Relative value of different 
kinds of steel, and extras 
charged on, 310. 

Crushing and tensile strength 
of different descriptions of 
cast irom, 313. 

Tensile stirength and ductility 


INDEX 


Tables—continued. 
of various descriptions 
malleable iron, 316, 

Effect of different processes 
and circumstances upon the 
strength of wrought iron, 
317. 

Tensile strength, elastic limit, | 
and ductility of cast steel, 
318, 

Tensile strength and ductility 
of steel, plates, bars, 320, 


of 


321. 
» Cast steel for chisels, 323. 
ms Influence of carbon upon) 


strength of steel, 323. 

Factors of safety for cast iron, 
wrought iron, and steel, 324. 

Effect of overheating wrought 
iron for forgings, 331. 

proportion of carbon in dif- 
ferent varieties of iron and 
steel, 335. 

Weight of sheet copper, 338. 

and thickness of sheet 
lead, 339. 

» Size and weights of lead pipes, 
341. 

Weight and strength of lead 
pipes and lead-encased pipes, 
342. 

Sizes of fret lead, 343. 

Weight of zinc gauges, 344. 

of tin and composition 
tubing, 346. 

Composition of various alloys, 
348, 

Proportions of ingredients in 
solders, melting points of, 
and purposes for which 
used, 351. 


” 


” 


Properties of useful metals, 
352. 

Contraction of metals in cool- 
ing, 353. 

Melting points of alloys of 
lead and tin, 353. 

Birmingham wire gauge, 353. 

Whitworth’s standard wire 


op 


gauge, 354, 
BC. 
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Tables, Birmingham metal 
354, : 

Weight of different metals, 

355, 
strength, etc, of 
various woods, 402. 
Resistance of timber to crush- 
ing and shearing, 403. 
Composition of the different 
coats of white paint, and 
quantity required to cover 
100 square yards, 417. 
Quantity of glass in crates, 437. 
Thickness, weight, and _ size 
of sheet glass, 438. 
Thickness and weight of patent 
plate glass, 439. 
Size and weight per 1000 of 
different kinds of nails, 459. 
Holding power of wrought 
iron tenpenny nails, 460. 
Adhesive force of nails, 460. 
Whitworth’s standard screw 
and gas threads, 463. 
Tacks, 457; size and weight per 
1000, 459. 

Tainton limestone quarries, 69. 

Talacre sandstone 45. 

Tale, 15: 

Talcose granite, 1 

Talysarn slate quarry, 31. 

Taper pipes, 137. 

Tar, 452; coal, 452; concrete, 227 ; 
mineral, 452; paint, 426; pitch, 
coal, 255 ; wood, 452. 

Tarradale sandstone quarry, 47. 

Tarring felt, 454. 

» ordinary, 426. 

Taylor’s patent concrete mixer, 23 

Teak, African, or mahogany, 374. 

or Indian oak, 379 ; appearance 

and characteristics of, 379; 
market forms and _ uses of, 
380; weight, strength, etc., 
of, 402. 

Temperature, effect of, on strength of 

cast iron, 314. 

on strength of 

wrought iron, 

317. 

21 


gauge, 


” 


” 


» 
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Temperature of burning lime or 
cement stone, 197. 
Temperatures and colours for steel, 
305, 306. 
Tempering clay for brickmaking, 91. 
defined, 468. 
masons’ tools, 305; very 
small tools, 305. 
steel, 299, 305; and har- 
dening in oil, 307; 
effect of, 322. 
tests of Landore steel, 321. 
Temporary protection of stone sur- 
faces, 80. 
Tenacity or tensile strength defined, 
466. 
Tenpenny nails, holding power of, 460. 
Tensile strength defined, 466; of 
bricks, 121; of cast iron, 
313; of cast steel, 318; of 
cement, means of testing, 
187; of Landore steel, 321; 
of malleable iron, 315; of 
steel, 318-321; of stone, 84; 
of Whitworth’s compressed 
steel, 318; of wrought iron, 
315, 316. 
tests for iron of various 
qualities, 281; for Landore 
steel, 321; 
cement, 173; for steel, 307; 
wrought iron, 281. 
Terebine, 411. 
Terebrans, Chelura and Limnoria, 399. 
Teredo navalis, 399; destruction of 
timber by, 399. 
Terminals, Billings’ chimney, 141. 
Terne plate, 289. 
Terracotta, 129-134; advantages, 131 ; 
disadvantages of, 132 ; blocks, 
130; building, 131; colour 
and cost of, 132, 131; dura- 
bility, hardness, and lightness 
of, 131; forpipes, 134; inferior, 
132; making and nature of 
clay for, 130; porous, 132; 
strength of, 131; where used, 
132. 
, de Sienna as a colouring pig- 
ment, 413. 


for Portland | 


INDEX. 


Terro-metallic clinkers, 110. 
Tesseree, 148. 
Tester, Reid and Bailey’s cementi, 191. 
Testing machines for cements, Adie’s 
Nes: “band 2) 
187, 189. 
Faija’s, 191. 
Michaelis’s, 189. 
Reid and Bailey’s, 
191; Thurston’s, 
192. 
3 for iron, 280. 
wrought iron, general methods 
of, 280. 
Tests, Admiralty, for iron and steel, 
282, 308. 
chemical, for Portland cement, 
192. 
for arsenite of copper, 444. 
for bricks, 113. 
for cast iron, 273, 274. 
of Landore steel, 321. 
for Portland cement: for cool- 
ness, 179; quality, 167; ten- 
sile strength of, 173; other 
tests, 180. 
for sandstones, 36. 
for slates, 28. 
for steel, 307, 308. 
for stone: absorption, acid, 
Brard’s, resistance to crush- 
ing, and Smith’s, 11. 
for sulphate of baryta, 406. 
for vermilion, 414. 
for wrought iron, 281-285. 
for red lead, 406. 
for sewer pipes, 139. 
forge, for iron, 282; hot, for 
rivet steel, 310. 
impact or falling weight, 285. 
Lloyd’s, for steel, 309. 
rough, for finding hydraulicity 
in limestones, 156. 
,, for wrought iron, 282. 
simple, without machines, 192. 
tempering, for Siemens’ or 
Bessemer steel, 308. 
Texture of good bricks, 112; 
limestones, 49. 
Thermo-plastic putty, 450. 


) 
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Thick stuff, oak, how supplied to 
H.M. Dockyards, 362. 

Thinnings, 419. 

Thornton’s sandstone quarries, 45. 

Threads, Whitworth’s standard for 
gas and screw, 463. 

Thurston’s testing machine, 192. 

Tilberthwaite slate quarries, 32. 

Tile pegs, 458. 

Tiles, 143-148; common, 143; 
dry, 148; encaustic, 146; in- 
ferior encaustic, 147; uses of, 
149; glass, 442; majolica, 
148; mosaic paving slabs, 
148; paving, 143; wall, 146. 

roofing, 143; Broomhall Com- 
pany’s, 144; corrugated, and 
improved corrugated, 144 ; 
double roll, 144; Halls, 146; 
hip and valley, 146 ; pan and 
plain, 144; ridge, 146; 
Taylor’s patent, 144; Ven- 
etian or Italian, 145 ; Wade 
and Cherry’s, 145. 

bs Tesseree, 148. 

Tilestones, 35. 

Tiling laths, 451. 

Tillyfourie granite, 21. 

Tilted steel, 301. 

Timber, 356-403; balk, 362, 364; 
characteristics of good, 358; 
charring, 392; classification of, 
360-362 ; compass, 363; con- 
version of, 894-398; Dantzic, 
364; deals, value of, and method 
of measuring, 385 ; decay of, 389- 
391; defects in, 359, 360; de- 
scriptions of different kinds, 363- 
381; destruction of, by worms 
and insects, 399, 400; felling, 
time for, 357, 358; fir, classifica- 
tion of, 361; market forms of, 
and how imported, 362; marks 
and brands on, 381-385; Memel, 
364; Norway, 365;  preserva- 
tion of, 392-394, from fire, 394 ; 
Riga, 364; rough and _ sided, 
362; seasoning, 386-389; selec- 
tion of, 386; squaring, 358; 
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strength of, 401-403; Swedish, 
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appearance and market forms of, 
365; varieties in general use, 
364; varieties useful for differ- 
ent purposes, 401; waney, 363. 

Time of burning bricks, in clamps, 97 ; 
in Scotch kilns, 100. 

Tin, 345, 346 ; action of, on wrought 
iron, 265; as an impurity in pig 
iron, 265; block, 346; crystal- 
lised plate, 346; melting points 
of alloys of lead and, 353; ores 
of, 345; plate, 346; plates, 289; 
properties of, 352; tubing and 
weight of, 346, 355. 

Tinned copper, 346. 

Tintagel Slate Company’s slate quar- 
ries, 32. 

Tints, delicate, 420; pigments for, 
421. 

Tipton blue bricks, 109; size and 
weight of, 113; strength of, 
115. 

Tiree marble quarries, 53. 

Tisbury limestone, 63 ; quarries, 67. 

Titanic paint, 424. 

Titanium as an impurity in pig iron, 
265. 

Tools, masons’ and very small, tem- 
pering, 305. 

Top cap, position in quarry, 7, 61. 

Torbay paint, Wolston’s, 423. 

Tormore granite quarry, 21. 

Torres Forest granite, 21. 

Torver slate quarry, 32. 

Totternhoe limestone quarries, 67. 

Toughened cast iron, 268. 

Toughness defined, 468. 

Town limestone quarry, 73. 

Tracebridge slate quarry, 32. 

Traeth-bychan limestone quarry, 71. 

Tram rail, 288. 

Transparent glazes, 134. 

Transverse strength defined, 
of bricks, 121; of stone, 84. 

Trap, absorption of, 83; weight of, 

85. 
rocks or whinstone, 23; descrip- 
tion and varieties of, 23. 

Traps, gulley and valve, 142; syphon, 

138. 


466 ; 
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Trass, 201. Unsoiling brick earth, 91. 
Treads of stairs, timbers useful for, | Upper Moor sandstone quarries, 45. 
401. | Upsets in timber, 360. 
Treborough slate quarry, 32. | 
Trethwy granite quarries, 19. Vv 
Trinidad asphalte, 255. 
Trough bed, Chilmark stone, 64. /Val de Travers asphalte, 254; hot, 
Troutbeck Park slate quarry, 32. | compressed, and liquid processes, 
Trowelled stucco, 248, 249. | 254, 
Trowlesworthy granite, 19. | Vale Castle granite quarries, 19. 
Tubes, rock concrete, 226. | Valencia slate quarries, 32. 
Tubing, composition, and tin, 345 ;) Valley tiles, 146. 
weight of, 346. Vallis Vale limestone quarry, 71. 
Tubular bricks, 122. Vandyke brown as a colouring pig- 
Tullamore limestone quarries, 73 5 | ment, 413. 
marble quarries, 54. | Varnish, 427-433; application of, 
Tungsten, action of, on cast steel, 431; best body copal, 431; black, 
265. | for metal work, 433; brown and 
“ steel, 304. | hard spirit, 432; crystal, 433 ; 
Tunnel heads, bricks, 124. different kinds of, 429; for iron- 
» _ kilns for burning lime, 193. work and paper, 433 ; ingredients 
Turpentine as a solvent, 429; cha- | of, 428; oak, 432; pale amber, 
racteristics and qualities | 432; second carriage, 432; uses 
of, 410; French, 410; of, 432; wainscot, 432; water, 
oil of, 409; spirits of, | 433 ; white Coburg, 432. 
409; uses of, 410;) Varnishes: copal, 431; mixing, oil, 
Venice, 410. spirit, and turpentine, 430, 431 ; 
varnishes, 429-431; mix- oil, 429, 431; receipts for, 431 ; 
ing, 430, 431. spirit, 430, 432; turpentine, 
Turps, 409. 430-432 ; water, 430-432. 
Turton and Sons’ steel, strength of, | Varnishing and painting wall papers, 
319, 320. 4G, 
Twisted fibres in timber, 360. | Vegetable black, 412. 
Tyne sandstone quarries, 45. | Vehicles for paints, 404, 407. 
Tyrebagger granite quarries, 21. | Veins in slates, 26. 
Tytherington limestone quarry, 69. | Venetian lake, 414. 
5 red, 414. 
U i tiles, 144, 
Venice white, 406. 
Ultimate strength defined, 467. Verde Antique marble quarries, 55. 
5 stress defined, 466. Verdigris as a colouring pigment, 
Ultramarine as a colouring pigment, 415 ; asa drier, 411 ; on copper, 
412, 338, 
Umber burnt and raw, as colouring | Verditer, 412; green, 415. 
pigments, 413. | Vermilion, as a colouring pigment ; 
Underburnt bricks, 104, 105. genuine, tests for, 414. 
limes and cements, 199. | Vert Antique, 34. 
Unglazed earthenware, 133. | Vibration, effect of, on iron and steel ; 
Uniformity in quality of wrought | Dr. Percy’s remarks on, 330. 
iron, 280, ' Vicat’s needle apparatus, 181. 
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Victoria sandstone quarries, 45. 

slate quarry, 31. 

Slate Company’s quarries, 32. 

stone, 75; absorption of, 
85; characteristics, uses, 
and where used, 75. 

Vienna green, 415 ; white, 405. 

Vignoles rail, 288. 

Viney Hill sandstone quarries, 45. 

Viscountesses slates, area covered, size 

and weight of, 27. | 

Vitrified marble, Rust’s, 76. 

Volatile oils, 407. 

Votty and Bowydd slate mine, 31. 

Vulcanised indiarubber, 451. 


W 


Wade and Cherry’s roofing tiles, 145. 
Wainscot oak, 374. 
5 varnish, 432. 
Wales, manufacture of iron in, 297. 
Wall facings, 140 ; tiles, 146. 
papers, varnishing and painting, 
445. 
strength of mortar and brick- 
work in, comparison, 205. 
Walls, damp, how to prepare for 
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Water quantity required to slake lime 
for mortar, 208. 
salt, objectionable in mortar, 
204. 
seasoning of timber, 388. 
varnishes, 430 ; light-coloured 
and ordinary, 433. 
Waters which act upon lead, 340. 
Watsonstone sandstone quarry, 48. 
Wax varnish, 78. 
Wear of various granites, resistance 
to, 85. 
‘“‘ Weather,” meaning of, as applied to 
stone, 2. 
Weathering clay for brickmaking, 91. 
of Bath stone, 59. 
qualities of granular lime- 
stone, 56. 
of stone, to as- 
certain, 12. 
| Weighing Portland cement, method 
of, 172. 
Weight, breaking, of selenitic mortar, 
213. 
crushing, for various stones, 
81. 
of bricks, 115. 
of compact limestone, 56, 83. 
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papering, 445. 
efflorescence on, 242. 
» Wing, copings for, 124. 
Walney timber, 363. 
Walnut stain, 434; black, 434. 
Wardour limestone quarries, 67 ; stone, 
63. 
Ware, fireclay, 133. 
Wares, miscellaneous clay, 139. 
Warmanbie freestone quarry, 41. 
Warrenpoint granite quarry, 21. 
Wash for removing paint, 434. 
Washable paperhangings, 445. 
Washed bricks, 92, 106; absorption 
of, 114. 
Washing sand, 200, 
Water, action of, upon lead, 340. 
amount of, in fireclay, 127. 
description of, to be used for 
mortar, 204. 
nature and proportion of, for 
cement briquette, 178, 


”» 


” 


of varieties of stone, 85. 

of falling or impact test for 
iron, 285, 

of firebricks, 129. 

of granular limestone, 57, 85. 

of lead pipes, 341 ; encased, 
342, 

of limes, cements, etc., 258. 

of metals, 355. 

of nails per 1000, 458, 459. 

of Portland cement, 170, 258. 

of Roman cement, 162, 258. 

of sandstones, 36, 39-48, 85; 
tests for, 36. 

of sheet copper, 338 ; lead, 
339. 

of shelly limestone, 57. 

of stone, 6,18, 39, 67, 81, 85. 

of tin and composition tubing, 
346. 

of various woods, 402. 


>) 


‘ Weldability defined, 468, 
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Welding, 331; steel, 332; steel to 
wrought iron, 332; wrought iron 
and other metals, 332. 

Wellbank sandstone quarry, 47. 

Welsh brands on pig iron, 293. 

firebricks, absorption, resist- 

ance to compression, and 
weight of, 129. 

» Slates, 28, 29 ; quarries, 
», wrought iron, brands on, 

West End sandstone quarry, 45 

Westhall sandstone quarry, 47. 

Westwood Down quarries, 60. 

Weydale sandstone quarry, 47. 

Whinstone, Baltic, resistance to wear 

of, 85. 
description of, and where 
found, 23. 
as strength of, 81. 

Whitbed and Whitbed roach, 
62; positions of, in quarry, 

Whitby cement, 164. 

White ant, destruction of timber by, 

400; protection against, 400. 
brass, 349, composition of, 348. 
bricks, 107; green stains on, 

108. 
cast iron, 267 ; how to distin- 

guish from grey, 267. 
chalk lime, strength of, 186 ; 

weight of, 213. 

Clichy, 405. 

Coburg varnish, 432. 

copperas as a dricr, 429. 

deal, 370. 

distemper, 256. 

Dutch or Holland, 406. 

fir or spruce, 369. 

flake and French, 405. 

Hamburg, 406. 

hard spirit varnish, 432. 

iron pyrites in slates, 26. 

Krems, 405. 

lead, 405 ; 
405 ; 
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31. 
297. 


8, 60, 
7, 61. 


adulteration of, 

different names 
and market forms of, 
405; old, 406. 


» paint, 418; quantity 
required to cover 100 
yards, 417; uses, ad- 
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vantages and diisad- 
vantages, 418. 
White lead, uses, advantages andi dis- 
advantages of, 406, 
Mansfield stone, 38; where 
used, 38. 
oak, 373. 
paint, Griffith’s patent, 429 ; 
silver, 405, 
pig iron, 266. 
Rag bed: of Kentish Rag, 65. 
Venice and Vienna, 405. 
White Gate limestone quarries, 773. 
White sandstone quarry, 48. 
Whiteland Bridge bed of Kentish Rag, 
65. 
Whitening, 256 
Whitewash, 256. 
Whiting, 256 ; weight of, 258 
Whitland Abbey slate quarries, 3}1. 
Whitworth’s compressed steel, 304; 
tensile strength and 
ductility of, 318. 
standard threads, gas; and 
screw, 463. 
‘5 wire gauge, 354. 
Wadeopen sandstone quarries, 46. 
Wilderness stone, strength of, 82.. 
Willesden ee 454; canvas, 454; 
paper, 454, 
Willow, weight, strength, etc., of, 402. 
Wilmcote limestone quarries, 69. 
Wilton marble quarries, 53. 
Wimberry sandstone quarries, 46}. 
Window sills, timber useful 
401. 
Windrush limestone quarries, 69.. 
Windsor firebricks, 129. 
Windy Nook sandstone quarry, 415. 
Wine, methylated spirits of, as a. sol- 
vent, 429, 
Wing walls, copings for, 124. 
Wire cord, copper, working loads: for, 
338. 
covered steel ribbon sash 
breaking strain of, 338. 
gauge, Birmingham, 353. 
,,  Whitworth’s — standlard, 
354, 
457. 


for, 


lline, 


nails, 


INDEX. 


Wolston’s Torbay paint, 423. 
Wood beetles of Ceylon, destruction 
of timber by, 401. 
cinders not suitable as a sub- 
stitute for sand, 201. 
hard or leaf, 360, 361, 371- 
381. 
naphtha as a solvent, 429. 
pine or soft, 360, 361, 363- 
371. 
screws, 461. 
tar, 452. 
Woodburn sandstone quarry, 45. 
Woodend sandstone quarry, 45. 
Woodhouse limestone quarries, 70. 
Wood’s patent concrete bricks, 111. 


Woods, strength and weights of vari-" 


ous, 402. 
Worcestershire, fireclay from, 126. 
Working Chilmark stone, 64. 
load and stress defined, 466. 
stone, facility for, 5. 
stress in compression for 
steel, Mr. Stoney’s remarks 
on, 327. 
stresses of cast and wrought 
iron, 325 ; for steel, 326; 
Board of Trade rule for, 
326. 
tensile stress for steel, Mr. 
Stoney’s remarks on, and 
opinion of Committee ap- 
pointed by Board of Trade, 
326. 

Worms, destruction of timber by, 
399 ; protection against, 400 ; 
varieties of, 399. 

Worms or molluscs which destroy 
stones, 10. 

Wrought clasp nails, 456. 

iron, 274-292, 294-298, 

324, 325, 336. 
Admiralty, tests, 282. 
action on, of anti- 

mony, arsenic, and 
copper, 265; of 
manganese and sili- 
con, 264; of phos- 
phorus and sulphur, 
264 ; of tin, 265. 
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Wrought iron, amount of carbon in, 
263, 274, 335. 
appearance of  frac- 
tured surface of, 

284. 

brands on, 294-298. 

characteristics and 
uses of, 336. 

contraction of, 277. 

corrosion of, 333. 

crushing and shearing 
strength of, 317. 

defects in, 277; cold 
short, 277 ; red or 
hot short, 278. 

descriptions of, 285. 

effect of different pro- 
cess, etc., on strength 
of, S17. 

elastic limit of, 329. 

factor of safety for, 
324, 

forging, 331. 

India Office tests for, 
281. 

Kirkaldy’s experi- 
ments on, remarks 
on, 279, 280. 

Kirkaldy’s remarks on 
fracture of, 284, 
285. 

market forms and sec- 
tions of, 285-289. 

painting of, to pre- 
serve, 334. 

pickling, 334; 
dling, 275. 

properties of, 352. 

refining, 275. 

relative value of dif- 
ferent descriptions 
and forms of, 291, 
292. 

rolling, 275; effect of 
rolling, 276. 

shingling, 275. 

strength and ductility 
of, 315, 317. 

tests for, 278-285; 
general methods 


pud- 
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Wrought iron—continued 

of testing, 280; 
falling weight or 
impact, 285 ; forge, 
282; general 
marks on, 
Kirkaldy’s 
ments, 279, 
rough, for, 282; ten- 
sile, for, 281. 

weight of, 355. 

welding, 332; weld- 
ing to steel, 332. 


re- 
278 ; 


working stresses for, | 


325, 


patent, 456. 
Wrysgan slate quarries, 31. 
Wyborg deals, 366. 
Wych elm, 377. 
Wynne slate mine, 31. 


X 
Xerotine siccative, 411. 


y 


Yellow ant, destruction of timber by, 
400. 
lake, 413. 
Mansfield limestone, 66. 
pine, American, 367. 
» Quebec, 368. 


experi- | 
281 ;| 


INDEX. 


Yellow rag bed of Kentish Rag, 65. 

Yellows, colouring pigments for, 412 ; 
arsenic, Chinese, chrome, king’s, 
lake, Naples, ochre, orpiment, 
413. 

Yeolmbridge slate quarries, 32. 

Yeovil limestone ‘ 69. 

York grit, strength of, 82. 

Yorkshire bar iron, uses of, 286. 
brands on pig iron, 293; 
on wrought iron, 297. 

fireclay, 126. 
<9 iron, 281, 297. 
Yorkshire sandstones, 37. 


”) 


”) 


| Youghal sandstone quarries, 48. 
Wrought nails, hand, 455; machine | 


Z, 


Zinc, 343-345 ; gauge (Belgian), 344. 
,, market forms of, 344. 
» nails, size and weight per 1000, 
459. 
ores of, 343. 
oxide of, as a base for paint, 
407. 
oxy-sulphide of, as a base for 
paint, 407. 
paint, 419 ; characteristics and 
uses of, 419. 
properties and 
352. 
sulphate of, as a drier, 410). 
weight of, 355. 


uses of, 3483, 


END OF PART III. 


Printed by R. & R. Ciark, Limitep, Edinburgh. 


TTL 


3 3125 0000 


Tak + cS - LS = x o . * 
PE eg eee reo ene a2 ok ya 


a a leelyrt ail vk waumeaaidips = Lice 


